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194,000 disabling foot injuries in an average year — these 
are undeniable figures and it’s costing American industry 
millions of dollars annually. 

Just one foot accident in your plant puts you in two bus- 
inesses — the one, your profession, represents PROFIT .. . 
the other, A-C-C-I-D-E-N-T-S, is ALL LOSS. 

Today over 27,000,000 workers are on jobs where they 
should be wearing safety shoes, yet only 3 million do. 

Only a steel toe can make a shoe safe. Get out of the foot 
accident business! See a safety shoe supplier about one of the 
easy plans he has to furnish your workers with safety shoes. 


Safety Box Toe Company 


812 STATLER BUILDING « BOSTON 


Manufacturers of 19 styles of steel toes 


all AUSTEMPERED for maximum protection 
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Symbol of Security 


The small red box on the wall is the Gamewell 
““Century”’ non-code station — a symbol of the same de- 
pendable protection, in buildings, that the familiar 
Gamewell street box brings to most of our cities. 

The attractive, functional Century box is just one 
element in the Gamewell ‘‘Flexalarm”’ line of interior 
systems. The Flexalarm building-block concept allows 
freedom in designing systems for maximum protection 
in every type of building. And this flexibility is backed by 
factory trained sales representatives who offer you the 
benefit of Gamewell’s specialized experience in fire alarm 
engineering. 

You can depend on the name of Gamewell. Fire pro- mn 
tection has been our profession for over 100 years. is 


a 


CIRCLE 115 ON READER CARD 
National Safety News, October, 1961 





The Gamewell Flexalarm catalog illus- 
trates typical fire alarm installations 
that afford maximum protection at 
minimum cost. For your copy, write 
THE GAMEWELL CoMPANY, 1369 Chest- 
nut Street, Newton Upper Falls 64, 
Maas. A Subsidiary of E. W. Bliss Co. 
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SAFETY men who get to Chicago but 
once a year for the annual Congress 
miss one of the city’s summertime spec- 
tacles — Buckingham Fountain. For their 
benefit, we’ve captured the fountain’s 
glory in full color for our cover. Safety 
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Safety Equipment Co.; and Wheeler Pro- 
tective Apparel, Inc. 
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TRIAL SAFETY EQUIPMENT 





NEW ee FEATHERWEIGHT BUMP/CAP 








Here’s the ideal close-quarters head protection to guard against 
scalp lacerations and contusions — the ‘‘hidden hazard’’ that’s 
costing many industries thousands of lost man hours daily. 


ENGINEER 


e SO STURDY AND SCIENTIFICALLY DESIGNED that it com- 
pletely protects top, back and sides of head from all bumps. 
e SO INEXPENSIVE that this money-saving head protection may 
now be supplied for all close-quarters workers. 


The new Bullard Bump/Cap is made of special featherweight 
Estherene which will not chip, crack or fracture and is resistant 
to both heat and cold. Colors: white and yellow. Sizes: S, 6% to 
7%; L, 7% to 7%. 

Call your Bullard Sales Engineer today for full details and demon- 
stration... or write E. D. Bullard Company, Sausalito, California. 
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Non-Skid Anti-Slip Coating 


























Slip-proof any ramp, stair or floor near dangerous machinery with Magic for Safer Surfaces. 
The all-weather permanent safe finish. More Safety for Less Money. 


EACH UNIT WILL SLIP-PROOF 90 SQUARE FEET AT A GREAT SAVING 
AND YOU NEED NOT DO IT AGAIN 


20% of all Industrial Accidents are the result 
of slips and falls. Magic Coating greatly re- 
duces these costly industrial falls. Anyone can 
apply it once and it aways lasts. 


This factory-tested and fully 

guaranteed coating gives a dur- 

able permanent and safe surface 

to wood, concrete or steel. We 

have developed this product to 

withstand tremendous impact 

and resist chemicals and abra- 

sion. It will slip-proof floors, walkways, ramps 
both indoors and outdoors. Absolutely un- 
affected by weather, temperatures, rain or any 
other elements. 


Magic strengthens any surface. When used 
over concrete it substantially adds strength 
life and protection and builds great resistance 
to impact. 


Magic Non-Skid, Anti-Slip 
Coating is conveniently packed 
in cartons weighing less than 40 
Ibs. F.O.B. Shipping point at 
$27.50 per carton. Order from 
your nearest Safety Distributor 
or from us. 


Another Safety Product developed by The 
Silicone Paper Company of America, Inc., 75 
East 45th Street, New York 17, N.Y. 





CLADE > 


Just mix the two Magic cans. Apply the Magic Coating. 





“ —_ “ 
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Roll it on and you have a permanently 
Safe Surface that will pay for itself 
again and again. 


Apply the Magic Grit which comes 
in the same package. 
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ALWAYS 
0) 


Eyesight is a priceless asset to the individual, the employer and 
to society, and its value can’t be appraised in money alone. 
Protection and clear sight therefore, have a priceless place in 
industrial accident prevention and in efficient operation. Yet 
you can achieve both for pennies — the MAGIC way. 


Our famous MAGIC Sili- 
cone-treated tissue deposits 


a protective film that keeps 
lens crystal-clear. The 
world’s finest quality, 
MAGIC Lens Tissue far 
exceeds scientific needs. 
MAGIC 
HEAVY 
DUTY 
CLEANING 
STATION 


TISSUE 


The sheet is BIG, in fact, 
EXACTLY AS BIG AS 
THE GREEN AREA 
ABOVE (634” x 5”). So 
you see how big it is; 50% 
larger than usual and has 
twice the tearing strength. 
Big and strong enough to 


Magic Silicone Lens Tissue (6 refills (800) sheets ea.) 


clean the largest safety goggles. And both sides are packed 
with Silicone’s Sparkle Power. Yet it costs less. It is inter- 
folded — serving only one sheet at a time; not bunches. An 
exclusive feature with MAGIC. The compact dispenser is 
self-mounting ; no screws, no drilling. Just stick it to the wall. 
No maintenance. No adjustments. No wear. No moving parts. 
Absolutely indestructible. More safety for less money. 

MAGIC Heavy-Duty Stations are for grimy, oily areas or 
where Anti-Fog protection is needed. MAGIC Cleaning & 
Anti-Fog Fluid COMBINES all ingredients. No double 
inventory. And it’s pressure-packed. 1,400 applications per 
can. Equals 4 old-fashioned bottles. No pump. Nothing to 
refill. No mess. (Or, if you wish to use your homemade fluid 
we supply our Adapter ($2.70) with giant 16-o0z. bottle and 
plunger complete.) Indestructible dispenser — with no mov- 
ing parts — releases interfolded sheets 1-by-1, greatly reducing 
waste. These (not Silicone-treated) are superb, super-strong, 
wet-strength quality. No scratching on plastic, and no lint. 
Yes, Good management is always on trial. Spend Pennies to 


Save Dollars. Buy The Leader. Buy MAGIC. 


Ctn. $ 8.40 


Magic Lens Tissue Dispenser FREE WHEN EXCHANGED ea. 2.50 
Magic Heavy Duty Dispenser FREE WHEN EXCHANGED ea. 5.95 


Magic Cleaning & Anti-Fog Fluid (Twelve -.12-0z. cans) Cta. 
Magic Heavy Duty Paper (18 giant refills (760) sheets ea.) Ctn. 
All prices F.0O.B. Shipping point 


MAGIC Pop-up Pack in self-dis- 
pensing box for desks or anyplace 
in office, plant or laboratory, 
$11.95 per carton 12 boxes. 


Exchange all your other 
Stations for Magic FREE 


The Silicone Paper Company of America Inc. 75 East 45th Street, New York 17, N. Y. 


12.50 
11.60 


1.2006. OS Pat OFF 


Serving Every Major Industry in America 
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CONSULTATION CORNER 


Questions on accident prevention, fire protection 
and occupational hygiene are answered by mail. 
A few are selected for publication 


By L. C. SMITH, Industrial Department, NSC 


Wearing Jewelry Near 
Moving Machinery 


Question: We are in the process 
of reviewing and revising our safety 
rules in keeping with our policy of 
making our rules simple and posi- 
tive. Along with many other firms 
we are faced with the problem of 
employees wearing rings. We feel 
that a rule must be enforced at all 
times if it is to be effective. This 
one rule is most controversial. 
Would you please forward any in- 
formation or data you have avail- 
able concerning this particular rule. 


Answer: The enforcement of rules 
against the wearing of rings or jew- 
elry around moving machinery is a 
problem in many firms. The senti- 
mental factor involved is sometimes 
difficult to overcome. 

Most companies have a general 
rule which states that rings, identifi- 
cation bracelets, wrist watches, and 
so forth, should not be worn around 
moving machinery. Others expand 
this rule to include people who may 
not necessarily be working around 
moving machinery. The latter rule 
covering all production workers is 
a valid one since many ring injuries 
do not occur on moving machinery. 
Just recently a company reported an 
accident where a warehouse em- 
ployee lost a finger. He was in the 
act of removing a part from the top 


LAST CHANCE IN 1961 


THERE are still a few openings 
in the November 13-17, 1961, 
“Fundamentals of industrial 
Safety" course. For further in- 
formation write to: 
Recist 
Safety Training Institute 
National Safety Council 
425 North Michigan Avenue 
Chicago 11, Iliinois 


of a storage bin using the top of a 
wooden container as a support. The 
container collapsed and as the em- 
ployee was falling he grasped for 
the top of the bin with his left 
hand. As he did so his ring caught 
on a protrusion and tore his finger 
to the extent that it had to be ampu- 
tated. 

On enforcing the rule against the 
wearing of rings, most firms will 
rely on the supervisor or the fore- 
man to do the job. Many companies 
adhere the following pattern: 

First, the foreman issues a verbal 
warning to the employees violating 
the rule. Second, a written warning 
is issued to the violator on the sec- 
ond offense. Third, if a third viola- 
tion occurs, the person is suspended 
from one to three days. 

In order to secure the backing 
of union representatives where un- 
ions exist, they should be consulted 
on this rule before it is put into ef- 
fect. Naturally, before any rule is 
put into effect, it should be given 
wide publicity so all concerned 
know the rule’s effective date. 

Many times some of the objec- 
tions that employees have to re- 
moving jewelry, especially rings, can 
be overcome by making a direct ap- 
peal to the wives. However, to be 
successful, it must be explained to 
the wives why rings, such as wed- 
ding bands, should be removed. 

Some employees may refuse to 
remove rings based on religious 
grounds. It is entirely possible that 
such a custom of not removing a 
ring may be local. When it is evi- 
dent that religion is involved, it 
may be advisable to obtain the help 
of the clergy. With respect to lodges 
or other fraternal organizations, 
most of the time the wearing of a 
ring is optional. 

In most cases if the problem is 
properly presented and explained, 
you will receive the desired coop- 
eration. 
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A more generously sized neoprene glove... 


unequalled for both flexibility and grip 


To the safety director dissatisfied 
with ordinary neoprene gloves 


FREE TEST OFFER TO D & B LISTED FIRMS: Clip this form to your 
letterhead. We will send correct gloves for on-the-job com- 
parison. Edmont Inc., 1205 Walnut Street, Coshocton, Ohio. 
In Canada, Edmont Canada Ltd., Cowansville, Quebec. 


have long been specified for many jobs be- 
f their all ‘round resistance to oils, acids and solvents, 
snagging and heat. Fabric gloves coated with 
neoprene videly replaced unsupported rubber because 
of their lower cost and better protection from snagging. 


to abdra 


Edmont provides today’s most advanced type of neoprene 
glove. Coated with an exclusive compound with special addi- 
tives, this “Neox” glove has the greatest flexibility and safest 
smooth neoprene coated glove. 


Edmont’s close quality control and 100% inspection assure 
you the same wear and hand protection in every pair. Their 
more gel us hand size also makes them easy on and off. 


The result: Neox has replaced ordinary neoprene, rubber and 
plastic coated gloves in numerous plants at 40% to 70% 
savings, and with better protection to employees’ hands. 


Operation 


Oil, Solvent or Chemical 


Temperature Extreme 


Abrasion Cutting 
Employee satisfaction 


Problem: [) Grip Dexterity 
Chemical action 


Edmont av 
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Photo token at Esso Research, Linden, N. J, 


HANDLE ONLY WITH AMERAY TONGS 


For Radioactive, Explosive, or Toxic Material 


Don’t take your life in your hands. AMERAY Available in two models: 
Tongs can do almost anything you can do— AM 251 Straight-line 


mechanical design which 
safely and surely. can be used either as 


Remarkable for their handling ease, simple hand tongs or, with 
AMERAY Tongs exclusive positive-locking a ball swivel joint, through 
P ‘ - walls and shields, and— 
action with flip-of-the-lever release prevents 
hand fatigue. Unique parallel-motion jaw a AM 252 Hydraulically op- 


heads insure a bulldog grip. 4 erated Articulated Tongs. 
> ‘ Extra-sensitive 
Expensive? Not a bit. : design for applying precise 


pressure. 





For catalog and complete technical data, 
write today on your letterhead to: 


AMERAY CORPORATION Dept. NS, 1050 Route 46, Kenvil, New Jersey 
FOxcroft 6-4100 (In NYC: BO 9-0412) 
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THE SAFETY VALVE 


Nothing human is alien to me 


—TERENCE 





Old Stuff 


ONE OF THE SHORTCOMINGS of most publications is 
they are so afraid of repeating. Editors kid them- 
selves by thinking every reader has read — and re- 
membered — everything they’ve published. 


Inevitably, of course, editors do repeat, but they 
always feel guilty about it. It’s an admission of ster- 
ility when they dish up old stuff, or even dress up 
well-worn ideas in new dress. 


It’s really a form of conceit that makes us think 
people read and remember everything we print, or that 
we couldn’t improve on something we said a year ago. 


A minister once admitted he dug old sermons out 
of the barrel regularly. “But I never give them twice 
in the same way,” he added. 


The lifeblood of a magazine is an annual crop of 
new readers. Most of these, especially in safety work, 
are starting from scratch and need the basic informa- 
tion veterans know by heart. Even old-timers can 
stand an occasional refresher course. 


We in the safety movement are always warning 
supervisors not to get tired of telling their people the 
safety story over and over again. But do we take 
our own prescription? 

No. We're afraid sophisticated readers will look 
down their noses at us. 


Look over the programs of past Safety Congresses 
and you'll note the old familiar subjects are still be- 
ing repeated for receptive audiences. Safety men are 
still discussing fundamental safety problems that 
were on the program of the first Safety Congress at 
Milwaukee in 1912. Most of us could read the first 
volume of Congress Transactions with interest and 
profit. 


Incidentally, this isn’t the first time I’ve written a 
piece on this subject. 


Signs of Progress 


EVERY TIME I see a soldier on the street com- 
fortably dressed in shirt sleeves and slacks, I think 
how the army has improved since I did my stretch 
in World War I. 


When we stepped out for the evening, we were 
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properly dressed. That meant a wool jacket buttoned 
up at the neck and wrap-around puttees—regardless 
of temperature. If we didn’t look soldierly, the MP 
at the camp gate chased us back to barracks. 


Business has become less regimented, too. Not so 
long ago store and office employees were bound by 
more regulations than the sentries at Buckingham 
Palace. Sales girls were not allowed to sit, even when 
their feet were killing them and there wasn’t a cus- 
tomer in sight. In offices, men sweltered in coats, 
even when they didn’t meet the public. 


That has changed. Few companies now forbid 
employees to remove coats at work. And, according 
to an office customs survey conducted by the Na- 
tional Office Management Association, 89 per cent 
of the 2,300 firms surveyed have no rules or restric- 
tions on office dress. 


The typical office worker is expected to arrive on 
the job dressed in good taste. Too noisy a sport shirt 
or a daring sun-back dress (which might distract 
male employees) would probably draw a tactful re- 
minder from the supervisor but generally consider- 
able latitude is allowed. 


The typical male worker may smoke when he feels 
like it. (The double standard has relaxed somewhat). 
If an employee is hungry, he may get a snack from a 
dispensing machine in the building, usually during 
one of the two coffee breaks allowed each day. 


Time out for coffee — a.m. and p.m. — is a firmly 
established custom. In 80 per cent of the establish- 
ments, it is done with the boss’ blessing; in the others 
he usually just looks the other way, accepting it as a 
necessary evil. 


Despite many criticisms of the office Christmas 
party, 65 per cent of companies still hold them. The 
annual summer picnic is another custom honored by 
tradition in many firms. 


Ten years ago the NOMA reported cuspidors 
were still in use in one out of five offices. Cuspidors 
weren’t even mentioned in the most recent survey. 

Yes, working for a living is a lot more free and 
easy than it used to be. 


In the forum of reason and deliberation war can 
never be anything but a makeshift, to be regretted; 
it is the task of the statesman to find rational means 
to the same end. A statesman who proposes war as 
an instrumentality admits his incompetency; a poli- 
tician who makes use of war as a counter in the 
game of parties is a criminal. — William Graham 
Sumner, “War” (1903) 
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DIARY OF A SAFETY ENGINEER 


The most unpromising recruit yet to show 


up on the Project’s safety staff gets an 


unexpected chance to show his mettle 


Fiction By BILL ANDREWS 


TERROR 


OVERHEAD 


I sometimes think the hardest fact 
of life a safety man faces is that he 
practically never is sure he has been 
right. But he knows with absolute 
certainty when he has been wrong. 

The unhurt, the unkilled are a 
statistical abstraction, composed of 
an enormous majority who wouldn't 
have been hurt or killed even if 
the safety man had been an incom- 
petent gold brick and an unidentifi- 
able minority who are alive and 
well only because he was skillful 
and energetic. But all the hurt and 
all the dead are people with names 
and families, and some of them, 
the safety man knows, are monu- 
ments to his failures. 

But as I sat tonight in the too- 
familiar corridor outside General 
Hospital’s surgery department wait- 
ing with a red-eyed wife for a report 
on an emergency operation, | sus- 
pected that this was one accident 
that proved me right—and when the 
surgeon came out with the good 
news, I knew it proved me right. 

Not that being right in this case 
had come easily. Back in June | 
had a letter from Louis Jerris on 
my desk, and I had let its lack of 
polish turn me to employing a fast- 
talking incompetent. And even 
when I hired Louis a month ago 
after his predecessor’s welcome res- 
ignation, I had been a little dismayed 
by Lou’s unprepossessing appear- 
ance and his somewhat hesitant way 
of expressing himself. 

But I did hire him, and in one 
month he has proved himself — 
proved himself conscientious, cap- 
able of learning, creative, pleasant, 
and loyal. He has made mistakes, 


10 


but he has learned from those mis- 
takes, and he hasn’t repeated them 
As a most unexpected bonus, I’ve 
discovered that his unassuming man- 
ner and humble way of speaking 
actually makes him more effective 
than anyone else in the safety de- 
partment in getting ideas across to 
a large group of workers, particular- 
ly older ones, who have a tendency 
to shut their ears against the brash 
outpourings of more cocksure teach- 
ers. Lou seems to be able to play 
the role of the respectful son, a duti- 
ful and not too well-informed son, 
but one who has been to college 
and wonders if maybe something he 
has just learned might not be help- 
ful to papa. And Lou plays that 
role (because it is natural for him) 
in such a way that the older hand 
feels flattered, not harried, and 
wants the idea to prove itself. 

I asked him about this, and Lou 
shrugged. “My father was very old- 
country, and a good bricklayer. He 
did want my ideas to prove to be 
good ones. He was never scornful, 
even if I was wrong, but he would 
tell me quietly when I was wrong. 
It was a good way to be brought 
up.” 

Little Sarah Jerris, who married 
Lou the summer before his senior 
year at Tech, said this while we 
were waiting from news from the 
operating room: “I would get so 
impatient with Lou because he didn’t 
seem to try to make a good impres- 
sion on professors and other im- 
portant people. But he was respect- 
ful to janitors and landladies and 
store clerks. But when graduation 


time came I found the professors 
liked him and respected him. His 
class voted him the man most likely 
to be of some use to the world. 
He said, “That means they think 
I'll make the least money, but I 
knew it was deeper than that.” 

Anyway, in one month I learned 
that I had a good boy, and I was 
happy and a little proud — and 
humble because I almost threw away 
my chance to get him. 

This morning started out like any 
other Wednesday. I was desk-bound 
catching up on some paper work 
and doing some planning for the 
upcoming National Safety Congress. 
Lee was involved in an eye survey 
somewhere on the project. That left 
Lou as the only footloose member 
of the safety staff, trudging the Proj- 
ect with his shambling walk that 
went well with his pants that were 
always baggy and clashed with the 
bright white and green of his new 
hard hat that seemed too big for 
his head. 

It wasn’t coincidence that brought 
him to the catwalk leading across 
the production floor of the pump 
works. I’ve checked that. There had 
been, his reports had shown over 
the past week, a number of odd 
near-accidents in that plant. He had 
seen one of them last Thursday—a 
pipe fitting falling near a group of 
millwrights. There was no explana- 
tion of its source—not even an ex- 
planation of why a two-inch ell was 
carried onto a catwalk that didn’t 
go near any two-inch lines. The 
foreman’s explanation, “Some jerk 

— To page 264 
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Get lesting protection trom weeds and grasses this easy low-cost way 


vit: UREABOR 31 


YOU CAN WEED-PROOF 49 ‘> // 
10,000 SQUARE FEET 
IN TEN MINUTES... 








_it'3the easiest way to Kill weeds and TS 


A SPECIAL SPREADER simplifies UREABOR 31 is a special weed killer for industrial grounds. It lowers 
and speeds the UREABOR 31 appli . . 
maintenance costs... protects property ...and improves appearance. 


cations at low rates with accuracy 


Spreader holds enough Uneasor 31 UREABOR 31 is effective on a greater variety of weeds and grasses than 
to treat 1250 sq. ft. without refill ae & fs : 
ing; weighs a mere 6 Ibs. Width of any other herbicide now on the market. A single dry application 


the swath can be adjusted 


gives year-long control! Yet it takes only 1 to 2-lbs. per 100 sq. ft. 
STANDARD PACKAGE IS 50 LBS. to do the job! As a granular material, UREABOR 31 is always ready to 


UREABOR 31 is packed in multiwall " » A 
paper sacks for easy handling—easy use...and safe to handle. It’s a big time saver too...any man can 
storing. A convenient k , ee . ° 

i Siitesette, tor eouiiier 4a ore easily weed-proof ground at the rate of 1,000 square feet per minute. 
determined intervals to facilitate 

large-area applications 


cm 
mah nn nme SESE ce 
UREABOR 31 IS 3 HERBICIDES IN 1 Write for literature now! 
The plant-destroying powers of 3 
proven herbicides are combined in 
this granular mixture of sodium 
borates, substituted urea, and tri J a 


chlorobenzoic acid to yield fast 


long-lasting, nonselective results 630 SHATTO PLACE, LOS ANGELES 5, CALIFORNIA 
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WIRE from 
WASHINGTON 


By HARRY N. ROSENFIELD 


Washington Counsel 
National Safety Council 


AEC Safety Setup Streamlined 


THE CUSTOMARY legislative speed- 
up took place in the prospect of 
Congressional adjournment. 

Industrial Safety. The House of 
Representatives passed H.R. 3841, 
a bill authorizing the Department of 
the Interior to study and evaluate 
the causes and prevention of in- 
juries, health hazards, and other 
health and safety conditions in me- 
tallic and nonmetallic mines (other 
than coal and lignite mines). (See 
“Wire,” September 1961.) Federal 
officials would be given the right to 
enter all mines subject to the study 
in order to gather data. The Secre- 
tary of the Interior is directed to 
file a report within two years, to- 
gether with recommendations for an 
effective safety progam. The Con- 
gressional Committee’s report stated 
that “accidents and industrial dis- 
eases in metallic and nonmetallic 
mining persist at an abnormally high 
rate.” Special attention was also 
given by the Congress to the “severe 
health hazards in the nearly 1000 
underground uranium mines in the 
western states.” 

The House Rules Committee re- 
fused to grant a rule and thereby 
prevented House consideration of 
H.R. 5741 which would extend ap- 
plicability of the Federal Coal Mine 
Safety Act to mines employing 14 
or fewer persons. 

The U.S. Bureau of Mines issued 
injury experience reports on three 
major industries. The oil and gas 
industry in 1960 had its best injury 
frequency record in all the 19 years 
studied by the Bureau, dropping 4 
per cent in frequency from the pre- 


12 


vious year, while the severity 
showed a 19 per cent improvement 
over the previous year. The Bureau’s 
report states that the smaller opera- 
tions employing 25 or less people, 
although representing only 4 per 
cent of the employees and accumu- 
lated man-hours in the industry, 
were responsible for 11 per cent 
of the industry’s injuries. These 
smaller operations had a frequency 
rate more than twice that of the 
entire industry and a severity rate 
almost four times greater. 

The coking industry’s over-all 
frequency rate for 1960, according 
to the U.S. Bureau of Mines, was 
5 per cent better than in 1959. The 
fatality rate of 0.07 injuries per 
million man-hours of exposure 
equalled 1959’s rate which was the 
lowest recorded rate in 45 years. 
The nonfatals frequency rate was 
the third lowest in the same almost 
half-century period. 

The first injury experience report 
for the sand and gravel industry was 


just released by the Bureau of 
Mines, although it covers the year 
1958. It reveals an over-all injury 
frequency rate of 18.64 (0.027 fatal 
and 18.37 nonfatal) per million 
man-hours of exposure to occupa- 
tional hazards. The Bureau found 
that in terms of injury classification 
the most frequent were strains, 
sprains and dislocations, and bruises 
and contusions. 

The Interstate Commerce Com- 
mission reported that for the first 
three months of 1961 there was an 
18.28 per cent reduction in the 
number of persons killed and a 
34.61 per cent increase in the 
number of persons injured in all 
accidents reported by the line-haul, 
switching and terminal railroads of 
the nation, as compared with the 
same period in 1960. ICC’s report 
also indicates a reduction in the 
number of highway grade-crossing 
accidents from 947 in the first 
quarter of 1960 to 916 for the 
— To page 265 


THIS MONTH IN WASHINGTON 


@ Department of the Interior will study health and safety in mines 
{other than coal). Uranium mines will get special attention. 


@ Oil and gas industry comes up with the lowest frequency in 19 years. 


@ For the first time in history, an injury experience report has been 
made available for the sand and gravel industry. 


® Kentucky becomes the first state to make.an agreement with AEC 
to take over responsibility for nuclear safety. 
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A WHERE 
EVER 
THERE’S A 


CHANCE 
OF FLAME 


Clothing treated with Du Pont “Y.12"’ Flame Retardant gives employees protection with comfort 


Du Pont ‘‘X-12"’ gives you a modern, trouble-free way to protect work clothes against the spread of 
flame. @ It's Effective. Garments treated with ‘‘X-12’’ Flame Retardant will not support combustion. 
They're self-extinguishing once the source of the fire is removed. ™ It’s Renewable. Clothing is treated 
at your laundry each time it’s washed. So your employees always get assured 100% protection. 
@ |t's Comfortable.‘‘X-12"’ Flame Retardant doesn’t clog the 
pores of the garment, allows it to ‘‘breathe’’. So comfort isn't | peach car snsstmeatinaies - 
sacrificed. No need for heavier clothes that cut employee |  pissss send booklet describing the advantages / | 
efficiency. B® A growing number of industrial and commercial . of work clothing treated with ““X-12”. a ee 

| 


laundries offer this low-cost treatment. For more details NAME 


send the coupon ©. Citta iaaileepiinictiestettiiai iglesia, oy pniccaiiasiiatins 
at the right for a FLAME DS 
the free booklet. —— RETARDANT Ca ee 


*Trademark BETTER THINGS FOR BETTER UVING THROUGH CHEMISTRY L 
CIRCLE 122 ON READER CARD 
National Safety News, October, 1961 








ACCORDING TO 


By H. GENE MILLER 


Manager, NSC Research and Statistics Dept., 


and member, Zi6 Committee on Interpretations 


WORK 
CONNECTED 


PERMANENT 
DISABILITY 


Delayed Accident Reports 


THE COMMITTEE on Interpretations 
has often been urged to rule in- 
juries nonreportable when em- 
ployees did not report them, when 
they were minor, or when em- 
ployees failed to get medical treat- 
ment for minor injuries as required 
by company rules. On this point, 
the Committee has consistently held 
that failure to report a minor injury 
or accident is no basis for ruling 
the injury nonreportable should it 
become serious. 

A recent case provides an excel- 
lent example of this situation. 

On Wednesday a_ production 
employee was connecting a pipe to 
a chlorine car and in making the 
connection he felt a catch in his 
back. He did not report the incident 
at that time. 


On Thursday the employee no- 
ticed his back was still sore but did 
not report this soreness or the inci- 
dent that occurred on the previous 
day. 

On Friday the employee was 
moving a drum and the pain in his 
back became more severe. He still 
did not report the injury. 

The employee was scheduled to 
work on Saturday, but he had his 
wife call the plant and report that 
he was sick. 


On Sunday his wife called the 
plant again and reported he was 
still sick. 

On Monday his wife reported 
again that he was sick, and on this 


14 


day he went to his own doctor for 
examination and X rays. His doctor 
diagnosed the case as lumbosacral 
Strain and taped the employee’s 
back. 


On Tuesday, which was the em- 
ployee’s first scheduled day off, he 
came to the plant and reported the 
preceding series of events. The em- 
ployee was examined by the com- 
pany doctor on the following day, 
Wednesday, and the company doc- 
tor also talked with the employee’s 
doctor. Both doctors agreed on the 
diagnosis —— back strain. 

The employee returned to work 
on Thursday. 


The company felt that the injury 
should not be charged against its 
record because of the following cir- 
cumstances: 


1. The company had no knowledge 
of the first or second injury. 


2. If the company had known of 
the first or second injury, they could 
have had the employee examined and 
treated by a doctor. 


3. The employee could have been 
cautioned about performing heavy 
work, or he could have been tempo- 
rarily assigned to another regularly 
established job, or given work on his 
same job that did not require heavy 
lifting. 


4. The doctor stated that with 
proper notification and treatment the 
employee would not have lost time 
from his job. 


5. If unusual cases such as this are 
considered disabling, it would place a 
tremendous obligation on the super- 
visor to investigate each and every 
absence regardless of the duration of 
the absence or the place where the 
employee lives. 


All of the points made by the 
company, and the problem it and 
other companies face, are recognized 
and appreciated. However, a work- 
connected disability which results in 
lost time cannot be disregarded be- 
cause the employee did not follow 
company rules. In a cause analysis, 
failure to report a minor injury may 
be listed as a factor contributing to 
a disabling injury, but this does not 
alter the fact that an injury did 
occur, and because of it, time was 
lost from work. Under these cir- 
cumstances, the Standard is very 
clear that the case must be included 
in the company’s injury rates. 

The above example relates to a 
back injury, but the same principle 
would apply to any injury, disease, 
or ailment that is work connected. 


This series of articles is presented to 
provide a better understanding of the 
standard injury reporting procedure, 
to accomplish more uniformity in the 
classification of injuries, and to per- 
mit the safety man to rule on more 
of his own cases. The wording and 
intent of the Standard will be cited, 
illustrated by rulings of the Committee 
on Interpretations. 
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Now an exceptionally hard, 
glossy floor finish 


without wax... 
without slip! 





Wax-less West Tredcote 
gives you a finer, more durable finish 
without costly slip hazards 


If wax-less Tredcote simply equalled the 
finish of waxes, it would be a major devel- 
opment. It already gives you the proven 
protection of non-slip safety. 

But Tredcote contains a special blend of 
superior resins that actually produces a 
harder, longer-lasting finish than average 
waxes. Its anti-slip surface starts brighter 
and lasts longer even in heavy traffic zones. 
And also unlike waxes, Tredcote does not 
“water spot” or hold dirt. And it does not 
smear or discolor. Put it on light floors. 
Even white floors. The color stays true. And 
whatever rubber burns and heel marks that 
may show up later are easy to remove. 


Simplicity with savings 

Best yet, you don’t have to go to extremes 
to get this superior performance. Tredcote 
requires only one or two thin, even coats. 
A gallon covers over 2,000 square feet. Goes 
on with a lamb’s wool applicator or string 
mop. ( Unskilled personnel can do it easily. ) 
And Tredcote dries hard and shiny, in 20 
minutes. And stays that way. 

Use it on asphalt tile, rubber tile, wood, ter- 
razzo, linoleum and concrete surfaces. You 
see, Tredcote is the anti-slip floor finish that 
eliminates more of the old wax-worries in 
more placesthan any other floor finish before. 


Free supervision, free demonstration 
Tredcote is a key product in the West Floor 
Care Program, a plan tailored to pinpoint 
and solve your floor maintenance problems 
—all at a significant reduction in labor 
costs. The Program includes free training 
and supervision of your men. 

The man to contact for complete details and 
a free demonstration is your local West 


representative, or mail coupon below. West 
Chemical Products, Inc., 42-16 West Street, 


Long Island City 1, oF 





N. Y. In Canada: West 
Chemical Products, | WEST pascocrs inc. 
Ltd., 5621-23 Casgrain 





Ave., Montreal, P. Q. 


FLOOR PRODUCTS DIVISION 


**TREDCOTE"’ is a registered trademark of West Chemical Products, Inc. 





West Chemical Products, Inc. 
Floor Products Division, Dept. JL2 
42-16 West Street, Long Island City 1, New York 


— Have your representative call 


Name 





Company. 





Address. 





r 
| 
| 
| [) Please send me further information on West Tredcote 
| 
| 
| 
| 
| 


City 


Lecnpieiitel 
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The Engineer— 
One of a Team 


W: HAVE found that the “team 
concept” has considerably simplified 
our task of occupational risk pre- 
vention. The team, including the 
doctor, the engineer, the chemist, 
the technician, and the nurse—all 
working together for one goal — 
keeps the man safely on the job. 


Mr. ROTHMAN is industrial hygiene 
engineer, Transport Division, The Boe- 
ing Company, Renton, Wash. 

Mr. Poppe is supervisor, Industrial 
Hygiene Engineering Group, Aero-Space 
Division, The Boeing Company, Seattle, 
Wash. 

Note: The opinions expressed in this 
article are those of the authors, and do 
not necessarily reflect the views of The 
Boeing Company. 


Two engineers review 
their profession's 
role in the accident 


prevention setup 


By S. C. ROTHMANN, P. E. and W. H. HOPPE JR., P. E. 


The advancement of complex in- 
dustrial technology has created new 
and unexpected work hazards. 
These, added to the more traditional 
hazards not yet fully overcome, pre- 
sent additional problems to the ex- 
perts. For example, chemical com- 
panies and users of exotic fuels are 
aware of the continuing need to pro- 
tect their employees. Firms utilizing 
atomic energy have for a long time 
been aware of radiation hazards, 
and have already established safe- 
guards against them. A disease re- 
sulting from the growing use of 
beryllium, widely used in the pro- 
duction of fissionable material, has 
been localized and checked. 


Occupational risks may be di- 
vided into two categories. One in- 
cludes those risks which the indi- 
vidual employee must face, risks 
which are quite concrete and ap- 
parent such as the unguarded punch- 
press or over exposure to ionizmg 
radiation. The other category in- 
cludes those risks whose causes are 
not so apparent and whose effects 
may simultaneously touch many em- 
ployees. Examples are skin illnesses 
or allergies resulting from contact 
with toxic chemicals or lung diseases 
resulting from the inhalation of 
harmful dusts and polluted air. 

There also has been a gradual 

— To page 202 
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A quick peek ahead 


at what’s awaiting 


you at the Congress 


SNEAK PREVIEW 


The Pattern of Safety 


The effect of union activity on 
safety, while at first appearing ad- 
verse—after the union certification 
in 1955—does not show any dis- 
cernable pattern. The accidents oc- 
curring after the major work stop- 
page in 1956 and 1957 do not 
seem to be related to the stoppage 
any more than to the model changes 
which occurred shortly thereafter. In 
fact, it looks as though ‘the forma- 
tion of the Union-Management Safe- 
ty Committee in 1959 had a major 
favorable effect on accident fre- 
quency. The frequency rate for the 
two year period since April 1959 
is 0.78 per million man hours of 
exposure.—T. A. Sullivan, A. O. 
Smith Corp. (New Concepts and 
Trends in Safety) 


The Semiconductor Industry 


Let’s take a germanium transistor 
through its significant chronological 
development stages and see some of 
the safety problems encountered. 

Germanium dioxide is reduced to 
metallic germanium in a hydrogen 
furnace. Heavy asbestos gloves pro- 
vide protection for the furnace ten- 
der. The germanium is purified by 
a process known as “zone leveling” 
and grown into a rod of single 
crystal structure having the desired 
impurities to give it a specific semi- 
conductor characteristic. Orientation 
of the crystal structure is checked 
by means of X-ray diffraction. Ex- 
posure of the operator of this equip- 
ment is monitored by means of a 
dosimeter with a maximum allow- 
able level of 100 milli-roentgens 
per week. The operating area for 
this equipment is enclosed by lead- 
lined walls to shield against possible 
stray radiation. 
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Next, the germanium rod is cut 
into slices and the slices in turn 
cut into wafers. Though the mate- 
rial is unique, cutting machines are 
similar to those used in many ma- 
chine shops and normal safety 
measures prevail. 

Wafers then go to the assembly 
area where one of the touchiest op- 
erations, from the standpoint of 
safety is that of etching. The etchant 
is generally a solution of hydrofluoric 
and nitric acid. On uncluttered work 
areas, safety glasses, aprons and rub- 
ber gloves, plus safety indoctrina- 
tion of the operator, minimize the 
hazards. Minor acid burns to the 
hands, which were at one time a 
problem, have been virtually elimi- 
nated through adoption of a glove 
testing procedure much like that 
used by service stations for locating 
leaks in inner tubes. 

There is a saying in the semi- 
conductor shop that devices are 
never clean enough or dry enough. 
We adopt a similar philosophy that 
operations are never safe enough. 
It, in effect, challenges all of us to 
be continually alert in seeking meth- 
ods to make a safe job even safer. 
—R. E. Burton Jr., superintendent 
of industrial relations, Allentown 
Works, Western Electric Co., (Elec- 
trical Equipment) 


The Cost of Industrial Films 


If your film can be made out of 
doors, you have completely elimi- 
nated a very large expense. Light- 
ing equipment is expensive to buy 
and use. I recently came across a 
list which someone composed and 
which they maintained was the mini- 
mum lighting needed for an indus- 
trial film unit. It consisted of 23 


lights in the $100.00 to $500.00 per 
unit class. A total of 50,000 watts 
(and I know you engineers do not 
have to get out your slide rules to 
know that this would take better 
than 500 amperes.) Where would 
you get juice like that in your plant? 
So, find out about artificial lighting 
and make plans to eliminate it as 
much as possible from your film.— 
Ira Thatcher, training film special- 
ist, United Air Lines, Inc. (Air 
Transport) 


Safety In the Space Age 


In this modern age of scientific 
technology, the problems of a safe- 
ty engineer and the hazards to work- 
ers are as different from those en- 
countered in the 1940's as the mod- 
ern jet bomber is from the piston- 
driven bomber of World War II. 
The nature of work being under- 
taken by modern industry is such 
that a good safety engineer cannot 
devote much of his time to routine 
matters of machinery guarding, 
wearing of personal protective cloth- 
ing, and housekeeping problems. 

Many other safety problems, both 
industrial and radiological, are en- 
countered around a facility such as 
General Atomic. Many specially de- 
signed pressure vessels are in use 
which have required particular at- 
tention. Some of these vessels op- 
erate in either the vertical or hori- 
zontal position so it is not practical 
to provide underground contain- 
ment. We have constructed large 
above-ground, double-walled steel 
barriers which are used in conjunc- 
tion with blasting mats to contain 
flying objects that may be propelled 
from the vessel. Nuclear materials, 
beryllia, highly toxic materials, and 

— To page 245 





We're Too Easygoing 
On Sling Inspection 


Survey shows only half the companies sampled have 


regular, skilled checks of chain 


By ROBERT WILKINS 
Staff Engineer, NSC 


‘Te FIRST of a series of Na- 
tional Safety Council industrial sur- 
veys in new postcard format drew 
excellent response from question- 
naire recipients. 

The survey was designed to probe 
industry practices relative to wire 
rope and chain sling inspections. 

Completed questionnaires were 
returned by 827 consultants, about 
an 83 per cent return. 

Approximately 78 per cent (640) 
of the responding consultants use 
slings, while 187 do not. The follow- 
ing statistical information has there- 


and wire rope slings 


fore been calculated using these 640 
replies as 100 per cent. We are 
evaluating answers only from those 
organizations using slings. 


Do you have a standard sling in- 
spection procedure? 

Answers to the second question 
revealed that over half of the sling 
users do have a standard sling ins- 
pection procedure. However, some 
of the volunteered written comments 
indicate that different classifications 
of personnel do the inspecting; fore- 
men, maintenance men, stock room 
personnel, insurance inspectors, and 
sling manufacturer representatives. 
Industry evidently is not in agree- 
ment as to who is the most ap- 
propriate person to conduct the in- 





Survey 
Short 


- Do you use wire rope or 
- Do you have a standard sling inspection 
Procedure? 


+ Are sling inspectors especially qualified for the job? 


If not, are slings returned to manufacturer for inspection 


TN I DECTTOR . *The 
ANOrEA iN UF Swill 





Yes No 


Yes No Repair? Yes No 


D of all inspecti 9° ' , 
+ Do you keep records of all inspections’ Yes No 


Repair? Yes No 
. are users instructed to make constant visual check 9! 
slings in use Yes No 


Name —_——_ 








During the past few years the National Safety Council has had 
thousands of letters asking for industrial safety program statistics. 

We realized that response to these letters might be easier and more 
accurate if we had a quick method for finding out what Council mem- 
bers think, do, or recommend about the many problems which con- 
front sound industrial safety programs. Accordingly, the Industrial 
Department recently established a survey group known as Safety Pro- 
gram Consultants. Postcard type questionnaires (shown), on a par- 
ticular safety activity or procedure, are sent to this group of 1,000 
consenting Council members selected at random to represent all in- 
dustries from all parts of the United States. The answers returned in 
the questionnaires are collated to provide statistical information of 
substantial interest and benefit to all Council members. 
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spection. No doubt the policies and 
procedures of companies differ for 
good reasons; but it may be advan- 
tageous to revaluate inspectors and 
perhaps discover inspection pro- 
grams could be improved by re- 
assignment of personnel or duties. 


Are sling inspectors specially 


qualified for the job? 


More than half of the inspectors 
are qualified for these inspections, 
indicating that time and effort is 
being spent training personnel on 
this technical subject. Inspection of 
wire rope and chain slings cannot 
be assigned to just anyone because 
of the substantial amount of techni- 
cal knowledge necessary to inspect 
properly. Chapter 22 of the Ac- 
cident Prevention Manual; Data 
Sheet 478, “Alloy Steel Chains for 
Overhead Lifting,” and Data Sheet 
380, “Recommended Loads for 
Wire Rope Slings” clearly describe 
specifications and procedures that 
should be learned by a sling inspec- 
tor 


If inspectors are not qualified, 
are slings returned to the manu- 
facturer for inspection? 


If inspectors are not qualified, are 
slings returned to the manufacturers 
for repair? 


These responses reflect that man- 
agement is beginning to be con- 
cerned over the condition of their 
slings even though they do not em- 
ploy qualified inspectors. Several 
consultants wrote that they never 
bother returning a sling to the 
manufacturer because they dispose 
of those slings that become damaged 
or unsafe. The question arises as to 
who decides when a sling should be 
discarded if there are no qualified 
inspectors available. Also, could it 
be possible that these organizations 
are experiencing unnecessary sling 
costs? Many times a worn or dam- 
aged sling can be repaired for safe 
use at a fraction of its original cost. 


Do you keep records of all inspec- 
tions? 


Do you keep records of all re- 
pairs? 

Only a fair percentage of organi- 
zations are now keeping records of 
their inspections and repairs. Ins- 
pections and repairs must be re- 


— To page 251 
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Do you have a standard sling inspection procedure? 


REPLIES 640 
YES 380 
NO 260 








Are sling inspectors specially qualified for the job? 





REPLIES 640 
YES 347 
NO 293 





If inspectors not qualified, are slings returned to manufacturer for inspection? 





REPLIES 375 100% 
YES 35 


NO 340 





91% 


If inspectors not qualified, are slings returned to manufacturer for repair? 





100% 





REPLIES 375 


YES 133 
NO 242 





Do you keep records of all inspections? 





REPLIES 640 
YES 251 


NO 389 





Do you keep records of all repairs? 





REPLIES 640 
YES 287 
NO 353 





Are users instructed to make constant visual check of slings in use? 





REPLIES 640 
YES 620 
NO 20 
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Incredible 


| 
| 


new Lily cup 


LILY CHINA-COTE® plus ....FIRST TRULY INSULATED 


VENDING CUP TO IMPROVE EMPLOYEE COFFEE SERVICE 


@ Unique heat-resistant lining of foam 
polystyrene makes Lily China-Cote Plus 
the ultimate in vending cups. 

@ Here is the vending cup for the employer 
who knows that quality in every detail pays 
off in employee satisfaction. Lily China- 
Cote Plus cups are heat-resistant. ..so 
even steaming hot coffee is comfortable 
to hold. Just enough heat is transmitted to 
remind the employee the beverage is hot. 
@ All drinking surfaces are completely 
coated, including the entire rim section, 
so you get only the full, rich flavor of 
steaming hot coffee. Cups have extra- 
lasting rigidity. ..won't soften or distort 
under high temperatures. They reduce 
spillage because they’re cooler to handle. 
The pure white interior surface gives the 
cup a fine quality look. 

@ See that new Lily China-Cote Plus—the 
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first truly insulated vending cups are in 
all the vending machines in your plant. 
They give better performance... more 
safety... greater satisfaction. 

@ Send coupon for complete information 
and free 10-Second test at your desk. 





Lily-Tulip Cup Corporation, Dept. SN 1061 
122 East 42nd Street, New York 17, New York 


Name. 





Company 





Street 





City. SS ee 














LILY-TULIP {@ 











Dense smoke from open-pit burning of the laboratory's waste solvents and chemicals constituted 
an air-pollution problem, and, although fire-department supervised, a hazardous operation. 


The unit shown was the ultimate solution to the lab's waste disposal problem. Automatically con- 


trolled burner and booster fuel for non-flammable wastes 


22 


resulf in nearly total combustion. 


By H. H. FAWCETT 


The author is consulting engineer 
for safety, Research Laboratory, Gen- 
eral Electric Co., Schenectady, N.Y. 


A RESEARCH laboratory uses 
relatively large quantities of sol- 
vents and oils. These include ether, 
gasoline, benzene, acetone and pe- 
troleum ether, chlorinated hydro- 
carbons, insulating oils, vacuum 
pump oils, and many other liquids 
of various characteristics, in addi- 
tion to hundreds of chemicals ei- 
ther alone or in mixtures. Although 
much of this material ends up in 
a product or is lost by vaporization 
during use or processing, what re- 
mains must be either flushed down 
a sewer (a practice both unsafe 
and illegal in many instances) or 
collected and disposed of in some 
systematic manner. 

For 48 years the General Elec- 
tric laboratory disposal problems 
were handled by the general serv- 
ices of the main plant. Large 
quantities were trucked approxi- 
mately one mile to a dump-land- 
fill area, and either burned or 
buried. 


THE PROBLEM 


In 1948, when the laboratory 
was moved to a new site, studies 
were made so the industrial waste 
system would include settling, 
skimming, neutralization, and 
chlorination before waste entered 
a nearby river. Large quantities of 
miscellaneous chemicals and oils, 
however, could not safely be ac- 
commodated in this system. These 
were collected and trucked to the 
main-plant dump-landfill an un- 
desirable practice both economical- 
ly and with respect to the potential 
hazard caused by trucking such 
material through the city. 

In 1957, the main plant closed 
its landfill to the laboratory, and 
open pit burning of solvents and 
scrap chemicals was begun. 

Although the pit was on a low- 
level area several thousand feet 
from buildings and regularly sta- 
tioned operating personnel, and 
burning was supervised by the fire 
chief (who often used the resulting 
fires for training of the laboratory 
fire brigade in fire control meas- 
ures), a significant hazard to per- 
sonnel still existed, and the dense 
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black smoke was uncontrollable, 
and hence undesirable. 

A study of the problem at this 
point suggested four different dis- 


posal methods: 

1. Dumping in sewers ultimate- 
ly draining into the river. This is 
dangerous due to the fire and ex- 
plosion hazard in the sewers and 
drains, and illegal due to specifica- 
tions imposed by the State of New 
York on substances that may be 
added to a B class stream. In 
addition, company policy counter- 
indicated pollution of streams or 
air. 

2. Slow evaporation or seepage 
by placing in pits or on ground 
and permitting weathering action 
to occur. (This - illegal Fr ulti- Pad was poured to accommodate a fork lift truck for filling waste solvent tank. Funnel contains 
mately the material would find its filters to improve combustion characteristics. Note static-preventer wire from drum to funnel. 
way into the river, and is danger- 
ous if fire or explosions result from 
accidental ignition. ) 

3. Open pit burning. (This is 
hazardous to personnel, and causes 
air pollution. ) 

4. Burning under controlled con- 
ditions. (This is the more expen- 
sive approach, since special facili- 
ties and services are needed, but 
offers the greater promise from a 
safety and air pollution viewpoint. ) 

During a November 1960 visit 
to the Fire Research Laboratory of 
Union Carbide in South Charles- 
ton, W. Va. D. H. Way, fire re- 
search engineer, suggested we con- 
sider a burner and combustion 
chamber of the type he had found 
useful for waste solvent disposal. 
Subsequent discussion with the Four burner nozzles feed waste solvent or waste-fuel mix at combined rate of 20 gallons per 
maker of such burners, assured us hour. Pump pressure behind them is 150 psig. Line filtering keeps orifices clean, efficient 
that such a system would be prac- 
tical 

SOLUTIC 

A burner with necessary pump, 
blower, and automatic control 
equipment was purchased late in 
1960, and mounted on a frame for 
outdoor use by the research labo- 
ratory development shop using a 
design developed in the company’s 
facilities planning section. 

A combustion chamber, consist- 
ing of a heavy iron tank 10 ft. long 
and 6 ft. in diameter, lined with 
fire brick, was also fabricated in 
the shop. The two units were in- 
stalled on a 20 ft. square concrete 
pad located on a lower-level area 
just beyond an area used for out- 
door storage. To receive the sol- 
vent, a 550-gal. main storage tank The unit's combustion chamber was fabricated in the company’s shop. Of iron lined with fire 

—To page 249 brick, it is 10 ft. long by 6 ft. diameter. Separation of burner and chimney helps efficiency. 
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By J. E. APPEL 


Safety Engineer 
Commonwealth Edison Co. 
Chicago 


PURCHA$ING FOR $AFETY 


—_— management rec- 
ognizes that a vital part of any ef- 
fective program for reducing indus- 
trial injuries is to provide their em- 
ployees with safe equipment, ma- 
chines, and tools and to protect them 
from hazardous processes and mate- 
rials. This was not always so. If we 
look back to the industrial environ- 
ment at the turn of the century with 
its unguarded machines and power 
transmission equipment; its inade- 
quate provisions for protecting the 
health of employees from such oc- 
cupational hazards as silica, lead, 
chlorinated organic solvents, and 
other hazardous chemicals; and its 
disregard for personal protective 
equipment such as goggles, hard 
hats, and respirators, we realize we 
have come a long way. Safety en- 
gineering has made _ tremendous 
strides in the last half century. 

If we are to keep these gains and 
also protect our employees against 
hazards that keep creeping into our 
industrial environment because of 
new materials, new processes, new 
machines, and new techniques, we 
must pay close attention to what 
gets into our plants. While no spe- 
cial hazard may be involved in many 
of the items purchased, others have 
an important bearing on the safety 
and health of employees. Even such 
items as soap and floor waxes and 
weight of containers handled by em- 
ployees can have a bearing on health 
and safety. Therefore, safety must 
be an important consideration in 
reaching a decision on what will be 


Mr. Appel is General Chairman, 
Chicago Chapter, 

American Society of 

Safety Engineers. 
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purchased. Wise purchasing keeps 
potential accidents out of the plant. 

How a company accomplishes 
this objective varies greatly from 
plant to plant. An industry engaged 
in processing hazardous chemicals or 
engaged in heavy metal fabrication 
has problems that are quite different 
from those of a telephone company 
or a bakery. Likewise a small single 
plant operation finds its problems 
different from those of a large multi- 
plant operation scattered all over 
the country or even in foreign coun- 
tries. Depending on size, complexity, 
and type of industry, some plants 
find it necessary to prepare rigid 
specifications and standards govern- 
ing all purchases and to test all 
items purchased. Others depend on 
catalogue descriptions and salesman 
information. In some companies all 
purchase requests involving safety 
or health of employees are cleared 
through a well staffed and competent 
safety department. Other plants, es- 
pecially small ones, relegate safety 
as a part-time duty of the personnel 
man or One of the supervisors. There 
is no one master plan that will apply 
to all operations. However there are 
certain principles that should gov- 
ern all purchases to see that we get 
the most for our safety dollar. These 
principles assume that management 
is sold on safety and that someone 
has been given the responsibility for 
safety. Let’s see what these prin- 
ciples are: 


Keep Yourself Informed. Those re- 
sponsible for safety must keep them- 
selves informed on the hazards in- 
volved in the machines, tools, equip- 
ment, materials, and processes used 
in their plants and in their industry. 
Accident reports involving these items 
point out deficiencies. For example, 


one plant, to save two cents per gal- 
lon, changed to a new solvent in their 
metal finishing operation. The result- 
ing dermatitis cases offset the saving 
many times over. Needless to say, the 
company returned to its use of the 
“more expensive” solvent. 

Some of the most valuable leads are 
often obtained from discussion at 
safety meetings and from visits with 
the foremen. At this level, many haz- 
ards are revealed which if ignored 
will eventually result in disabling in- 
juries. Information from the people 
who actually use the equipment and 
materials can provide the basis for 
convincing the purchasing department 
that certain items whose initial cost 
may be a little higher will in the long 
run prove most economical. There 
are many agencies and associations 
issuing standards on equipment and 
materials which will help in reaching 
a decision on what to buy. The safety 
engineer or those responsible should 
be thoroughly familiar with: 


1. American Standards Association Codes 
and Standards. 


. Federal, state, and local government 
codes and standards. 


. Standards and codes published by 
federal agencies such as the Bureau 
of Standards, Bureau of Mines, Navy 
Department, and the like. 


. Trade and service association codes, 
standards and recommended prac- 
tices such as those issued by the Na- 
tional Safety Council, Edison Electric 
Institute, American Gas Association, 
American Petroleum Institute, Manu- 
facturing Chemists’ Association, Na- 
tional Fire Protection Association, 
and many others. 


. Codes, standards, and approved lists 
from such testing agencies as the Un- 
derwriters’ Laboratories and Factory 
Mutual Engineering Division. 


. Insurance company bulletins and pam- 
phlets. 


— To page 26] 
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Who's Afraid of 


ExPLOSIONS ? 


Based on a British World War Il system, 


this suppression method is taking 


the bang out of blasts in industrial danger spots 


bi MOST areas of accident pre- 
vention, successful efforts are the 
result of a combination of measures 
rather than a single measure or de- 
vice. When a new technique comes 
along, it supplements rather than 
replaces the old ones. 

The area of industrial explosion 
prevention is a case in point. 

Until recently, the “ounce of pre- 
vention” rule was the basis of most 
explosion safety techniques. The 
safety man sought to reduce the 
possibility of explosions by: 


1. Following the measures  de- 
scribed in the National Fire Protec- 
tion Association’s so-called “dust 
codes,” directed at the prevention of 
conditions that might permit a dust 
explosion and the elimination of igni- 
tion sources in dust-laden atmos- 
pheres. Various flammable _ liquid 
codes consisted of the same preven- 
tion measures. 


2. Incorporating certain explosion 


Control house for triggering explosions and recording data is located 
some distance from test area. Oscilloscope helps measure suppression. 


venting systems in processes where 
danger of explosion existed. These 
techniques were intended to limit 
pressures developed by explosions of 
dust, vapor, or gases in buildings and 
equipment in order to reduce struc- 
tural and mechanical damage. 


3. Installing fire protection systems 
intended to limit the danger or spread 
of fire after an explosion. 


The most recent addition to ex- 
plosion safety techniques is not a 
preventive, but a system for sup- 
pressing explosions which occur in 
spite of prevention efforts. 

Based on a British World War 
[I system designed to suppress ex- 
plosions in aircraft fuel tanks hit 
by incendiary shells, it was later 
successfully adapted for industrial 
use in England. 

Applications in that country are 
estimated to have prevented losses 
of several millions of dollars since 
1954, and no destructive explosions 


2 


have occurred in equipment pro- 
tected by the system. 

In this country, Fenwal, Inc. Ash- 
land, Mass., has obtained United 
States and Canadian manufacturing 
and sales rights for the system. 
The firm continues technical col- 
laboration with the British develop- 
ing firm, and has independently de- 
signed and modified equipment to 
meet specific U.S. requirements. 

The system is in use in several 
U.S. installations, and has been 
proven, either in service or in tests, 
to be capable of handling most in- 
dustrial explosion hazards. Its prin- 
ciples can be adapted to nuclear, 
missile, aircraft, marine, and a va- 
riety of other hazardous equipment. 

System operation is based upon 
the fact, that though a blast appears 
instantaneous to the naked eye there 
is a measurable time lag between its 
ignition and the buildup of destruc- 


tive pressures. The protection sys- 


Three of the special explosion chambers used to study explosion char- 
acteristics. Suppressors are being installed in the largest chamber. 
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tem acts within this period, which 
is measured in thousandths of a 
second. (The human eye cannot re- 
act to periods shorter than 0.1 sec- 
ond.) In a few milliseconds the 
system detects the very beginning 
of the explosion, either by sensing 
the initial pressure buildup or the 
first tiny flash of flame, and auto- 
matically reacts to snuff it out. The 
blast is made relatively harmless by 
1 combination of actions, which may 


include any of the following. 


Suppression—envelopment of the 


a suppressa nt 


opening a path to the 
r controlled relief of 


inerting—introducing a 
nto areas remote from 
the explosion to prevent 


plosions or fires 


blocking the explosion 


iS 


tic plant or equipment 


he system is the explo- 

Either a pressure or 

tion device, the detector senses 

the incipient explosion and, in con- 
1 power unit, generates 
in electrical signal 
sensitive to either the rate- 
specific 
\ signal 
when the pressure rise from 
incipient blast exceeds either 
indicating an explosive con- 
Radiation detectors are de- 

signed to sense selectively certain 
vave lengths of the spectrum which 
exist in an explosive flame but to 
reject others present in natural or 


junction 


Pressure detec- 


rise or to 


or to both 


artificial light 

Upon receipt of a signal from 
a detector, the power unit, which 
is equipped with stand-by batteries 
for safeguard against power failure, 
delivers electrical energy to operate 
the various explosion protection de- 
vices in the system. 

These may be suppressors, isola- 
tion valves, or vents. All are oper- 
ated by explosive detonators, simi- 
lar to the electric blasting caps used 
exploration. The time 
an incip- 


In Seismic 


lapse between ignition of 
ient explosion and the operation of 
the various explosion protection de- 

vy thousandths of a sec- 
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Still photographs from single frames of mo- 
tion pictures taken at 1,000 frames per sec- 
ond show the development of an vunsup- 
pressed blast in a spherical chamber. Top 
shows dim circle of light (fireball) a few 
thousandths of a second after ignition. After 
50 milliseconds explosion has filled chamber. 


The same explosive situation is here shown 
being suppressed. Frames correspond in time 
to those of unsuppressed explosion sequence 
at left. Ragged leading edges of two ad- 
vancing fronts of suppressont mist reflect the 
intense light of the explosion, which is com- 
pletely enveloped in last frame. 








IT’S THE 


little things 


[+s the Little Things that Count” 
is the theme and title of one of 
the films now being produced for 
the Council. This film and three 
others in the series are aimed at 
supervisors and point out that a 
supervisor is the key man in the 
safety program. In fact, the four 
films will be called “The Key Man 
Series.” 

But it’s the title of the one film 
that intrigues me. In this film we 
wanted to portray a successful safe- 
ty program and what the supervisor 
did to make it so. We thought that 
if we showed two or three dramatic 
changes that account for an im- 
provement in the employees’ attitude 
and create a safety consciousness, 
it would be all that was needed in 
the 10-minute film. But you and | 
know that safety is not quite that 
simple. 


“An accident-free at- 
mosphere always has 
features you can see.”’ 


There aren’t any big, shining 
events that change the accident 
picture from black to white. There 
are many contributing factors, each 
small, but collectively they add up 
to a motivating factor that steers 
a group of people into an accident 
prevention pattern. | am assuming 
we had done a good engineering 
job and had advanced to the stage 
of asking people to act safely. This 
is the point where we start separat- 
ing the safety engineers who are 
capable of formulating and adminis- 
tering an award-winning program 
from the “that’s about as well as 
can be done” boys. 

The struggle of working up a 
film script made me think that the 
multiplicity of things that make up 
a safety program in a department 


By ROY G. BENSON 


Manager, Industrial Department 
National Safety Council 


THAT COUNT 


are only amplified when you get to 
the plant level. Many of the little 
items are not apparent, but some of 
them can be observed. It made me 
wonder whether or not it would be 
possible to observe and record some 
of the significant items in a plant 
with a good safety program. Is an 
aura of safety apparent? Could | 
walk through a plant and, without 
asking any questions, be able to 
determine whether or not the organi- 
zation had an effective accident pre- 
vention program in operation? 

In my work at the Council, I am 
often invited to attend an award 
presentation. This often means that 
in addition to the formal presenta- 
tion ceremonies, I make a tour of 
the facilities. Since these organiza- 
tions have shown by their records 
that they can produce an accident- 
free atmosphere, there must be 
some apparent signs that point to 
good programming. 

Sometimes I can begin to see what 
I am looking for as I go through 
the gate. I am often confronted with 
a large outdoor safety display. In 
many instances, this tells the num- 
ber of days the plant has worked 
without a disabling injury. In the 
alert plant, this sign is well kept 
and it looks as though it is washed 
from time to time. 


“It’s attention to the 
little things that pays 
off in a big way.”’ 


Not long ago, I walked by a plant 
and observed a “no accident” sign. 
It was apparent that the only ef- 
fort made on this sign was to 
change the daily figures. The rest 
of the sign was dusty and faded. To 
all outward appearances, the safety 
program was operating in a lack- 
adaisical, day-to-day manner. In a 
plant with a record producing pro- 


gram, you immediately are aware 
of the bright, shining outward ap- 
pearance. It seems to say, “We're 
proud of our record and want every- 
one to know about it.” Sure, it’s 
a small thing, but remember that | 
said we were looking for small things 
that add up to a good total program. 

Let’s go into the plant. Many 
organizations have programs that 
require all visitors to wear eye pro- 
tection. If I am given a pair of gog- 
gles and some small effort is made 
to see that they fit, I feel that the 
program is serious. The goggles may 


‘Just looking down an 
aisle can give a picture 
of safety concern.”’ 


have been individually wrapped and 
even sterilized. Without arguing the 
necessity for this treatment, we 
must admit it is a nicety. On the 
other hand, I have been well into 
a shop when suddenly someone 
thought of eye protection. There is 
a scurrying to find a pair of goggles 
and I had the feeling that this luke- 
warm effort could turn cold at any 
time. I wonder if the visitors’ eye 
protection program is strong enough 
to make the company president put 
on goggles when he makes _ his 
semiannual tour of the plant. 

I continue through the plant and 
observe other little things, such as 
the general condition of the goggles 
the men are wearing. Do they look 
as though they are maintained? Is 
any effort made to check them from 
time to time? Remember, we’re not 
asking any questions, we’re just ob- 
serving. By watching workers close- 
ly, I can see if their eye protection 
is positioned correctly or if they 
slide out of position when the man 
bends over. If there are goggle clean- 


— To page 233 
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COUNCIL 


ERVICE 


DATA SHEET 509 


MILL AND CALENDER 
RESCUE METHODS 


(RUBBER INDUSTRY) 


Introduction 

1. This data sheet describes ac- 
cepted mill and calender rescue 
methods which can be adopted by 
rubber companies regardless of their 
size. American Standard B28.1, 
Safety Code for Mills and Calenders 
in the Rubber Industry,* is recom- 
mended as prerequisite reading. 


2. In the early days of the rub- 
ber industry, mill and calender oper- 
ations ranked high as sources of 
frequent and serious injuries. Inten- 
sive training of employees, applica- 
tion of safety engineering principles, 
improved manufacturing procedures, 
and enforcement of accident pre- 
vention rules have greatly reduced 
the problem. 


3. Although much already has 
been accomplished in the industry 
through continuing efforts to elim- 
inate hazards from mill and calender 
operations, accidents in which em- 
ployees become caught in the nip 
points of rolls or in banks of stock 
still may occur. Injuries from such 
accidents usually result in perma- 


*Published by American Standards As- 
sociation, 10 E. 40th St., New York 16, 
N.Y 
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Copies of this data sheet will be 
available for order within 30 days. 





This data sheet is one of a series 
published by the National Safety 
Council, reflecting experience from 
many sources. Not every accept- 
able safety procedure in the field 
is necessarily included. This data 
sheet should not be confused with 
American Standard Safety codes, 
require- 


federal laws, insurance 


ments, state laws, rules and regu- 





lations, or municipal ordinances. 








nent disabilities. The adoption of 
accepted rescue procedures therefore 
is essential if the severity of these 
injuries is to be held to a minimum. 


4. When an interlocked safety 
barrier (“stop” cable or bar) is ac- 
tuated immediately upon —or just 
before — involvement, injuries may 
be limited to simple fractures, sec- 
ond-degree burns, or nipped finger 
tips. The accident victim himself 
may trip such a stopping device by 
bodily contact in the course of his 
becoming involved in the roll bite 
or stock. If, however, the mill or 
calender is not halted in this man- 
ner, any person at the scene who is 
familiar with the machine’s controls 


should immediately cause a stop in 
the most effective way that can be 
done. All personnel, especially new 
employees, should be trained in the 
quickest way to stop machines and 
to avoid accidental restarting or re- 
versing of them in emergency situa- 
tions. 


5. Regardless of speeds, sizes, 
and types of rolls in mills and calen- 
ders, effective rescue methods should 
be established. Compounding of 
initial injuries may result if efficient 
rescue methods have not been de- 
veloped and personnel have not been 
trained to use those methods. 


6. Each of the mill and calender 
rescue methods described in this data 
sheet is based upon use of a trained 
team of men who perform specific 
functions under the direction of the 
team leader (Figure 1). 


Mill Rescue Methods 


7. Two mill rescue methods are 
used in the rubber industry: the 
manual roll-opening method and 
the reversing procedure. Both have 
strong points to commend them, and 
both are based on years of experi- 
ence. 








Figure 1. Team of workmen practice manual roll-opening method of rescue. One member of 
team immediately is stationed at power-supply switch to prevent accidental restarting of mill. 
Members of the team follow directions of the team leader 


8. The MANUAL ROLL-OPENING 
METHOD, which is more widely ac- 
cepted than the reversing procedure, 
reduces the margin for human error. 


9. After the mill has been stopped, 
one man of the rescue team is im- 
mediately stationed at the power 
supply switch to prevent accidental 
restarting until after the victim has 
been removed. If the mill is one of 
the apron-type, the apron must be 
dropped. One man cuts the rubber 
from around the caught member, if 
necessary, and does what he can to 
help the injured employee. 


10. The side screws are opened 
to release the pressure on the rolls 
of the mill. At the same time, me- 
chanical or hydraulic jacks are ap- 
plied to the bearing blocks (Figure 
2), or steel wedges are driven be- 
tween the mill rolls to open them. 
Long bars then are used to pry out 
the bank of stock from between the 
rolls, thus releasing the workman. 


11. On modern mills equipped 
with pull-back devices, the end of 
each pull-back screw is swaged into 
a bearing block of the rill roll so 
that the roll is pulled back as the 
screw is reversed. Rupture disks 
must not be removed; otherwise 
rolls cannot be pulled back. Wedges, 
bars, or other “persuaders” are use- 
ful to assist in opening the rolls. 


12. Bearing blocks cannot be re- 


lied upon to slide easily, as an emer- 
gency requires, unless they are main- 
tained in good operating condition. 
Gummy deposits in front of blocks, 
long use, vibration, the use of shims 
or tight side caps can cause bearing 
blocks to wear a depression into 
their “chairs,” thus making manual 
opening virtually impossible. 


13. The ROLL-REVERSING METH- 
op is faster than the roll-opening 
method, and a rescue sometimes can 
be effected in a matter of seconds. 
However, the reversing method re- 
quires great caution on the part of 


the rescue team to prevent the mill 
from operating in the forward direc- 
tion. An interlocking safety switch 
can be installed to prevent forward 
motion until the safety switch is re- 
set. 


14. On direct current motors 
where three or more mills are on one 
line, the reverse rheostat switch is 
engaged. Immediately, a red warn- 
ing light is activated, an audible 
signal is sounded, or both methods 
are used to indicate that the mill 
line is in reverse. Then, by use of 
the inching switch or button, the 
rolls are inched backward, slowly 
releasing the injured workman. 


15. Where an inching button is 
not installed, one member of the 
team stands by at the safety “stop” 
control (cable or bar) and activates 
it as soon as he sees the mill rolls 
move. 


16. In all cases, before rescue 
work is started, the rubber must be 
cut through on the face of the roll 
to prevent the injured workman 


from being carried around the roll. 


Calender Rescue Methods 


17. Calenders which do laminat- 
ing or build-up work or coating of 
heavy gauges are more hazardous 
than those which do only light coat- 
ing or frictioning of various tire 
fabrics. The wider the clearance is 
between converging faces of calen- 


Figure 2. Plant-developed hydraulic jack attachment for pulling back mill roll in event of emer- 
gency. A hydraulic hand pump is used to actuate the 10-ton jack. A separate jack and hose- 
connected pump is employed for each side of the mill to prevent cocking and jamming of the roll. 
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Figure 3. Emergency rescue equipment cart. The cart's narrow wheel base, tow handle, and push 


bar facilitate movement of the vehicle on plant premises. 


der rolls and a barrier mounted in 
front of the bite, the greater is the 
hazard for an operator’s hand to 
pass into the bite. This remains true 
unless the barrier is placed at a suc- 
cessively increased distance in front 
of the bite danger line. A recom- 
mended range of correlated ratios 
of clearance to distance is given in 
Technical Guide for Accident Pre- 
vention, No. 2, published by the 
National Association of Mutual 
Casualty Companies.* 

18. The ROLL-OPENING METHOD 
and, to a much lesser extent, the 
ROLL-REVERSING METHOD have been 
used in effecting rescues of person- 
nel involved in calenders. 

19. Three points bear emphasis 
with regard to calender involvement: 
a. Both the rolls and the stock are hot 

enough during normal operation to 
produce severe burns. 
Injuries caused by odd-speed calender 
rolls (rolls which operate at different 
speeds) are likely to be much more 
severe than injuries incurred on even- 
speed calender rolls (rolls which oper- 
ate at the same speed). 

The reversing procedure should be 

used only as a last resort. 

20. The preferred calender rescue 
method depends upon prompt use 
of the equipment which raises or 
opens the rolls. After the calender 
has been stopped and a man has 
been stationed at the power supply 

*See Data Sheet 449, Guarding Calen- 


der Roll Bites in the Rubber Industry, 
published by the National Safety Council. 
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switch to prevent an accidental re- 
start, the rescue team should acti- 
vate the roll-opening equipment as 
soon as possible to open the rolls 
to their fullest extent. Power oper- 
ated equipment attached to the roll- 
opening device greatly facilitates res- 
cue operations. 


21. When the rolls and stock are 
extremely hot, water may be played 
on the stock to cool it. Water also 
acts as a lubricating agent while the 
stock is being cut from the rolls. 
An abundance of water should be 
used, or this treatment may produce 
steam and thereby cause further 
harm to the injured employee. 


First Aid 

22. Competent medical aid should 
be called immediately in the event 
of anyone becoming involved in a 
mill or calender. The primary first- 
aid rule is to restrain the trapped 
workman, forcibly if necessary, from 
pulling back from the rolls or the 
stock bank. Violent movements on 
the part of victim—due to pain, pan- 
ic, or other cause—can change minor 
injuries into serious ones. 


23. Since the victim may be suf- 
fering from second-degree or even 
third-degree burns, any part of his 
body in contact with a roll or stock 
should be raised gently from the 
hot surface and protected with in- 
sulation whenever possible. Sheet 
asbestos or wool blankets should be 
available in nearby holders for this 
purpose. However, the victim should 


Figure 4. Top view of emergency rescue equipment cart showing contents in accessible arrange- 
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ment. Insulating blankets are stored in 


containers beside compressed gas cylinders. 
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never be pushed or pulled. 


24. The victim is likely to be in 
a state of shock. If he becomes faint, 
he should be supported by any com- 
mon-sense method until rescue is 
completed. Then procedures out- 
lined in a company-approved first- 
aid manual should be followed care- 
fully until medical aid is obtained. 


25. Where medical aid is not im- 
mediately available, first-aid sup- 
plies should be stored in the stand- 
by emergency tool cart or at some 
fixed and well-marked location in 
the work area. 


Rescue Teams and Equipmen:‘ 


26. Rules for the proper rescue 
procedures should be posted in the 
supervisor’s office and near the mills 
and calenders. Workmen who are 
untrained in rescue procedures 
should not attempt to release a vic- 
tim. It should be clearly understood 
by all employees that it is in the in- 
terest of the injured workman for 
trained personnel to assume control, 
despite the short time it may take for 
them to assemble and act. 


27. Every rescue team should be 
organized so that each man is as- 
signed a specific phase of the res- 
cue operation. In addition, each 
member of the team should be well 
versed in all other phases of the 
operation. 


28. A rescue team assigned to 
cover given mills and calenders pref- 
erably should be selected from 
among the men who work in the 
immediate vicinity of those ma- 
chines. Once rescue personnel have 
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Figure 5. Glass door cabinets containing basic 
complement of emergency roll-opening tools. 
Glass breaker hangs on chain beside one 


cabinet 


been trained, they should hold prac- 
tice sessions at regular intervals. In 
the course of such drills, each team 
should rotate from one mill or cal- 
ender to another of the group to 
which the team is assigned. Such 
rotation will help to ensure that all 
machines can be opened the mini- 
mum distance required to effect a 
rescue. 


29. Each rescue team should be 
trained to respond to a given signal 
for emergency action in a specified 
area. Emergency signals can be 
transmitted over existing facilities 
or by means of special equipment. 
Such alarm signals should be of a 
character or coding that will clearly 
distinguish them from signals for 
other purposes and that will allow 
each team (if there are several) to 


easily identify an alert directed to it. 


30. A stand-by emergency tool 
cart (Figures 3 and 4) or cabinet 
should be located in the vicinity of 
mills and calenders for which it is 
designated. The cart or cabinet 
should be designed so that its con- 
tents are readily available; the cart 
should be of a type that can be 
moved easily. Such equipment will 
be useful in rescue operations in- 
volving not only mills and calenders 
but also belt drives, conveyors, and 
other machinery with the hazard of 
pinch points. 


31. The tool cart or cabinet ( Fig- 
ure 5) should be equipped with 
wrenches, pinch bars, manual and 
hydraulic jacks, wedges, and sledge 
hammers. Additional tools may be 
included as needed. 


32. All tools should be marked 
so that they can be easily identified 
when taken from the emergency 
cart or cabinet. These tools should 
be described on a checklist that is 
maintained in up-to-date detail, and 
they should be inspected during reg- 
ular inspection periods. All employ- 
ees should be impressed with the 
fact that these tools are to be used 
only for rescue operations. 
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FOR BAR JOIST CONSTRUCTION — 
NEW LOW-COST FIRE PROTECTION 


Armstrong 
Hire Gilard 
Nalling Panel 

















NEW FROM ARMSTRONG... 
Fire Guard Nailing Panel to meet your need 


A fire-retardant mineral fiberboard ceiling material, 
Fire Guard. Nailing Panel is designed to provide 
rated fire protection at low cost for many types of 
industrial and commercial construction. Easily in- 
stalled, it eliminates the expensive delays of con- 
ventional “wet” methods of fireproofing. 
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TWO-HOUR ASSEMBLY RATING— 
THREE-HOUR JOIST PROTECTION 


Rated construction of one-, two- or three-hour fire 
resistance is often required by local codes in base- 
ments, warehouses, factories, boiler rooms and sim- 
ilar areas where bar joist construction is frequently 
used. Fire Guard Nailing Panel has been specially 
developed for uses of this type. It offers both rated 
fire protection and fast, economical installation. 
With concrete slab and open-web steel joist con- 
struction, Fire Guard Nailing Panel received an of- 
ficial two-hour assembly rating from Underwriters’ 
Laboratories, Inc. (UL test R4340-1). When the 
UL test was continued past the three-hour mark, 
the ceiling of Fire Guard Nailing Panel still pro- 
vided effective fire protection for the steel joists. 
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EXCELLENT FOR DOUBLE 
CEILING CONSTRUCTION 


As the upper ceiling, Fire Guard Nailing Panel is 
attached directly to bar joists to provide necessary 
fire protection. A conventional acoustical ceiling 
may then be suspended over those areas of the 
building where appearance is a prime factor. For 
instance, a retail store may house both storage and 
selling areas under a common ceiling of Fire Guard 
Nailing Panel. Then a finished ceiling, such as 
Armstrong Travertone, may be installed only over 
the selling area, to meet decorative and acoustical 
requirements. Future expansion of office and selling 
spaces can be easily accommodated by simply add- 
ing finished ceilings whenever they are required. 

Building owners and managers will find Fire 
Guard Nailing Panel an economical method of pro- 
viding fire protection in unleased areas of a build- 
ing. Future tenants can select finished ceilings at 
the time of occupancy. 


PRIMED SURFACE FINISH 


The surface of Fire Guard Nailing Panel is a smooth 
primed and ironed paint finish that gives a clean, 
trim appearance. This surface also will provide an 
excellent base when an additional paint finish is 
desired. 





for low-cost membrane fire protection 


SAVES UP TO SIX WEEKS’ 
CONSTRUCTION TIME 


The delays in construction caused by conventional 
‘‘wet” methods of fireproofing are completely elim- 
inated with Fire Guard Nailing Panel. No extra 
moisture is introduced into the building. The large, 
lightweight, easy-to-handle panels go up quickly 
Construction time can be reduced up 
to six weeks. 


EASY INSTALLATION 


Installation is accomplished by attaching standard 
type nailing channels directly to bottom chords of 


and easily 
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steel bar joists. Fire Guard Nailing Panel is then 
nailed to the channels. 

Staggered end joints of the Nailing Panels are 
reinforced at each intersection by a steel bridging 
clip. 

To insure that installation will achieve the de- 
sired time-design rating, step-by-step installation 
specs are included with each bundle of material 
(see following page) . 


CONVENIENT SIZE 


Nailing Panel is manufactured in 224%” x 64” x 54” 
size so that each unit consists of ten square feet. It 
is packed eight pieces (80 square feet) per bundle. 





Specifications for new 
Armstrong Fire Guard Nailing Panel 


MATERIAL 


Membrane fire protection shall provide (two-hour, three- 
hour) protection for structural steel, as tested by Under- 
writers’ Laboratories, Inc. Membrane fire protection shall 
consist of incombustible mineral fiberboard attached to 
standard type nailing channels. 


a. Incombustible mineral fiberboard shall be Armstrong 
Fire Guard Nailing Panel as manufactured by the Arm- 
strong Cork Company. Nailing panels shall be nominal 
22%" x 64” x %” in size and shall be factory-sanded 
with a primed and ironed paint finish. Nailing panels shall 
be incombustible and carry the Underwriters’ Laboratories 
Fire-Retardant Classification label. 


b. Nailing channels shail be fabricated from electrogalva- 
nized steel of a minimum thickness of .020”. Couplings 
for splicing the nailing channels shall be as recommended 
by the manufacturer of the nailing channel. 


INSTALLATION 


The fire-protective membrane shal! be installed in strict 
accordance with the manufacturer's recommendations and 
in such a manner as to achieve the specified fire-retardant 
time-design rating. 


a. Installation of nailing channel. The contractor shal! fur- 


nish and install nailing channels. The nailing channels shall 
be attached to the bottom chords of steel bar joists (or to 
1%" carrying channels) with double strand of #18-gauge 
tie wire or suitable-type nailing clips. Tie wires, or clips 
should be placed at such intervals that the span of nailing 
channels does not exceed 48”. The nailing channels shall 
be spaced approximately 16” on center at right angles to 
the supporting members. Nailing channels shall be spaced 
approximately 3” from walls paralleling the direction of 
the nailing channels. Approximately %4” clearance shall be 
maintained between the ends of the nailing channels and 
the walls perpendicular to the direction of the nailing chan- 
nels. Where adjacent channels are spliced together, clear- 
ance of approximately %” shall be maintained between 
ends of nailing channels. 


b. Installation of nailing panels. The contractor shall fur- 
nish and install Armstrong Fire Guard Nailing Panels. The 
nailing panels shall be applied with the long dimension at 
right angle to the nailing channels, staggering the end 
joints so they fall between the nailing channels in each suc- 
ceeding course. Panels are attached to the nailing channels 
at each bearing with a 1%” annular steel nail, spaced ap- 
proximately 6” on center. Diameter of nailheads shall 
be approximately %”. Staggered end joints of the nailing 
panels shall be reinforced by inserting a 20-gauge steel 
bridging clip at each intersection. 


FOR INFORMATION on the availability of new Armstrong Fire Guard Nailing Panel contact 
your Armstrong District Office or write direct to Armstrong, 4200 Richard Road, Lancaster, Pa. 


ARMSTRONG OFFICES 


ATLANTA, GA. 
727 West Peachtree St., N.E. 
TRinity 5-7201 


, MASS. 
200 First Avenue, New England 
Industrial Center, Needham 
Heights 94. Hillcrest 4-5700 


CHARLOTTE, WN. C. 
1127 East Morehead Street. 
EDison 3-7741 


CHICAGO, ILL. 
6535 West Irving Park Road. 
PEnsacola 6-9440 


CINCINNATI, OHIO 

1057 Meta Drive. ELmhurst 1-3330 
CLEVELAND, O10 

2975 Superior Avenue. MAin 1-7900 


DALLAS, TEXAS 
2727 Oak Lawn Avenue. 
LAkeside 6-7468 


DENVER, COLO. 
35 West Sth Avenue. CHerry 4-0543 


DETROIT, MICH. 
Free Press Building, 321 Lafayette 
Ave., West. WOodward 3-8322 


KANSAS CITY, MO. 
500 West 26th Street. Victor 2-9154 
LOS ANGELES, CALIF. 
5983 E. Smithway Street 
RAymond 3-9381 
MINNEAPOLIS, MINN. 
4539 Hiawatha Ave. PArkway 1-2447 
NEW YORK, WN. Y. 
60 West 49th Street, Rockefeller 
Center. JUdson 2-3700 
PA. 
301 City Line Avenue, Bala- 
Cynwyd. TEnnyson 9-6640 
PITTSBURGH, PA. 
24th St. & Allegheny River. 
ATlantic 1-7474 
ST. LOUIS, MO. 
1919 Hampton Ave. Mission 7-3200 
SAN FRANCISCO, CALIF. 
1814 Ogden Drive, Burlingame 
OXford 2-1833 
SEATTLE, WASH. 
221 Minor Ave., North. MAin 3-2772 
CANADA 
6911 Decarie Boulevard, 
Montreal 29, Quebec 
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NATIONAL SAFETY CONGRESS 
& EXPOSITION 


CONRAD HILTON HOTEL 
CHICAGO - OCT. 16-20, 1961 


Sponsored by 
THE NATIONAL SAFETY COUNCIL 





ron SAFETY’S sax 


INDUSTRIAL VACUUM CLEANERS 
FOR WET AND DRY PICKUP 

Cleans floors, walls, ceilings 
machinery, oil sumps, water, 
metal chips, etc. Over thirty 
models to choose from 
Every size from 6 to 55 
gallons with % to 7 h. p 
motors. Inside or outside 
type filter bags. Dozens of 
attachments for use with 
1%”, 2” or 3” hose. Iilus- 
trated unit (model 655 
designed for use on any stan- 
dard 55 gallon drum. Excel- 
lent for furnace cleaning 


FLOOR SCRUBBING AND 
POLISHING MACHINES 

Twelve models from 12 to 24 inch 
size—designed for maintaining 
factory or office floors. Every 
practical operating and safety 
feature — momentary contact 
safety switch, fully adjustable 
handle, non-marking bumpers, 3 
conductor cord plus Hild heavy 
duty motor and silent gear unit 
for years of dependable operation. 
Available with shower-feed tank 
and brush. 


WRITE FOR COMPLETE LITERATURE 
AND A FREE DEMONSTRATION 
IN YOUR PLANT 


Main Office and Factory 
1217 W. Washington Bivd., Chicago 7, II! 
Factory Branches 
250 €. 43rd St., New York 17, New York 
4271 W. Third St., Los Angeles 5, Calif 
Export Dept. 
10406 S. Western Ave., Chicago 43, Ill. 


7U %\ UL LISTED EXPLOSION PROOF 
L = MAINTENANCE EQUIPMENT 
bn ot 
Every model completely UL Listed for use in Class 
I, Group D and Class II, Group G hazardous 
locations 


EXPLOSION PROOF 

VACUUM CLEANER 

Five models available with a com- 
plete selection of attachments for 
almost every wet and dry cleaning 
job in refineries, grain mills, ar- 
senals, food plants, etc. Totally en- 
closed % h. p. motor. Tank sizes 
from 6 to 55 gallons 
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EXPLOSION PROOF 

FLOOR MACHINES 

Designed for scrubbing and pol- 
ishing all types of floors in 
hazardous atmospheres such as 
gas pumping stations, operating 
rooms, paint factories, etc 
Every detail designed and built 
to the very highest safety 
requirements. 


HILD FLOOR MACHINE CO., INC. 
1217 W. Washington Bivd. Dept. NSN-10 
Chicago 7, Illinois 


Gentlemen: 





Please send complete information on Hild Industria! Maint 

Signed__ 
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ANSWERS 
to your Congress 


QUESTIONS 


@ How can one make the best use of 
his evening hours and the time be- 


tween sessions? 


A Some of the most valuable mo- 
ments spent at the Congress are those 
in which you visit with other safety 
men confronted with problems simi- 
lar to yours. Don’t eat alone. Take 
advantage of the many luncheon 
meetings. Seek out men working in 
the same industrial area so that you 
can discuss your work while you 
munch. Talking shop over a meal is 


surprisingly enjoyable. Check the 


program for nighttime viewing of 
safety films. 


Q Are all the safety exhibits in one 
hotel? 


A Yes. All of the nearly 200 safety 
exhibits are located in the Conrad 
Hilton hotel. The exhibits are not 
confined to the hotel’s huge exhibition 
hall on the lower level but flow over 
into the Normandie Lounge (just 
above the lobby on the mezzanine 
level) and the third floor exhibit area 
which can be reached by elevator or 


Small groups of safety men get together after a session in the Grand Ballroom of the 
Conrad Hilton Hotel. These post-mortems are valued highly by Congress delegates. 
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stairway. There are also two ex- 
hibits in the parking lot behind the 
hotel at 7th and Wabash. 


Q With more than 400 Congress 
meetings, it is difficult to know which 
sessions to attend. How does one plan 
his time so as to get the most out of 
the meetings? 


A As the program is bigger than 
ever, first find yourself an easy chair 
in a hotel lobby so you'll be comfort- 
able while you plan your week. As- 
suming that you have gone over the 
preliminary program you should up- 
on registering check the final program 
to see if any substantial changes have 
been made in the sessions you plan to 
attend. Remember that there are two 
types of industrial meetings: (1) the 
subject sessions and (2) the sectional 
meetings. The subject sessions, sched- 
uled on Tuesday, Wednesday and 
Thursday mornings, cover topics 
of broad interest such as safety man- 
agement, human element. in safety, 
rules and discipline and safe mate- 
rials handling. The sectional meetings 
in the afternoons are sponsored by 
the 27 industrial sections of the 
Council. Topics are planned to aid 
the specific needs of each industry 
group. If several members from your 
company are at the Congress, decide 
how to split up for maximum pro- 
gram coverage. 


Q It would be valuable from my 
company’s point of view to have 
something in the hometown newspa- 
per about my being at the Safety Con- 
gress. ls there any way to accomplish 
this? 


A Many safety men know the value 
of getting publicity about their com- 
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ANSWERS to your Congress QUESTIONS 


pany’s safety work in local newspa- 
pers. The fact that you are attending 
a national convention is news—espe- 
cially in small and medium-sized 
towns. Each year the National Safety 
Council arranges for a service which, 
at little cost, enables a safety man to 
have his picture and a short write-up 
concerning his Congress attendance 
mailed to a local newspaper. (Check 
your program for insert giving de- 
tails. ) 


Q Where can I get answers to ques- 
tions on National Safety Council 
membership and services? 


A The wishing well where you find 
the answers to the questions is the 
elevator well. That’s the elevator well 
on the lower level of the Conrad Hil- 
ton hotel. There you will find NSC 
correspondents whose specialty is the 
handling and interpretation of all 
questions concerning Council mate- 
rials and services. They can make 
clear the many options you have in 
obtaining and using accident preven- 
tion program aids developed for you 
by the Council’s technical staff. Direct 
wires to NSC headquarters office as 
well as access to all records in minutes 
can solve your problem and fill in 
data you’ve been doubtful about. 


Q Is there a best time for viewing 
the exhibits? 


National Safety Council staff provide answers 
Congress delegates. Here two visitors from Japan get assistance 
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A The Exposition is open from 8:30 
am to 5:30 pm, Monday through 
Thursday. We suggest that you take 
at least a quick look at the exposition 
on Monday and Tuesday. Decide 
which booths you wish to give more 
attention and then come back Wed- 
nesday and Thursday when it’s a little 
easier to get to the men who have the 
answers. You may find it valuable to 
make appointments. Remember to 
allow at least three or four hours for 
the exposition. 


Q Where can I register? 


A Congress registration desks are lo- 
cated in the following hotels: Hilton, 
Pick-Congress, Hamilton, LaSalle 
and Sheraton. Registration desks are 
open on Sunday at the Hilton, Pick- 
Congress and Hamilton. 


Q I’ve never seen the Council’s Chi- 
cago headquarters. Will it be open 
during the Congress? 


A NSC headquarters, located at 425 
N. Michigan Ave., across the street 
from the gleaming white Wrigley 
Bldg. and just south of the Tribune 
Tower, will be open throughout Con- 
gress week. Members of the staff will 
be available to escort you on a tour 
of the offices. Of course, most of the 


to questions from 


Members of the Small 
birds with one stone as they transact business at a luncheon meeting. 


staff of more than 300 will be busy 
with Congress duties and will not be 
at their desks. 


@ /s there any way that I can locate 
a fellow safety engineer who plans to 
attend the Congress but will not have 
reservations at the hotel in which I 
am Staying? 


A As soon as an individual com- 
pletes his Congress registration, a 
card stating his name, address, com- 
pany affiliation and hotel is for- 
warded to Dining Room 8 of the Hil- 
ton hotel. Inquiries should be made 
there. 


Q There is conflict between several 
sessions that I should like to attend. 
On Wednesday morning I should like 
to be at both the radioisotope session 
and the engineering session. How 
does one resolve such a problem? 


A Even safety men can’t be two 
places at the same time. Usually the 
best way around such a problem is to 
have a friend or associate attend one 
of the sessions while you attend the 
other. Each of you should take exten- 
sive notes to exchange later. Don’t flit 
about from meeting to meeting as this 
is an annoyance to the speakers. 
Moreover, often the most valuable 
part of the session is the question 
period at the end. 


Business and Associations Committee kill two 
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THAT'S WHY BLUE JAY BRAND 


SAFETYomMARKING ROPE 
SHOULD BE SPECIFIED 


(YOU'LL ALSO SEE IT COSTS THE LEAST!) 


High, high visibility Blue Jay Safety Marking Rope does the job better and cheaper.. 
certainly the two major points on any purchasing checklist. Just 
28% less cost than cotton handle some sample lengths and you'll see its performance char- 
acteristics make it ideal for safety marking in your danger, test and 
construction areas. 


Lightweight Slow burning Blue Jay Brand costs much, much less because it is only sold 
direct from manufacturer-to-user. No mfgrs. reps, no jobbers, no 

Vivid color combinations of: distributors ... and no in-between markups! 

hi-visibility yellow & black 


hi-visibility yellow & magenta nf : = ay ; J 
Seiis call te iis tin triple strand, polyethylene—equivalent in bulk to No. 8 cotton cord. 


High acid resistance — 


Among the companies we presently serve are: Allied Chemical Co., Anaconda Aluminum Company, Chemstrand Corporation, E. |. DuPont de Nemours Co., 
Inc., General Scientific Equipment Co., lowa Electric Light & Power Co., The Martin Company, Niagara Mohawk Power Corp., Olin Mathieson Chemical Corp., 
Piedmont Electric Corp., South Jersey Gas Company, Public Service Electric & Gas Co., Standard Oil Company, Union Carbide Corp., Westinghouse Electric 


Write to us on your company letterhead. We'll be pleased to send Free sample lengths and full, comprehensive literature. 


D. JAY PRODUCTS, INC. P.0. BOX 797, NEWARK 1, N. J. 
See for yourself/Save for your firm BOOTH 216 NATIONAL SAFETY SHOW. 
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One man wore these two shoes on the 
job for 60 days. Look at the difference! 


ORDINARY 
LEATHER | 


“LIVING’:; [J 
LEATHER? 
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Lehigh has the world’s oniy safety shoes in amazing LIVING LEATHER, the revolutionary new leather that actu- 
ally stays newer-looking, soft and supple, 5 times longer than ordinary leather! And LIVING LEATHER is natural 
leather, it “breathes”! Lehigh Safety Shoes in LIVING LEATHER resist wrinkling, scuffing, staining, stretching. 
And you know about the famous Lehigh Safety Toe. For the best in safety, styling, comfort and value, look to 
Lehigh, the lowest-cost safety insurance you can buy. Lehigh Safety Shoe Company, Emmaus, Pennsylvania. 


MAKE YOUR OWN DEMONSTRATION OF AMAZING ‘LIVING LEATHER’! 
SEE THE DIFFERENCE YOURSELF! VISIT THE LEHIGH EXHIBIT AT THE NATIONAL 
SAFETY CONGRESS, BOOTHS 87-88, HOTEL CONRAD HILTON 














ORDINARY LEATHER 
scuffs, stains, 
scrapes, strains, 
bends, buckles, 
stretches, unstitches, 
grows “old” 

before its time! 


“LIVING LEATHER” 
stays newer-looking 
500% longer! 
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Depression Congress—40 Years Ago 


By CARMAN FISH 


Ausremry was conspicuous at the Tenth Na- 
tional Safety Congress. The country was in the midst 
of the depression that followed the brief boom after 
World War I. There was little entertainment during 
the week and an unusual concentration on the prob- 
lems of accident prevention. 

Some 3,000 persons attended the sessions held in 
the State House in Boston during the week of Sept. 
26-30, 1921 —a good attendance for those times. A 
special train on the Michigan Central was engaged 
for the Chicago delegation. 

Charles P. Tolman, chief engineer for National 
Lead Co., handed over the leadership of the National 
Safety Council to the new president, Arthur H. 
Young, manager of industrial relations for Interna- 
tional Harvester Company. 

William H. Cameron returned to the headquarters 
staff as executive secretary, succeeding C. W. Price 
who resigned to become associated with a consulting 
engineering firm. After leaving the staff early in 1919 
Mr. Cameron had been manager of industrial rela- 
tions for Eastman Kodak Co. and later secretary- 
treasurer of the National Workmen’s Compensation 
Bureau in New York. 

The year had been a hard one for the Council. 
Membership had dropped from 4,051 to 3,626. The 
treasurer’s report showed gross revenues of $261,- 
210.39, with expeditures totalling $284,337.35 —a 
situation aptly described by Mr. Micawber as “Re- 
sult, misery.” One aspect of the misery was a salary 
cut for the entire staff. 

While income had been declining, costs had been 
rising — a recurring problem in many an institution. 
Services to members had been expanding. Posters 
(then called bulletins) had been improving, though 
still amateurish by today’s standards. Safe Practices 
Pamphlets, presenting the experience of members in 
overcoming specific hazards, were appearing at fre- 
quent intervals. 

Movies and glass lantern slides (silent and black 
and white) were being used increasingly in safety 
training and the Council was serving as a clearing 
house for their distribution. The library and informa- 
tion bureau answered 2,889 queries during the year. 

In Boston and in many other New England cities 
the week of the Congress was observed as Safety 
Week with a variety of stunts and the stirring slogan 
“Don’t Get Hurt!” 

There were few headliners on the program; those 
best known to the general public were probably on 
the forward-looking session devoted to women in in- 
dustry. Featured speaker was Ida M. Tarbell, whose 
subject was “Employment of Women—the New 
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Force in Industry.” “Fatigue Study — a First Step in 
Industry,” was presented by Frank and Lillian Gil- 
breth, the husband and wife team who years later 
were to become widely known through that warmly 
human book, Cheaper by the Dozen. 

The printed Transactions formed a thin volume of 
920 pages, as compared with 1,386 for the previous 
year. Printing costs and a strained budget made it 
necessary to trim off the fat. The foreword carried 
this apology for the condensations: 

“To the chairmen of meetings a special apology is 
due for the ruthless elimination of their graceful in- 
troductions and their skillful drawing out of discus- 
sion which added so much life and color to the meet- 
ings.” 

NATIONAL SAFETY News under the editorship of 
the late Louis Resnick was growing steadily in spite 
of the depression and filling an important place in the 
Council’s services. To quote from the Annual Report 
of Manager C. W. Price: 

“Judging by the many expressions received from 
members, NATIONAL SAFETY News is one of the 
most popular and useful pieces of service which the 
Council renders. The change in June from a weekly 
to a monthly magazine, which has been generally 
approved, has enabled our staff to produce a better 
magazine, including articles based on first-hand in- 
vestigation. 

“The interest of our members in the News and 
their generosity in contributing items of news and 
information out of their experience is making this 
magazine a great clearing house for ideas and ex- 
periences, covering the whole field of industrial and 
public safety as it is developing in this and other 
countries. 

“The advertising pages of the NEws continue to 
meet with the approval of members and serve as a 
valuable index for information on safety equipment. 

The Congress (October) issue of the NEws con- 
tained 90 pages including 52 pages of ads and an 11- 
page Buyers’ Guide. Among the advertisers in that 
issue who are still with us were Mine Safety Appli- 
ances, Standard Safety Equipment, Stonehouse Signs, 
Wheeler Protective Apparel, and Chicago Eye 
Shield. 

In a group picture of delegates I spotted several 
familiar faces: Charles B. Scott, Bureau of Safety; 
Lewis MacBrayne, Massachuetts Safety Council; 
John Oartel, Carnegie Steel; Wills Maclachlan, Hydro 
Electric Power Commission of Ontario; Tom McKin- 
ney and John Eib, Illinois Steel; Buell Nutt, Safety 
Equipment Service Co., and Will Cameron and Sid- 
ney Williams of NSC staff. 

There were several other faces in the group that 
looked familiar but I couldn’t remember the names. 

Forty years ago I had never heard of the National 
Safety Council. but I remember the dates of the 
1921 Congress. That was the week I got married. 
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Safe from the toxic fumes of carbon 
tetrachloride. National’s SS-25 is used wy = D5. 
in the windings of electric motors 


leaves no residue completely elim- NEW- IMPROVED 

inates greases and oils. SS-25 has a 

dielectric constant of more than 25,000 SAFETY SOLVENT 

volts no flash at the boiling point. 

SS-25 is the safe answer for clean electric 

motors, components, etc. Classified as 

to fire hazard only by Underwriters 

Laboratory. Discuss your degreasing CHEMSEARCH, cone. 
problems with a National Chemsearch 

representative. He’s a well-trained spe- 

cialist backed by one of the finest 2417 Commerce Street, Dallas, Texas 
research staffs in the industry. Write Offices in: Los Angeles + St. Louis * New York 


for free informative folder. 
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Statue of Civil 


) 


Cruicaco a big town and you 
can't walk your way through it in 
a day or a month. Yet it’s surpris- 
ing how many points of interest you 
can see if you set out on foot down 
Michigan Avenue. 

Let’s begin our stroll at the Mich- 
igan Avenue entrance of the Hilton 
Hotel. As you look east, you will 
be facing Grant Park, which ex- 
tends from the east side of Michi- 
gan Avenue past the depressed 
tracks of the Illinois Central Rail- 
road and on to the edge of Lake 
Michigan. 

If you glance to the southeast, 
you will see a high mound of ground 
topped off with a statue of Gen. 
John Logan of Mexican and Civil 
War fame. The monument is the 
work of Augustus St. Gaudens and 


Standing in front of the Art Institute, one can 
Building, the Wrigley Building and the Tribune Tower in the distance 
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A Walking Tour 
Up “Boul Mich” 


we 


>unuann 
”~ 
' 


Here’s a guided tour of 
Chicago’s Michigan Avenue 
especially prepared for 
Congress delegates and 


their wives 


War General Logan contrasts sharply with Conrad Hilton Hotel 


is one of Chicago’s oldest, having 
been erected in 1897. 

Now let’s head north, crossing 
7th Street to the Sheraton-Black- 
stone Hotel. The Blackstone is the 
favorite Chicago stopping-place of 
the Presidents of the United States 
—the service men find its 
lobby convenient to police. A few 
blocks north of the Blackstone, we 
find the Pick-Congress Hotel—head- 
quarters for the traffic sessions of 
the National Safety Congress and 
scene of many industrial sessions. 
Across the street from the hotel is 
Congress Street Plaza, where re- 
viewing stands are set up on the 
occasions of Chicago’s large par- 
ades. Above the plaza, you will 
note two of the finest pieces of 
sculpture in the city — the Indians 


secret 


see the Prudential 
ground is Congress 


on horseback — by the Yugoslav 
sculptor Ivan Mestrovic, who now 
lives in the United States. 

Across the Congress Expressway 
from the hotel is one of the most 
notable architectural structures in 
the city or the nation—the Audito- 
rium Building — which now houses 
Roosevelt University. If you walk 
down the arcade on the south side 
of the building you will see a 
bronze plaque giving a short ac- 
count of this masterwork designed 
by the great Louis Sullivan, teacher 
of Frank Lloyd Wright. The Audito- 
rium Theater, one of the outstanding 
acoustical achievements in the world, 
is now being thoroughly renovated 
at a cost running into the millions. 

Continuing our trek north, past 
art, antique, and other small shops, 


Ivan Mestrovic'’s Indian on horseback flanks Congress Street. In back- 
Hotel and south corner of Roosevelt University. 
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Lake vessel steams past upraised bascule 
bridge. Wrigley Building is in background. 


we soon come to Orchestra Hall, 
home of the Chicago Symphony. If 
you step inside the doors, you will 
find bulletins announcing forthcom- 
ing programs. The Hall, wedged in 
between other buildings as it is, 
should be viewed from across the 
street to really appreciate its orna- 
mental facade. Next to Orchestra 
Hall is one of Chicago’s newest 
curtain-wall structures, the Borg- 
Warner Building. Its street-level ex- 
position hall is open to the public. 

If you cross to the east side of 
Michigan Avenue at this point, you 
will be standing in front of the Art 
Institute, world renowned for its 
great collections. An unusual feature 
that may prove of interest is the 
Thorne miniature room exhibit. 
These tiny rooms, not much larger 
than hat boxes, are authentic re- 
productions of period and con- 
temporary rooms, completely fur- 
nished in every detail. If your feet 
are getting a little weary at this 
point, you will be happy to find 
that the Art Institute is well pro- 
vided with places where you can 
sit and relax. 

The north wing of the Institute 
was completed several years ago 
and it is now set off with a formal 
garden and pool. As you stand be- 
side the pool, you would hardly 
guess that automobiles are scurry- 
ing around directly beneath you. 
Yet such is the case, for you are 
now standing over the south end of 
a two-level underground garage that 
lies beneath Michigan Avenue and 
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Grant Park and reaches from this 
point to Randolph Street. 

As we move north, we pass many 
air line offices with their colorful 
displays from faraway places. If 
you walk on the east side of the 
street you will pass a series of large 
concrete benches which house venti- 
lators for the underground garage. 
There you will also find a com- 
memorative monument to Alexander 
Hamilton by Bela Pratt. 

The venerable old building with 
the huge windows at the southeast 
corner of Randolph and Michigan 
is the Public Library. Inside its 
street-level corridors you will find 
some of the finest mosaics in the 
land, a permanent display of travel 
posters from many countries, and 
probably a graphic arts exhibition. 

Returning to the avenue and 
looking north you can get a good 
view of the Wrigley Building with 
its white face shining in the sun. 
Just before the Michigan Avenue 
Bridge, over the Chicago River, you 
come to the site of old Fort Dear- 
born, where Chicago had its be- 
ginning more than 150 years ago. 
The site is marked by a bronze out- 
line on the sidewalk which, if ac- 
curate, leads one to believe the fort 
was a mighty small place. 

Standing on the Michigan Avenue 
Bridge, you can look about and see 
a number of prominent Chicago 
buildings. Just to the north is the 
gothic-topped Tribune Tower which 
houses the Chicago Tribune and 
Chicago’s American. The city’s other 
two newspapers, the Sun-Times and 
the Daily News, are printed just a 
short distance away in the new Sun- 
Times building, which lies on the 
river to the west. Both buildings 
have plazas which are filled with 
flowers during the summer months. 
More often than not there are photo 
exhibits in the corridors of the 
buildings. 

Still standing on the bridge and 
looking west, you can see the ultra- 
modern Marina City apartments un- 
der construction. These huge towers 
employ some of the revolutionary 
construction ideas developed by 
Frank Lloyd Wright for his pro- 
posed mile-high building. Further 
down the river stands the world’s 
largest commercial building, the 
Merchandise Mart. The Mart has 
attained new prominence since the 
election of President Kennedy; his 
father, Joseph Kennedy, owns it. 


While standing on the bridge, you 
might look down and observe the 
flow of the water. The Chicago 
River, unlike other rivers, does not 
flow into the lake. The flow of the 
river was reversed in 1900 by deep- 
ening the channel of the south 
branch and then connecting that 
branch to a still deeper man-made 
canal which flows into the Des 
Plaines River. The Des Plaines emp- 
ties into the _ Illinois-Mississippi 
river system. The backward flow of 
the river helps make the Chicago 
sanitary system one of the wonders 
of the world. 

You will find the historical 
plaques in the area surrounding the 
Michigan Avenue bridge of interest, 
especially the one at the north end 
honoring pioneers Joliet, Marquette, 
and LaSalle. Around the base of the 
Tribune Tower, you will find stones 
from some of man’s greatest struc- 
tures; the Cathedral at Chartres, the 
Taj Mahal, and the Great Wall of 
China. 

The building just north of the 
Tribune is the Sheraton-Towers 
Hotel. You may wonder why the 
hotel was built with such strong 
oriental lines. The Arabian and As- 
syrian influence is easily understood 
once you learn that the building 
was Originally designed as a Masonic 
Temple. 

As you continue your tour north 
you will pass some of Chicago’s fin- 
est shops. Up ahead lies our termi- 
nal point, the Water Tower. The 
Water Tower of the old waterworks 
was the only building on the near- 
north side to survive the fire of 
1871. 


Old Water Tower at junction of Michigan and 
Chicago. The tower is illuminated at night. 
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lf you don’t know 


CHICAGO 


Here’s what to see, where to go 


UCLEAR ENERGY TO sLaCTmcrry 


ating the dual cycle boiling water seamer 


Skeleton of prehistoric reptile greets visitors 
in main hall of Chicago Natural History Mu- 
seum. Museum is located in Grant Park within 
walking distance of the Hilton Hotel 


Educational 


ADLER PLANETARIUM—Lake Front near 
Roosevelt Road. A huge projector re- 
produces the sky and the motions of 
the stars, planets, sun and moon. 
Open daily 10 a.m. to 5 p.m.; Tues. 
& Fri. till 9:30 p.m. Free Wed., Sat. & 
Sun. 25c other days. Show hours: 
Sun., 2 and 3:30 p.m. Mon. thru 
Sat., Il a.m. and 3 p.m. Tues. and 
Fri. at 8 p.m. 


ART INSTITUTE—Michigan Avenue and 
Adams. Displays of world famous 
paintings, prints, drawing, sculpture. 
Second largest collection of master- 
pieces in the United States . . . Open 
9 to 5 week days; Thursday evenings 
until 9:30, including restaurants; 12 
to 5 Sundays. Free at all times. 


HICAGO NATURAL HISTORY MUSEUM 

Roosevelt Road and Field Drive. 
Acres of exhibits, illustrating anthro- 
pology, botany, geology, and zoology. 
Open from 9 a.m. to 8 p.m. on Wed., 
Fri., Sat., and Sunday from 9 a.m. to 
5 p.m. seven days a week. During 
summer months conducted tours Mon- 
day through Friday only at 2 p.m., 
with additional 11 a.m. tour. No tours 
on week ends 


HICAGO BOARD OF TRADE—Jackson at 
LaSalle. World’s largest grain ex- 
change. Free 27 min. color film. Visi- 
tors’ gallery open Mon. through Fri. 
9:30 am. to 1:15 p.m. “After the 
Harvest” presented daily. Free 


HICAGO PUBLIC LIBRARY—Randolph St. 
& Michigan Ave. Founded in 1875, it 
has occupied the same location since 
1897 on what was originally part of 
the Ft. Dearborn military reservation. 
Mosaics in building are among the 
finest on the continent. Special art, 
photography, and miscellaneous ex- 
hibits are open daily, except Sunday, 
in the Randolph St. Exhibit Hall. 


LINCOLN ParRK Zoo—2400 N. in Lincoln 
Park. Nearly 2500 mammals, birds, 
and reptiles. Open 9 to 5 daily. 


MERCHANDISE MART—Wells St. at Chi- 
cago River. 1%4-hour guided tour 
through the world’s largest commer- 
cial building Mon. through Fri. at 
10:30 and 3:00 without reservation. 
See showrooms of America’s leading 
manufacturers of home furnishings. 


MUSEUM OF SCIENCE AND INDUSTRY—On 
the Lake Front at 57th St. World 
famous “do-it-yourself” museum where 
learning is fun. See an operating coal 
mine; a real submarine; the giant 
heart; the Paul Bunyan house. Watch 
baby chicks hatch. Open daily 9:30 


Among scientific wonders at Museum of Sci- 
ence and Industry is this scale model of 
America’s first nuclear powered public utility. 


National Safety News, October, 1961 








FIRE PROTECTION EQUIPMENT 


MONITOR NOZZLES 
ELECTRICAL AND FIXED FOG NOZZLES 
INDUSTRIAL NOZZLES 


EXTINGUISHERS 


JUMBO NOZZLES 


Chances are you haven’t seen this big, new catalog yet—but if fire protection equip- 
ment is under your supervision, we’re certain you will want a copy on file. Industrial 
as well as municipal equipment is carefully detailed. Large illustrations, crisp de- 
scriptions and fact filled charts for easy reference. Catalog also features—valves, hose 
house equipment, couplings, expanders, wrenches, cabinets. Write for your copy today. 


Booth 182 National Safety Congress and Exposition 


ELKHART BRASS MFG. CO., INC., ELKHART, IND. 
Be sure to send Elkhart’s New Catalog J at once: 


Attention Of: 
Firm 
Elkhart, indiana 


More than half a century of fire fighting progress 


a IE EE ae eens EAE Zone 
State 
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NEW! SPEED-OF-LIGHT FIRE DETECTION 
WITH GRINNELL’S NEW PRIMAC’ 


New Grinnell system detects fire in milliseconds 
... Offers ultra-high-speed protection where solid 
propellants, other materials present special hazards 
Manufacture and use of solid propellants present special fire 

hazards. Fire protection must be ultra fast, if it’s to be effective! 

Grinnell’s Primac fire-control system operates in milliseconds. 


A photosensitive cell picks up the first light from a fire . . . trans- 
mits a signal that actuates the new Primac water-control valve 
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FASTEST-ACTING SPRAY PROTECTION 
FIRE-CONTROL SYSTEM 


. .. and strategically-placed nozzles spray water over the blaze. 

It’s the fastest fire protection system ever devised! Gy RI N N 1D L iF 
If you work with solid propellants — or any material that 

demands ultra-high-speed fire control — Grinnell’s new Primac 

system can give you the protection you need. Each Primac system 


is specifically designed to fit a particular application. Write for 
information, to Grinnell Company, Inc., Providence 1, R. I. 


AUTOMATIC SPRINKLER FIRE PROTECTION SINCE 1878 
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a.m. to 4:00 p.m. Sun. and holidays 
10 to 6. Free. 


PRUDENTIAL BUILDING OBSERVATION 
Deck—Randolph-Michigan. Chicago’s 
newest skyscraper. Open Mon. thru 
Thurs. 10 a.m.—10 p.m. Fri & Sat. 
10 a.m.—midnight. Sun. 11 a.m.—6 
p.m. Adults 50c. Children 2Sc. 


SHEDD AQUARIUM—Lake Front at Roose- 
velt Road. A huge collection of fresh 
and salt water fish. Open daily 10 a.m. 
to 4 p.m. Free Thurs., Sat. & Sun. 25c 
adults other days. 


Theatre 


Bye Bye BirpiE—Broadway’s winner of 
the “Best Musical” of 1960-61 Tony 
Award, “Bye Bye Birdie,” stars Elaine 
Dunn, Bill Hayes, and Joan Blondell. 
Staged and choreographed by Gower 
Champion, the stage play is a gay 
musical spoof of the younger genera- 
tion. At the Erlanger Theatre, 127 N 
Clark. Eves. except Sun. 8:30 p.m.; 
Wed & Sat. Mats. 2 p.m. 


MEDIUM RarRE—This long-running musi- 
cal revue is at The Happy Medium, 
Rush and Delaware Sts. Two shows 
nightly: Tues.-Sat. 8:30 p.m. and 11:30 
p.m.; Sun. 7:30 p.m. and 10:30 p.m. 
DE 7-1000. 


My Fair Lapy—The national company 
of “My Fair Lady,” Lerner and Loewe’s 
musical taken from Shaw's “Pyg- 
malion,” at the Shubert Theatre, 
22 W. Monroe, with Ronald Drake 
and Caroline Dixon in the leads. CE 
6-8240. Eves. Mon.-Sat. 8:30; Wed. 
& Sat. Mats. 2 p.m. 


THE Best MAN—Comedy-satire by Gore 
Vidal about running for Congress. Well 
received on Broadway. Melvyn Doug- 
las, Frank Lovejoy, and Henry Hull. 
At the Blackstone, 60 E. Balbo. Eves. 
except Sun. 8:30. Matinees at 2 on 


Wed. and Sat. 


Fashion Shows 


AMBASSADOR East HotTet — “Pump 
Room Fashion Matinee,” luncheon 
showing every Thurs. Couture fashions 
of America, France, England and 
Italy from Bramson and Martha 
Weathered. Celebrity models. Chuck 
Cavallo at the piano. 


CarRsON Pirie Scott & ComMPpaANy—Tea 
Room Shows in The Heather House, 
11:45 a.m. & | p.m. Tues. and Thurs. 


MARSHALL Fietp & COMPANY — Tea 
Room Shows in Walnut and Narcissus 
Rooms. For names, dates, times, and 
locations of fashion shows scheduled 
by Fields in October, contact the down- 
town store (ST 1-1000), special events 
department. 


Entertainment 


AHMAD JAMAL’S ALHAMBRA—1321_ S. 
Michigan Ave. (WA 2-1836)—Most 


exquisite supper club. American, Pa- 
kastani, Indian, and Middle-Eastern 
Cuisine. Entertainment. The superb 
music of Ahmad Jamal. 5:30 to 4:00 
a.m. Parking. Closed Mondays and 


Tuesdays 


At FarBerR’s—Belden Stratford Hotel, 
2300 Lincoln Park West (LA 5-7375) 
—Fabulous new steak room special- 
izing in prime ribs and charcoal broiled 


steaks. Joe Gattone at the piano. 


ALLGAUER’S ON RANDOLPH—14 W. Ran- 
dolph St. (FI 6-8080)—Tues. thru Sat. 
in the Rathskeller the Hungry Four 
and the Singing Waiters entertain. 


ATHENS CaFE—530 South Halsted St 
(CH 3-0135) —Continental Grecian 
cuisine along with steaks, chops, and 
seafoods served. Entertainment fea- 
turing dancers, singers, and musicians. 


Birp House—1205 N. Dearborn (MI 
2-8250)—Modern jazz Weds. thru Sun. 
featuring top name groups. Mon and 
Tues., Dixieland. Ist show, 9 p.m. 


BASIN STREET—862 No. State Street in 
the French Village (WH 3-4824) 
Featuring Muggsy Spanier and _ his 
great Sextet 


BLUE ANGEL—624 S. Michigan (HA 7- 
6364)—New location. Intimate and 
fashionable supper club featuring “Pab- 
lo Candela’s Limbo Calypso Revue.” 
Open 3 p.m. to 4 a.m. (Credit Cards 
honored). New Jamaican Room. Ad- 
joining the Blue Angel show room. 
Continuous Calypso entertainment. 


BOURBON STREET—936 N. Rush St. (WH 
3-2650)—Bob Scobey and his Frisco 
Band entertain. 


La CANTINA—in the Italian Village, 71 
W. Monroe (DE 2-9857)—Brand new 
with continental atmosphere and club- 
like privacy. Intimate piano bar fea- 
turing Michelle Mar. Open 11 a.m.- 
1 a.m.; Fri. until 2 a.m. (Member, 
Diners’ Club, Amer. Exp.) 


DIAMOND JimM’s—163 N. Dearborn (ST 
2-4563)—Relive and enjoy dining in 
the atmosphere of one of the most 
fabulous characters in gastronomical 
history. Luncheon 11 a.m. to 3 p.m.; 
dinner from 5 p.m. Late evening snacks 
from 10 p.m. Lillian Russell Room 
Enjoy the music of Virginia Paul at 
the piano 


DownsTaGE RooM—Downstairs in the 
Happy Medium Playhouse, Rush and 
Delaware Sts. Dancing and talented 
entertainer performing at 10:30 p.m., 
1:30 and 3 a.m. nightly. 


THE EMBERS—67 E. Walton (WH 4- 
1105)—Famous for prime ribs, this 
small luxurious spot also serves game 
hens, sirloin steaks and barbecued ribs. 
(Member, Diners’ Club, American Ex- 
press ) 


FLORENTINE ROOM—in the Italian Vill- 
age, 71 W. Monroe (DE 2-7005)—An 


elegant, all new dining room with 30 
different entrees, all exquisitely pre- 
pared to order, some flaming at your 
table. Guitar music from 6 p.m. Re- 
servations suggested. 


GATE OF HORN—1036 N. State St., (SU 
7-2833)—America’s headquarters for 
international song and spirit in an 
elegant setting. Open seven nights. 
Mon. Special Comedy, Dramatic and 
Musical Presentation. Shows 9 p.m., 
11 p.m., | a.m. 


GOLDEN Ox—1578 Clybourn Ave. (MO 
4-0780) — German-American cuisine. 
Zither music in main floor bar. Open 
from |1 a.m. Rathskeller. Open Tues.- 
Sun. eves. Piano and organ music. 
(Member Diners’, Amer. Express, Carte 
Blanche). 


ISBELL’s—940 N. Rush St. (DE 7-3500) 
—Versatile menu features such spe- 
cialties as fried chicken feast, prime 
ribs of beef and barbecued spare ribs. 
Short Horn Room. Ember - charcoal 
broiled steaks in authentic western at- 
mosphere. Entertainment. (Member, 
Diners’, Amer. Exp.). 


Jazz Ltp.—164 East Grand Ave. (SU 7- 
2907) Always the finest music service. 
No food. Acclaimed by the press every- 
where as the most exclusive jazz spot in 
the country. Dixieland Band _ with 
Freddie Kohlman, Max Hook, Dave 
Rasbury, Joe Weidman, Quinn Wilson 
and Bill Reinhardt. Clancy Hayes and 
his banjo feature Franz Jackson and 
the original “Jass” All-Stars every 
Thurs. (Member American Express) 


KUNGSHOLM—100 E. Ontario (WH 4- 
2700)—Operated by Fred Harvey, 
featuring smorgasbord and table d’hote 
dinners. Two-hour puppet opera free 
to guests. Mats. Mon.-Sat. 2 p.m.; Sun. 
at 3. Every eve. at 8 p.m. and on Sat. 
also at 10:15 p.m. 


THE LIvING ROOM—867 N. Rush St. 
(SU 7-5496) Exciting new night 
club, opened by the owner of The 
Living Room in New York, debuts in 
Chicago. Food and top-name enter- 
tainment featured. Member, Diners’ 
Club. 


LONDON HouseE—360 N. Michigan Ave. 
(AN 3-6920)—Succulent steaks and 
chops are popular with the advertising 
and radio clientele of this open-grill 
restaurant at the bridge. Top name 
modern music artists featured. 


AISON LaFiTeE—1255 N. State Pkwy. 
(WH 4-1445) 
restaurant, featuring such specialties 
as Le Chateaubriant. Aaron Leifer is 
at the piano nightly, except Sun., from 
6 p.m. Open daily, except Mon. from 
5 p.m. Open Sun. from 4 p.m. 


Intimate new French 


MISTER KELLY’s—1028 N. Rush St. (WH 
3-2233)—Top talent at the top of 
Rush St. One of the Near North Side’s 
most popular intimate niteries. Open 
nightly 4 p.m. to 4 a.m. 

— To page 54 
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Even heaviest blows 
can’t bruise toes in B.F. Goodrich 
rubber work shoes 


Wri. an especially heavy weight 
falls on the steel safety toes of 


industrial shoes, there’s a tendency 
for the steel to “‘give” under the blow, 
then spring back into shape . In an or- 
dinary safety shoe, this causes the steel 


to gouge oI pinch the toes. But 
the steel safety toes in B.F.Goodrich 
boots and rubber work shoes keeps 
toes unharmed. Reason: There’s a 


greater clearance between toe and 


metal, and a protective sponge rubber 
lining that cushions the blow. 
Worker’s feet are not only safer, 
but feel better, too, in B.F.Goodrich 
boots and rubber work shoes. That’s 
because B.F.Goodrich footwear is 
made on lasts which are based on 
800,000 measurements. They “fit” 
as good as the worker’s regular shoes. 


These are ty pic al of the B.F.Goodrich 


improvements in footwear that save 


“Visit us at Booth #302 National Safety Congress.” 


INDUSTRIAL FOOTWEAR BY Weaaetttibe tai 
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you money, help workers in their jobs 
and give them greater protection. 
Shown above is the B.F.Goodrich 
rubber work shoe. The B.F.Goodrich 
line also includes several styles of 
boots made with neoprene for protec- 
tion against acids, oils, fats, greases. 
For full information and a catalog, 
call your B.F.Goodrich distributor, 
or contact B.E.Goedrich Industrial 
Footwear, Dept. N, Watertown 72, Mass. 








Food and Atmosphere 


A Bit oF SweDEN—1015 N. Rush St. 
(DE 7- 1492)—A Chicago landmark 
located on the Near North Side. Fa- 
mous for smorgasbord, duck, and 
Swedish beef steak. Open for dinner 
daily from 5 p.m. to 11 p.m. 


L’AIGLON—22 E. Ontario St. (DE 7- 
6070)— French cuisine and Southern 
seafoods are served in this Victorian 
mansion. Open daily noon to mid- 
night. Sat. to 1 a.m. Closed Sun. 
(Member, Diners’ Club). 


AL FARBER’s—1I5 N. Clark St. (AN 3- 
9846)—Intimate supper club serving 
aged prime steaks and ribs of beef 
with Idaho potatoes, and tossed salad. 
(Member, Diners’ Club, Amer. Ex- 
press). 


BLACKHAWK—Wabash Ave. at Randolph 
St. (RA 6-2822)—Don Roth’s smart 
new restaurant, featuring delicious 
prime ribs of beef from the rolling 
cart. Steaks and chops broiled to per- 
fection at the open hearth in the new 
Sirloin Strip. Hot hors d’oeuvres. Per- 
sonalized service. 


CaFE BOHEMIA—Adams & Clinton (AN 
3-8310)—An old fashioned restaurant 
specializing in a wide selection of game 
dishes. Superbly prepared venison, 
moose, buffalo, bear and pheasant are 
just a few. (Member, Diners’ Club, 
Amer. Express). 


THE Cart—Wabash at Harrison (HA 7- 
0700)— Host Ben Orloff sets a fine 
table—including superlative prime ribs 
of beef served from the cart. Open 
‘til 4 a.m. (Member, Diners’ Club, 
American Express). 


CHARTERHOUSE—Edgewater Beach Hotel, 
5300 N. Sheridan Rd. (LO 1-6000)— 
A spacious elegant new dining room 
featuring steaks from an open grill 
and modern English decor. 


CHINATOWN GARDEN—Cermak Rd. at 
Wentworth Ave. (DA 6-9234)—Can- 
tonese food. Open 7 days a week, 1! 
a.m.-2 a.m. 


Corona CarFeE—Grand & Rush Sts. (WH 
4-9288) Delicious luncheons and din- 
ners at moderate prices. Featured are 
steaks, chops, chicken, Italian special- 
ties. 


DON THE BEACHCOMBER—101 E. Walton 
St. (SU 7-8812)—Exotic Cantonese 
food served in a tropical setting. Open 
eves. only. 


EXECUTIVE HouseE—71 E. Wacker Dr. 
(FI 6- 7100)—Executive and Oval 
Dining Rooms and Lounge. Elegant 
dining amid luxurious surroundings in 
one of Chicago’s finest Loop hotels. 
Lavish menu. Dining rooms open Sun.- 
Fri., 7 a.m. to midnight; Sat. 7 a.m. 
to | a.m. 


MIKE FisH’s—Rush at Ontario (SU 7- 
6686)—Luncheon from 11:30 a.m., 
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Hors d’oeuvres from 4:30, Dinner 
from 6 p.m. (Member, Carte Blanche, 
Amer. Express, Diners’ Club.) 


FLo’s—7 W. Randolph (RA 6-7879)— 
Chicago’s only “Miami style restau- 
rant.” Now host to all of Lucy’s 
friends too! 


FRITZEL’s—201 N. State St. (AN 3-7100) 
—International cuisine, impeccable 
service and a warm modern decor help 
make this famous Loop restaurant a 
spot “not to be missed” by visiting 
celebrities and Chicago’s own VIP's. 
(Member, Diners’ Club, American Ex- 
press ) 


GIBRALTAR ROOM — Prudential Building 
(MI 2-7676) One of the city’s finest 
views looking down famous Michigan 
Ave. L., 11:30 a.m. to 2:30 p.m., D., 
5 p.m. to 9 p.m. Cl. Sun. (Member, 
Amer. Express). 


Gus’ STEAK HouseE—420 N. Dearborn 
St. (DE 7-1782)—Landmark in Chi- 
cago since 1900. Serves both Italian 
and American dishes at moderate 
prices. Famous for steaks, homemade 
green noodles, seafoods. (Member, 
Diners’ Club, Amer. Express). 


IRELAND’s OysTER House—632 N. Clark 
St. (DE 7-2020)—Famous old seafood 
restaurant on the Near North Side. 
Superlative fish, lobsters, oysters. 


JACQUES FRENCH RESTAURANT—900 N. 
Michigan (WH 4-4795)—A Parisienne 
touch makes the Continental food be- 
lievable with choice and unusual dishes. 
It’s a favorite rendezvous for dinner 
parties. Open daily 11:30 a.m. to mid- 
nite. 


JOHNNY’S STEAK HouseE—S01 S. Wabash 
Ave. (WA 2-6770)—Delicious steaks 
and chops in beautiful modern decor. 
Open daily 11:30 a.m. to 1:00 a.m. 
(Hilton Carte Blanche). 


LITTLE SQUARE—Hamilton Hotel, 20 S. 
Dearborn St. (RA _ 6-6100) — The 
choicest foods in the gourmet tradition 
impeccably served—deftly prepared and 
smartly priced. 


MINCK’S RESTAURANT—213 S. Wabash 
Ave. (HA 7-4499) — Home-cooked 
Kosher-styled food featuring roast 
chicken, cheese blintzes and potato 
pancakes. Open daily until 1 a.m. 


NAN-YAN RESTAURANT—(Jimmy Wong’s) 
423 So. Clark St. (WE 9-2300)—Can- 
tonese food 


THE Pit—1139 N. Dearborn St. (WH 
4-4530)—Formerly at 875 Rush St., 
celebrated for fine charcoal broiled 
steaks, chops and ribs. Smart new at- 
mosphere. Open 5 p.m. to 1 a.m. 
Closed Sun. 


PIZZERIA UNo—29 East Ohio (WH 4- 
9555) — Famous pizza spot operated 
by the team of Rudy and Lou Malnati. 
Tues.-Fri., 11:45 a.m.-1:20 a.m.; Sat., 
11:25 a.m.-2:25 a.m.; Sun., 5 p.m.- 
1:20 a.m. Closed Monday. 


PIZZERIA DUE—619 N. Wabash Ave. (WH 
4-9200) — Thick, crisp-crusted pizza 
served in a modern little basement spot 
by Rudy and Lou Malnati, managers 
of the famous Pizzeria Uno. Mon-Fri., 
11:30 a.m.-3:30 a.m.; Sat., 5:20 p.m.- 
4:20 a.m. Closed Sunday, 


POMPEIAN ROOM—The Pick-Congress Ho- 
tel, Michigan Ave. at Congress Pkwy. 
(HA 7-3800)—Chicago’s newest and 
finest supper club featuring Pompeian 
Dining Terrace with fountains, and in- 
timate Isle of Capri Lounge. 


SHANGRI-LA—222 N. State St. (CE 6- 
1101)—Cantonese cuisine and drinks 
in South Sea Island atmosphere. Open 
eves. only. (Member, Diners’ Club, 
American Express). 


AL SIMON’S RESTAURANT—I58 E. On- 
tario (MO 4-2000)—Featuring pepper 
steaks, prime steaks, chicken, b-ribs, 
seafoods. Private dining room. Lamp- 
light Lounge. (Member, Diners’ Club, 
American Express, Carte Blanche). 


STOCK YARD INN—42nd & S. Halsted 
Sts. (YA 7-5580)—Sirloin Room. Su- 
perlative beef “where the steak is 
born.” Brand your own choice sirloin. 
Open for lunch and dinner. Matador 
Room. Spain and the bullfights set the 
mood for this unusual room where 
Spanish foods and wines are featured. 
(Member Diners’ Club, American Ex- 
press). 


STOUFFER’S—I11 S. Wabash Ave. (FR 
22-1980), 24 W. Madison St. (FR 2- 
7156), 32 E. Randolph St. (ST 2-3711), 
Randolph St. and Michigan Ave. (MI 
2-7676) Conveniently located for 
shoppers, theatre-goers, sightseers, these 
four pleasant restaurants are part of 
a national chain. Quality food and 
drinks served in early American atmos- 
phere by charming, alert Stouffer girls. 
Moderate prices. Table and counter 
service. Open daily except Sun. 7:30 
a.m. to 9 p.m 


Randolph St. and 
Michigan Ave., (MI 2-7676)—Stouf- 
fer’s new restaurant on the forty- 
second floor of the Prudential Build- 
ing features charcoal broiled steaks, 
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complete menu. Daily 11:30 to mid- 
night (exc. Sun.) Luncheon, 11:30 to 
3. Dinner, 5:30 to 10. Late supper. 
Reservations: MI 2-7676. 


THE VILLAGE—in the Italian Village, 71 
W. Monroe St. (DE 2-7005)—Dine in 
the atmosphere of old Italy, one of 
Chicago’s unique restaurants. Open 
11:00 a.m. to | a.m., Fri. and Sat. 
until 2 a.m. Open Sundays. Lunches, 
$1.50-$2: dinners $2.50-$5. (Credit 
Cards Honored). 


JimMY Wonc’s—426 S. Wabash Ave. 
(HA 7-0021)—Cantonese food—Chi- 
cago’s most publicized Chinese restau- 
rant. Open daily from 11 a.m. to 1:00 
a.m. (Diners’ Club, American Express 
—Carte Blanche). 
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You get 


Protection-PLUS 
in 


CAPS 


Best possible protection ... PLUS “soft hat” com- 
fort with no hat-wobble or top-heavy feeling. It’s a 
breeze to adjust sure contour-fit suspension to any 
head size. Full line: fibre-glass, aluminum, electri- 
cal, in full range of colors. 


BAUSCH & LOMB 
SAFETY 
PRODUCTS 


You get 


Protection-PLUS 
in 
Bausch & Lomb 


QUIET-EAR” PROTECTORS 


Protection from harmful, fatiguing, discomforting 
high frequency noise . . . PLUS soft sure-fit com- 
fort. Weigh only 12 ounces. Replaceable sponge 
cushions surround ear lobes. Universal fit. 
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You get 
Protection-PLUS 
in 
Bausch & 


SAFETY GLASSE 


Engineered for fullest protection .. . PLUS smart good looks, 
and comfort. Ophthalmic qualities exclusive with Bausch & 
Lomb . .. PLUS extra economy: with B&L interchangeability 
you can mix or match fronts, temples, side shields throughout 
the line; a real advantage in large or small inventories. 





Safety directors by the 
thousands have seen this 
spectacular demonstration 
of Bal-SAFE lens toughness. 
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You get 
Protection-PLUS 


in 


Protection ... PLUS more protec- 
tion! Bal-SAFE lenses have an 
average of 6 times the impact re- 
sistance required by the U. S. 
Bureau of Standards. Plano or pre- 
scription ground to fit individual 
workers’ needs. 





You get Protection-PLUS 
when workers’ vision is 
adequate 


Employees with “eyes right for the 
job” have fewer accidents, produce 
more and better, are happier on 
their jobs. Let a B&L representative 
demonstrate how the B&L 
Ortho-Rater provides a vision 
program guaranteed to keep all eyes 
right for the job. Thousands of 
firms have found it profitable! 
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You designed it, Mr. 
Safety Man! A brand new 
line of safety glasses that 
incorporates all the best 

of the best in protection, 
economy, and worker 
preference. See them at 
the 49th Safety Congress. 
BAUSCH & LOMB 
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BAUSCH & onl NX j 
0 i Protection-PLUS 
J = Safety Products 


Protection ... PLUS comfort . .. PLUS economy. 
You can switch retainer rings, cover plates, lenses, 
straps—even eyecups, throughout the B&L line of 
chippers’ and welders’ goggles and plate holders to 
keep equipment in tip-top condition. 
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What I’ve Taken 


Home from the 
Congress 


We asked several top safety men what the 
National Safety Congress has meant to them. 


The response was immediate and enthusiastic. 


Here’s what they have to say to you: 


“Let's be 
honest— 
it’s fun” 


J. A. Draper 
Director of Safety, Consolidated Paper Corp., 
Ltd., Grand'Mere, P. Q. 


HAVING been to all but two Congresses 
since 1938, perhaps I can be forgiven 
for pretending to know something of 
what such experiences can do for a 
safety director. 

The obvious benefits are easy to 
list: 

1. Let’s be honest— it’s fun. 

2. Safety people in even the largest 
plant are few—it can be a lonely job. 
Congress attendance dispells that feel- 
ing in no uncertain way and is a 
great booster for the safety man’s 
morale. The personal contacts made 
are valuable. 

3. You learn from others, and they 
learn from you. The world’s greatest 
safety exchange. 

4. Preparing and presenting papers 
is a great educational experience—the 
more you participate the more you get 
out of it. It broadens the scope of 
your influence, and in some mysteri- 


ous way, by helping others, you have 
helped yourself and your company. 

5. At the exhibits you see the latest 
and best of safety equipment and you 
talk to experts about the various lines. 

The above are obvious and the list 
is far from complete. There is some- 
thing less obvious and to my mind it 
is perhaps of greater importance and 
value than anything else: 

When about 10,000 men attend a 
Congress, the organizers, in this case 
the National Safety Council, see to it 
that they obtain the best minds pos- 
sible to address the major meetings. 

I speak of the “Early Morning Clas- 
ses”—the “class” being about 4,000 
men; the keynote addresses at the sec- 
tional meetings; sometimes the princi- 
pal speaker at the banquet, and at the 
annual meeting. These men deal with 
fundamentals. Their words are the 
product of much study and experience. 
These are the men who can give gems 
of wisdom that can be sifted out and 
incorporated into one’s own policy. 
These are the meetings where one can 
find a true guide or framework into 
which can be fitted the details of one’s 
daily activities. 

In the last 20-odd years, my com- 
pany has spent nearly $5000 sending 
me to the National Safety Congresses. 
It has been money well spent. 

— Turn page 


59 





“Il come away 
professionally 
inspired and 
technically 

} refreshed” 


Edward B. Landry 


Director of Safety and Health, Post Office 
Dept., Washington, D. C. 


THE NATIONAL Safety Congress and 
Exposition is without question a 


Revolutionary new PEPCO Powdere 
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safety institution unique in every 
way. 

[his annual event is without paral- 
lel in both breadth and depth of cov- 
erage in every known area of accident 
prevention. 

Beginner or expert, worker or man- 
ager, there is always something of 
value for everyone in the field of 
s:fety at the Congress. You can get 
the exact kind of safety exposure you 
need and want. 

Over the many years which I have 
attended and participated in the Na- 
tional Safety Congresses I have al- 
ways found that I came away profes- 
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sionally inspired and technically re- 
freshed and I will readily admit 
most frequently physically exhausted! 

Upon reflection | find that although 
my interests in various Congress ses- 
sions have changed with a greater per- 
sonal experience background in safe- 
ty engineering, | still find value in 
subject sessions dealing with the funda- 
mentals of prevention. 

[he re-creation of basic concepts 
frequently has served as idea material 
for improvements in program organi- 
zation and implementation. 

Ihe consistently high quality of the 
technical safety engineering sessions 
is one of the most effective means 
I know of to keep abreast of profes- 
sional developments. Each of us 
makes use of a variety of personal 
devices and safety 
equipment. The exhibits have pro- 
vided me with a convenience not 
duplicated in any other event. 

I have found it most helpful to dis- 
cuss equipment problems with the ex- 
hibitors. 

Even when I have not had a pres- 
sing problem in this area, just “win- 
shopping” the exhibits has fre- 
disclosed a better means of 
solution for future 


accident 


protective safety 


dow 
quently 
protection or a 
application. 

[here is also a personal dividend 
which has been abundantly realized by 
attending the Congresses. The events 
have provided the means for renew- 
ing and making new professional ac- 
quaintances — for individual discus- 
sions of special problems with profes- 
sional associates some of whom come 
from distant points and therefore are 
seen all too infrequently. 

These are some of the values which 
I have taken home from the Con- 
gresses—they can be yours too if you 


want them! 


“ ... like a 
filling station 
where one gets 
filled up with 
enthusiasm for 
another year’ 


t 


Robert M. Gilmore 


General Safety Supervisor, 
Hoquiam, Wash. 


Rayonier, Inc., 


IT WOULD be difficult for me to as- 
say the value of attending the Na- 
tional Safety Congress without rolling 
back the years a little because I be- 
lieve that attending these annual meet- 
ings has a certain cumulative value. 

I remember how eager and bushy- 
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Original Breakthrough by Iron Age 
NEW 


V.L. 


Ps 


BY THE MAKERS OF 


BOSTONIANS 


Iron Age, always the leader in style and value, leads 
again. Pictured here is a sparkling new safety oxford 
inspired by Jron Age designers. To assure the highest 
quality the manufacturer of famous Bostonians is 
making them exclusively for us. 

Any man would be proud to wear these safety shoes 
any time, anywhere. They have the style, the comfort 
plus the superior leathers and fine details you and 
your people expect from a nationally known name 
brand. And they offer the protection of sturdy, trim, 
new 300 tapered steel toe caps. 

Iron Age custom crafted safety shoes, made by Bos- 
tonian, are the answer to your problem of building 


coverage among office people and supervisors who on 
occasion must enter the plant. 

Ask your Iron Age representative for a showing of 
our new style 900. We hope he can write your stock 
order. Iron Age Division, H. Childs & Company, Inc., 
Pittsburgh 12, Pennsylvania. 





tailed I was in the early 40’s when 
I had my first opportunity to attend 
a National Safety Congress. 

I was eager to learn and had no 
pressure of committee work or any- 
thing else to keep me from jumping 
around from section to section wher- 
ever I thought a discussion might be 
going on which would give me the 
information I wanted. A notebook was 
filled with ideas. This was used as 
source information for many years in 
my work. One must recall that there 


> INHALATOR 
» ASPIRATOR 


E&J’s new Mercury Mark I 
is designed, built and ar- 
ranged for fast, sure action. 


were few textbooks on safety at that 
time and my own notes on what | 
had heard and observed at the Con- 
gress kept me on the beam for a long 
time. 

The immensity of a present-day Na- 
tional Safety Congress leaves a pro- 
found impression on anyone who at- 
tends. It is obvious that it is the focal 
point in the world for industrial safe- 
ty during the busy week. To me it is 
like a filling station where one can 
stop and get filled up with enthusiasm 





Its compact resuscitator, when necessary, can be snatched from the 
case, intact and ready to go anywhere with the operator. The 
aspirator, liter flow mask assembly, and other accessories can be 


put into service in seconds. 


The exclusive Liter Flow Mask Assembly permits constant metered 
flow of oxygen to the patient who is still breathing but needs oxy- 
gen. This new feature is especially helpful for cardiac patients, 
asthmatics, etc., needing high concentrations of oxygen but not 


resuscitation. 


The Mercury Mark I weighs only 28 pounds with a full “D” 


cylinder. Easily handled, it measures 71” 


x 13” x 24”. Ask your 


E & J dealer for a demonstration soon, or write for Bulletin No. 


2490C, Dept. NS-10. 


You Can Always Count on E&d Dependability 


OHIO CHEMICAL & SURGICAL EQUIPMENT CO., MADISON, WIS. + OH 


LIMITED, TORONTO, ONT, © AIRCO COMPANY INTERNATIONAL, NEW YORK 
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and ideas to carry on for another year. 
After all, anyone who has been en- 
gaged in this work needs this refresh- 
ing exchange of ideas and experience 
to help him raise his sights for the 
job ahead. 

I believe further that every safety 
specialist must finally get an approach 
or philosophy toward industrial acci- 
dent prevention which is his own. 
This can be checked out at the Con- 
gress by comparison with the thoughts 
and ideas advanced by others who 
take part in the Congress. 

In a given year I am called upon 
to contribute to a great many meet- 
ings and special activities in the nor- 
mal course of my work in my com- 
pany. I am sure that I have borrowed 
deeply and heavily from program ma- 
terial which I have encountered over 
the years at the Congresses. 

After many years of attending these 
annual meetings, one finds himself in- 
volved heavily in the machinery of 
perpetuating the Congress itself and 
of the valuable work of the National 
Safety Council, in my case, the In- 
dustrial Conference and general of- 
ficer’s duties of a section. All of this 
has brought me into close contact with 
other men who are making an im- 
portant contribution to the industrial 
safety movement nationally. This 
lends itself to an exchange of cor- 
respondence or communications which 
is placed on a personal basis. It opens 
an exchange of information between 
individuals which I have found valu- 
able when a difficult problem is en- 
countered. 

Yes, these are some of the things 
that I have taken home from the Con- 
gresses. | come away with a little 
stronger dedication to the work which 
I have chosen as my permanent field 
of endeavor. I invariably raise my 
sights a little higher each year as the 
advances in safety techniques are un- 
folded to me during the Congress 
week. 


“When you 
wear the badge 
of safety you 
are never 
alone” 


Carroll Hudson 
Supervisor of Safety, Texaco, Lockport, Ill 


THE FIRST National Safety Congress 
I attended was in 1945. 

After my first Congress I knew it 
was the place to learn what is new 
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New from Wright! 


Built-in Overload 
Protection for Operator, 


Load and Hoist 
with the New Wright 


Overload Cutoff’! 
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e Now, for the first time on any electric hoist, 
you can have safe, sure,mechanical overload pro- 
tection as a built-in feature with the WRIGHT 
Overload Cutoff. Designed and built to fit any 
new WRIGHT Speedway Electric Hoist, the Over- 
load Cutoff unit you see pictured above is a 
compact, integral part of the hoist frame itself. As 
a result, it becomes a functional part of the hoist 
at no sacrifice in headroom. The WRIGHT Over- 
load Cutoff is simple in design and should give 
dependable, trouble-free operation during the en- 
tire life of the hoist under normal operating condi- 
tions. Calibrated and sealed at the factory for the 
user’s protection, the unit takes rugged abuse up 


to the critical point of overload—then instanta- 
neously “‘breaks”’ the raising circuit of the hoist. 
This allows the load to be safely lowered to the 
floor and unhooked. Once this is done, the raising 
circuit of the hoist is again automatically restored. 

The WricuT Overload Cutoff is available now 
as standard equipment on all new WRIGHT Frame 
2 & 3 Speedway Electric Hoists, and as optional 
equipment on new Frame 1 & 1% models. 

Find out how WriGcuT Speedway Hoists 
equipped with Overload Cutoff can bring practi- 
cal, fast-acting overload protection to your 
material handling operations. For complete 
information, write our York, Pa., office. 

*Patent applied for 


See your 
WRIGHT 
Distributor 


about the 

Speedway Electric 
Hoist line or write us 
for Catalog E-58 


WRIGHT HOISTS “°° 


Wright Hoist Division - American Chain & Cable Company, Inc. 
York, Pa., Atlanta, Chicago, Denver, Detroit, Houston, Los Angeles, New York, 
Philadelphia, Pittsburgh, San Francisco, Bridgeport, Conn, 
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GLOBE LEADS THE WAY AGAIN ...WITH THE 





Photograph Courtesy Box ?1 Day 


Here’s the TWO-CYLINDER resuscitator created 
especially for quick-action respiratory emergencies. 
The Compact II provides approximately an 

hour and a half of resuscitation even in 

areas of very limited accessibility. 


From Globe’s Research and Development Department comes 
the latest concept in light weight resuscitation equipment. 
The Globe Compact II, including the two medical “D” 
cylinders, weighs only slightly more than conventional one 
cylinder models and requires only a fraction more space. 
All components, including the cylinders, are mounted on 
a single rigid plate with both side and top carry handles 
. and ready for instantaneous use. 


The Compact Il easily passes 
through openings as small as 12 inches. 


THE HEART OF ANY RESUSCITATOR IS THE WORKING HEAD 


The Compact I! includes the 

Seeler valve which was designed 

by the U. S. Air Force to be the 

ultimate in reliability and versatil- 

ity in handling all types of com- 

mon and uncommon breathing 

emergencies with safety and max- 

é imum effectiveness. 
See the unique Compact I! and the 
complete line of Globe resuscita- 
tion and breathing protection 
equipment at the 49th Annual Na- 


tional Safety Congress, Booth 168 





We invite comparison. See Globe before you purchase any resuscitation or breathing protection equipment. 


GLOBE INDUSTRIES, INC., 125 Sunrise Place, Dayton, Ohio— Distributors in all principal cities 
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in safety—not only new equipment, 
but new ideas, information and inspir- 
ation. Every year this opportunity for 
improvement grows greater; however, 
you only get these useful ideas and 
inspirations from the Congress by 
spending the necessary time and ef- 
fort. I never miss the early morning 
sessions. I leave these sessions with 
more inspiration than I could ever 
acquire in any other meeting that I 
know of. 

For more ideas on how to prevent 
injuries, | choose speakers from over 
four hundred meetings on subjects that 
are of interest to me and I spend two 
days visiting the exhibits, for I am 
anxious to learn about new safety 
equipment made for preventing in- 
juries. 

When you wear the badge of safety 
you are never alone—at every op- 
portunity some safety man will start 
talking shop. At each meal there will 
be from five to ten safety men ask- 
ing questions, exchanging ideas, and 
explaining how they handled a cer- 
tain problem. 

By the time the Congress is over 
you have had safety up to your ears, 
but you will use some of it in Octo- 
ber, November, and every day of the 
year. If you can’t use everything you 
learn at one Congress, you will still 
have the ideas ready when you need 
them. 

[he more you can learn about the 
job of preventing injuries, the better 
position you will be in to do a good 
job 

The National Safety Congress and 
Exposition has given me this oppor- 
tunity for over 16 years, and I have 
always returned home with new ideas 
to help me in my work. 


“The Congress 
is my battery 
charging time” 


George H. Steel 


Safety Director, Ralston Purina Co., St. Louis. 


THE SAFETY CONGRESS is my “battery 
charging” time. 

I attended my first Safety Congress 
in 1929 and, except for a couple of 
years during the Depression (and one 
war year), I’ve attended every year. 

A tour through the exhibits to see 
what is new is early on my list. 

Next, I spend as much time as pos- 
sible visiting with other safety men 
and discussing our injury prevention 
problems. 
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Then, while attending the sessions, 
I like to listen to what is being pre- 
sented—and most important, do a bit 
of personal brainstorming and make 
notes on things I'd like to try or do 
to advance our safety program. 

Yes, the Congress is my battery 
charging time. 


“Dollar for 
dollar, the 
Congress is 
the best value 
| can get.” 


W. M. Allison 
Senior Safety Director, British Columbia Lum- 
ber Mfgs. Assn., Vancouver, B.C. 


Tuts, I believe is the fifteenth Con- 
gress that I have attended—the first 
one being in the year 1947. I have 
benefited from each Congress in many 
ways — there are the inspirational 
speakers and sessions, particularly the 
early morning sessions which have 
been packed every year with valuable 
information that should help each 
delegate who attends. Then there are 
the technical sessions where delegates 
have the opportunity to hear men in 
allied fields discuss the technical as- 
pects of accident prevention in a spe- 
cific type of industry giving their ex- 
periences in dealing with various prob- 
lems. There is also the opportunity to 
meet with and talk to many people, 
exchanging ideas, theories, and 
methods. 

Each year, I must travel quite a 
few miles to attend the Congress— 
the cost is not small and is reflected, 
naturally, on my budget. However if 
I felt the Congress was not worth 
while, I would try to spend this money 
to better advantage. Dollar for dollar 
the Congress is the best value I can 
get—proof of which is, this is my 
fifteenth year to attend the Congress. 


“Il have found 
solutions to 
many of the 
safety problems 
| have faced” 


G. R. Merriman 
Coordinator of Safety, International Paper Co., 
Southern Kraft Div., Mobile, Ala. 


ATTENDING all the Congresses held 
in the past 25 years has been a safety 


educational program for me. From 
every Congress I have obtained new 
safety ideas. 

I have met safety men from all 
types of industry and from them I 
have found the solutions to many of 
the safety problems I have faced. 
Meeting these people has helped to 
broaden my thinking in safety and 
has given me new approaches to the 
reduction of industrial injuries. 

The wide choice of speakers makes 
it possible to select the topic in which 
one is most interested. These speakers 
have answered many questions for me 
and have opened new approaches and 
lines of thought which have been most 
beneficial. 

The latest equipment exhibited at 
these Congresses has kept me up to 
date with developments which are es- 
sential in our safety program. I have 
greatly profited from seeing and dis- 
cussing with others these new prod- 
ucts and improvements on other 
products. 

I have always left these Congresses 
feeling that I have been more than 
fully repaid with invaluable informa- 
tion obtained from other safety men, 
the speakers, and the exhibits. 


“Helps me to 
develop a 
more effective 
safety pro- 
gram” 


R. P. Hamilton 
Superintendent Safety, St. Lovis-San Francisco 
Railway Co., St. Louis, Mo. 


WuHaT have I taken home from the 
Congresses? Frankly, too many things 
to enumerate in this Short article; 
however, I will list a few things that 
have helped me most. They are: 

Ideas received from safety men in 
various industries have been valuable. 

The early morning sessions have 
been helpful to me. These meetings, 
in my opinion, are very important. 

Visiting the exhibition hall several 
times each year has assisted me ma- 
terially because practically every 
time I go there I see something new 
which will help me in my company’s 
safety program. 

The most important part of all is 
hearing some of the high caliber 
speakers on the programs. They 
make me think about what I have 
done, and what I can do to develop 
a more effective safety program for 
my company and how I can become 
a better safetyman in the future than 
perhaps I have been in the past. 





-ISEA— Guardian 
Of Quality 


O. JULY 31st of this year the In- 
dustrial Safety Equipment Associa- 
tion, Inc. marked the start of its 
29th year as a national organization 
promoting industry acceptance of 
proper safety equipment. 

Organized in 1933 by an inde- 
pendent group of manufacturers— 
all members of the Accident Pre- 
vention Equipment Manufacturer's 
Section of the National Safety Coun- 
cil—the association’s original goals 
were listed as follows: To prepare 
and present a code in accordance 
with those requirements of the Na- 
tional Industrial Recovery Act cov- 
ering the safety equipment industry; 
and to promote and advance that 
industry. 

In the beginning, membership 
was limited to manufacturers from 
a specified list of industria! and pub- 
lic safety equipment. The original 
name—Industrial Safety Equipment 
Manufacturer’s Association of the 
United States of America—was pur- 
posely long. It indicated the restric- 
ted nature of the membership. 

The new association’s code stated: 
“Those eligible for membership in- 
clude persons, firms or corporations 
engaged in the manufacture of in- 
dustrial safety equipment and those 
who sell such equipment exclusively 
or who maintain a separate and 
qualified industrial safety equipment 
sales organization, recognized as 
such by the executive committee of 
the association.” 

The original group consisted of 
representatives of nine companies: 
J. T. Ryan, vice president, Mine 
Safety Appliances Co., Pittsburgh, 
Pa., who was elected chairman; T. 
A. Willson, vice president, Willson 
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Association guides industry to fair 


competition practices and conformity 


with top manufacturing standards 


Products Co., Inc., Reading, Pa., 
elected vice chairman; B. W. Nutt, 
president, Safety Equipment Service 
Co., Cleveland, Ohio; I. W. Millard, 
vice president, Industrial Gloves 
Corp., Danville, Ill.; E. W. Wyman, 
general manager, American Mason 
Safety Tread Co., Lowell, Mass.; 
E. W. Bullard, president, E. D. Bul- 
lard Co., San Francisco, Calif.; 
Rutledge Davis, president, Davis 
Emergency Equipment Co., Newark, 
N. J.; George Shull, president, Safe- 
ty First Supply Co., Pittsburgh, Pa.; 
and Arthur C. Carruthers, editor of 
Safety Engineering magazine, who 
was chosen acting secretary for the 
group. 

With the abandonment of the 
NRA, the association assumed the 
normal activities of a trade body. 
This excerpt from its by-laws de- 
scribes its primary aims: “The pur- 
poses of the association shall be 

. the promotion of fair competi- 
tion and the discouragement of un- 
ethical, unfair and unlawful meth- 
ods of competition and such 
other activities as shall be consistent 
with the interests of the member- 
ship.” 

National advertising began to ap- 
pear, pointing out that “the manu- 
facturers who display the seal of 

. the association recognize fully 
their responsibilities in the making 
and selling of equipment designed 
to prevent accidents and save lives 
and that the safety equipment con- 
form with peak standards of qual- 
ity manufacture and value.” 

In 1937 the association made 
membership available to all manu- 
facturers of safety equipment. As- 
sistance in working out safety prob- 


lems was offered to safety super- 
visors and a committee was estab- 
lished to coordinate activities with 
various safety movements through- 
out the country. 

About this time the association 
name was shortened to its present 
form—lIndustrial Safety Equipment 
Association, Inc. — and a slogan 
was adopted: “Increased Safeguards 
Eliminate Accidents.” 

The association hired a full-time 
secretary, W. J. Parker, who served 
until November of 1949 when V. P. 
Gopcevic assumed the position. 
Gopcevic is now secretary-treasurer. 

During World War II the ISEA 
worked closely with the War Pro- 
duction Board to supply safety 
equipment to government and es- 
sential industry. In turn, the WPB 
made the necessary raw materials 
available to manufacturers. Harold 
Mesch, then director of the safety 
equipment section of the WPB, is 
now a member representative of the 
ISEA and very active in industrial 
safety matters. 

Among the association’s accom- 
plishments for the benefit of the 
industry: the setting up of freight 
classifications for safety equipment. 
As comparatively new _ products, 
many items of safety equipment 
formerly did not have their own 
freight classifications. Fiberglass 
hats, for example, were once shipped 
as “glass,” with a consequent high 
transport cost. 

This Traffic Committee, under 
chairmanship of John Anderson, 
Mine Safety Appliances Co., worked 
with the Freight Classification Board 
in preparing individual freight clas- 
sifications and rates for safety equip- 
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Adapts to 
all types of fires... 


IN SECONDS! 


Rockwood's 
Six-way WaterFOG 
Nozzle 


It's a firefighter's indispensable ally! 
That's the Rockwood All-purpose Type 
SG-60 WaterFOG Nozzle, the nozzle that 
puts out fires faster because it can convert 
to six separate discharge patterns right on 
the fire hose line. And without Joss of time! 

The SG-60 is a true all-purpose nozzle 
permitting water application in any of the 
accepted discharge patterns plus solid 
stream FOAM and FogFOA\M, the speedi- 
est and most economical ways of applying 
foam. Thanks to its versatility the SG-60 
can be used to fight all types of fires in- 
cluding wood, paper and cloth, flammable 
liquids and electrical. And regardless of 
the applications you use, your fire depart- 
ment saves money because the SG-60 does 


ROCKWOO 


the work of six nozzles, eliminates theneed 
for ‘‘special” or single purpose nogzles. 

The SG-60 nozzle body and valve han¥le 
are made of lightweight, durable aluminu 
alloy with high polished finish. Valve con 
sists of a hard chromium plated bal rotat- 
ing against a synthetic rubber seat. All 
other parts are bronze, brass and staibless 
steel. The SG-60's three-position 
handle permits easy adjustment to 
fighting conditions and the few atta 
ments needed for special types of fi 
fighting can be adapted in a matter o 
seconds. For further information write 
Rockwood Sprinkler Company, Portable 
Fire Protection Department, 464 Harlow 
Street, Worcester 5, Massachusetts. A 
Division of The Gamewell Company, A 
Subsidiary of E. W. Bliss Company. Dis- 
tributors in all principal cities. . 
Rockwood engineers water  < nockwour 
. » . to cut fire losses. a 





STRAIGHT STREAM — FOAM 


, er “ 


aor Rees SPRINKLE GAPANY 
ret PROTECTION | ABOMATONS 


WATER FOG 


WITH BAYONET APPLICATOR — WATER FOG 


PORTABLE FIREFIGHTING EQUIPMENT 
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ment. As a result of this project, 
many products can now be shipped 
at a much lower cost than before. 

Over the years, the association 
has broadened its activities still fur- 
ther. Members are now divided into 
eleven product groups: eye protec- 
tion, gas analysis instruments, gas 
masks and hose masks, general safe- 
ty equipment, head protection, ma- 
chinery guards, respirators, safety 
belts, safety wearing apparel, unit 
first aid and distributors. The latter 


Y ACCIDENTS 
Y WASTE 

Y TIME 

Vv MONEY 


ON EACH CLEANING 
WITH 


group was organized two years ago. 

Each group undertakes certain 
projects during the year. At the as- 
sociation’s annual meeting, individ- 
ual groups get together to report on 
progress, discuss problems and 
select new projects for the coming 
year. As requests for assistance or 
information are received by the as- 
sociation, they are channeled to the 
proper group for action. 

The annual meeting is held the 
third week in June — Tuesday 


Kyl’ Taks 


Germicide 


KILLS GERMS IN 30 SECONDS 
Twenty Times Faster Than Phenol 


Kv’ Taks TABLET 
BOWL CLEANER 


Fast Dissolving — Self Mixing 


ELIMINATES ODORS 
Powerful — But Safe! 
Cost Control on Each Cleaning 
Removes Rust and Lime Film 
Safe on Porcelain Enamel 
Safe in Septic Tanks 
Ends Acid Accidents 


REDUCES COSTS of LIQUID ACIDS and POW 


BOL TABS The ‘'Tabiet'’ Bow! Clea 
THERE IS A DISTRIBUTOR IN YOUR CITY 


DER A) 
\ 


fHorizon industries 


400 Upper Midwest Bidg 


- Minneapolis | 


Minnesota 
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through Friday, at a location se- 
lected by the membership. In 1960 
the meeting site was Greensboro, 
N. C.; in 1961, Pebble Beach, Calif. 
Oyster Harbor, Mass. has been 
chosen as the location in 1962. 

Supplementary meetings are held 
in Chicago the Sunday before the 
opening of the National Safety Con- 
gress (this year Oct. 15), and in 
New York City during the Greater 
New York Safety Conference. 

At the present time the unit first 
aid group of the ISEA is engaged 
in working with the National Con- 
gress of Parents and Teachers, the 
Veterans of Safety and other in- 
terested groups on a program to 
standardize school bus first aid. The 
group is also working with the Gen- 
eral Services Administration on a 
new specification for unit pack first 
aid kits. 

The gas masks and hose masks 
group is currently active on a num- 
ber of projects including gas mask 
canister color coding, Bureau of 
Mines extension of approval on 
hose lengths, and work with an 
Atomic Energy Commission com- 
mittee on respiratory protective 
equipment. 

Eye protection group activities in- 
clude work on industry standards 
for lens testing, Department of De- 
fense standardization plan, and the 
marking of welding plates. 

The head protection group re- 
cently assisted the Edison Electrical 
Institute in drawing up specifications 
for head protection in the electrical 
industry. The group is now working 
on the development of international 
specifications on head protection, 
an NSC promotion on head protec- 
tion, the Quartermaster Corps spec- 
ification on fire helmets, and the 
revision of the NSC Data Sheet No. 
425, Hard Hats. 

The ISEA is represented on 21 of 
the American Standards Association 
committees. 

These are just a few of the in- 
dustry safety projects in which the 
ISEA interests itself. Its present 
membership of 43 manufacturers 
and 20 distributors is active in local 
and national safety projects of all 
kinds—both industrial and com- 
munity. It is responsible for aiding 
government and industry in setting 
up standards for safety equipment 

and in all cases provides the as- 
surance that member companies’ 
products conform to the established 
standards. 
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NEW 
ALL-PURPOSE 


extinguishers 


Now...U.L. and F.M. approved 
for all classes of fires! 


Now you can safely, effectively fight all classes of 
fire~A, B and C-with a single type of extinguisher! 
These revolutionary new ALL-PURPOSE Dry 
Chemical Extinguishers carry the highest Under- 
writers’ Laboratories “ABC” ratings... are also 
approved by Factory Mutual. They provide the 
most powerful three-in-one fire protection ever of- 
fered in a single extinguisher! The 30 Ib. model 
(U.L. rating 4-A, 20-B, C) packs fire-killing power 
equal to two Soda Acid extinguishers (rated 2-A) 
plus one conventional Dry Chemical extinguisher 
(rated 20-B, C)! 

All-Purpose ABC rated extinguishers expel a new 
patented “Formula S$” powder* which reacts 
chemically upon contact with all classes of fire. 
Powder is transformed into a strong fire-retardant 
coating that virtually eliminates re-flash in deep- 
seated wood and other Class A fires, including 
rubber! Free-flowing, non-toxic, non-abrasive 
“Formula S” is equally effective on burning liquids 
(Class B) and electrical fires (Class C). 


nes Class A pears. ane cools es 
ith bI 
Three - In - One ; insulating cover... liquid fires! VV | 
Prevents re-ignition 
or flashback! 





Fire 





Protection | A].| Secret re 


electricity! 














Available in 20 and 30 Ib. sizes, featuring easy squeeze- 
grip operation . . . no annual recharge. Order today from 
your distributor! Look in the Yellow Pages under “Fire 
Protection Equipment.” Or write to The Fyr-Fyter Com- 
pany, Dayton 1, Ohio. 


Portland, Rochester, San Francisco, Toronto (Ontario). 
Representatives and Distributors in all principal cities. 


Branches: Atlanta, Baltimore, Boston, Chicago, Dallas, Dayton, 
Detroit, Los Angeles, New York, Newark, Philadelphia, Pittsburgh, 


SEE THESE EXTINGUISHERS 
, ; AT BOOTHS 146-149 
Monoammoniumphosphate treated with a silicon resin. NATIONAL SAFETY CONGRESS 
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Leaders of the 
Safety Equipment Industry 


E. W. Bullard 


E. W. BULLARD has been elected 
president of the Industrial Safety 
Equipment Association. 

Bullard is president of the E. D. 
Bullard Co., Sausalito, Callif., 

Bullard’s background includes 
many outside organizational activi- 
ties. In recent years he has served 
as chairman of the San Francisco 
Chapter, American Society of Safety 
Engineers, of which he is now a life 
member; member of the California 
Governor’s Safety Council and the 


G. M. Glidden 


Cc. M. Hartman 


R. J. Miller 


T. Johnson 


President’s Council of Occupational 
Health; and first chairman of the 
Northern California Veterans of 
Safety. 

New vice president of the ISEA 
is G. M. Glidden, president, Acme 
Protection Equipment., Grand Hav- 
en, Mich 

Trustees are: R. J. Miller, presi- 
dent, Miller Equipment Co., Inc., 
Franklin, Pa; George G. Dickson, 
vice president, Standard Safety 
Equipment Co., Palatine, Ill.; Clair 
M. Hartman, vice president, Penn- 
sylvania Optical Co., Reading, Pa.; 
and Thomas Johnson, president, 
Welsh Manufacturing Co., Provi- 
dence, R. I. 

ISEA Junior Past President J. T. 
Monahan, general manager, Safety 
Division, American Optical Co., 
Southbridge, Mass., will continue as 
member of the board for another 
year. 


G. G. Dickson 


J. T. Monahan 


WHO'S WHO | 
IN ISEA 


THE LIST of ISEA past chairmen 
and presidents reads like a “Who's 
Who” of the safety equipment in- 
dustry. The first chairman was J. 
T. Ryan of Mine Safety Appliances 
Co. In 1949, when the association 
was incorporated, the title of the 
office was changed to president. 

Chief officers, and the years of 
their election, are as follows: 1949 
—L. E. Dickson, Standard Safety 
Equipment Co., Chicago IIl.; 1950 
and 1951—C. H. Gallaway, Ameri- 
can Optical Co., Southbridge, Mass.; 
1952—E. L. Wheeler, Wheeler Pro- 
tective Equipment, Inc., Chicago, 
Ill.; 1953 and 1954—S. C. Herbine, 
Willson Products Div., Ray-O-Vac 
Co., Reading, Pa.; 1955 and 1956 
—J. B. Davies, Mine Safety Ap- 
pliances Co., Franklin, Pa.; 1957 
and 1958—F. R. Davis Jr., Davis 
Emergency Equipment Co., Inc., 
Newark, N. J.; 1959 and 1960— 
J. T. Monahan, American Optical 
Co. 
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NOW... Five Types to Choose from 
with Locally-Assembled 


KUPLEX Sling Chains! 


KUPLEX...the fastest sling chain service ever...now offers 
a complete line of hooks to answer any or all of your lifting 
requirements. There are five types: sling... handle...safety 
Accoloy drop-forged ...grab...foundry...and they’re available today from your 
ear” | nearby Authorized American Chain KUPLEX distributor. 
(magnaflux tested) He’s the man who can assemble and deliver KUPLEX Slings 
to your plant or job site in 24 hours. And while his service 
Q is fast, the slings he delivers will be expertly assembled from 
eiiteens matched components specifically designed and engineered 
Accoloy Kupler for use with other KUPLEX parts. Each component is made 
(magnaflux tested) | from heat-treated Accoloy steel and proof-tested at twice 
working load limits...a fact attested to by the certificate 
| which the distributor gives you with each KUPLEX sling 

| you buy. 
C Get the hooks you need and the sling chains you want, when 
you want them, from your KUPLEX distributor. He can 
/ supply single, double, 3-leg and 4-leg slings in six different 
j | chain sizes (14" through 7%”) assembled from components 


Accoloy chain 


carried in stock. If you don’t know his name, contact us at 


| York, Pa. 


Drop-forged 


Accoloy KUPLEX ; 
Hook ACCOLOY 
(magnaflux tested) Sling Chains 
Acco American Chain Division - American Chain & Cable Company, Inc. 
Bridgeport, Conn. Factories: *York and *Braddock, Pa., *San Francisco, *Chicago (Melrose Park), 
Sales Offices: *Atlanta, Boston, *Chicago, *Denver, Detroit, *Houston 


*Los Angeles, New York, Philadelphia, Pittsburgh, *Portland, Ore. *San Francisco 
*Indicates Warehouse Stocks 
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SAFE! EASY 10 USE, 


RESCUE 


; 


BREATHER™ 


now makes rescue breathing safe, easy 
and unobjectionable for everyone! 


THE BIG } TEST 


EIGHT CHARACTERISTICS for adjunctive 
equipment were established by a leading 
medical authority addressing the National Safety 
Council, 1960: 

Small, compact, lightweight 

No valves or moving parts 

Easily cleaned or sterilized 

Fits all faces 

Extends no more than one inch into mouth 
Firmly wedged bite block between teeth 
Flexible, flanged, tightly fitting facepiece 


“‘Head-tilt method’”’ with ‘Rescue Breather” 
made easy. 





OID op wo wy pe 





Medical Journal warns laymen against untested adjuncts (N. Y. 
Jl. Med., Vol. 60; 3, '60) 


*TESTED 


by over 500 lay res- 
cuers, under hospital 
laboratory super- 
vision, on over 50 un- 
conscious (not para- 
lyzed) nonbreathing 
volunteers. 





With a MSco Rescue SuALL 
Breather, you can be COMPACT 
confident. LIGHT 








Order your Rescue Breathers today. No. 71 Rescue Breather 1-99, $1.50 ea 
+ + « 100-499, $1.42 ea. . . 500 and up, $1.35 ea. See your MSco distributor 
or write 


Medical Supply Company Dept. AG1, Rockford, Illinois 


THOROUGHLY TESTED 
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On Se er 


Products described will be 
displayed at the 1961 National 


Safety Congress and Exposition. 


Esco 
Utility 
} Barricade 


. 


The Esco Utility Barricade (Model 
EFS 4000), manufactured by ELEc- 
rRONIC SPECIALTIES Co., Batavia, Ill. 
is designed for ease of handling and 
hauling to reduce field damage 

Among the unit's features are: 
Esco-engineered angle iron legs and 
cross bar; customer name panel of 6 
in. by 40 in. marine plywood; barri- 
cade panel of 12 in. by 40 in. steel; 
40 in. leg length; finish of baked-on, 
implement enamel; and includes light 


mounting adapter. BooTH 310 
(Item 250) 


Helmet 
Features 
Neoprene 
Lens Holder 


\ welding helmet made by the 
CuicaGo Eye SHIELD Co., 2727 W. 
Roscoe St., Chicago 18, Ill., has a 
moulded neoprene lens retainer that 
mounts on the helmet without fas- 
teners of any type. This, in combina- 
tion with new delrin pivot assemblies 
and nylon chin rest bolts minimizes 
electrical conductivity between the ex- 
terior and interior of the helmet. The 
helmet shell is fiber glass. 

The retainer accommodates the 
popular 442 by 5% in. sizes lenses. 
glasses benefit 
from the increased downward viewing 
area. A choice of conventional glass 
plates or Cesco Plasti-Weld (plastic) 
filters may be used. With plastic filter, 
the helmet is said to be 7 oz. lighter 


Wearers of  bi-focal 
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than helmets with glass lenses and 
metal retainers of the same size. The 
rubber retainer acts as a shock ab- 
sorber to prevent the breakage of 
lenses which might result if the helmet 
is dropped. The retainer also provides 
considerably less heat transfer from 
exterior of helmet than do metal re- 
tainers. Unlike metal, the rubber re- 
tainer will not dent or bend, thus pre- 
venting the possibility of light leakage. 
Weld spatter has no effect on this re- 
tainer. Lens retention is accomplished 
without the use of springs or other 
devices not an integral part of the re- 
tainer. No tools are needed for chang- 
ing lenses. The nylon headgear fea- 
tures a broad cross strap adjustable for 
both height and position, and re- 
placeable foam sweatbands on head- 
band and cross strap. BooTHs 72-73- 
74. 


(Item 251) 


Abrasion 
Resistant 
Glove 


A plastic compound has been de- 
veloped by EDMoNT INc., Coshocton, 
Ohio which shows much _ increased 
wear in handling abrasive materials. 
In addition, this new glove shows im- 
proved solvent resistance. Because the 
toughness is a characteristic of the 
plastic compound, it requires no more 
than a normal amount of coating thus 
retaining flexibility and comfort. 

The glove will be available in seven 
styles, a palm coated knitwrist, fully 
coated knitwrist, palm coated band 
top, palm coated safety cuff, and 10 
in., 12 in. and 14 in. fully coated 


gauntlets. BooTtH 25. 
(Item 252) 





Environmental 
Suit 

Utilizes 

New 

Fabric 


An environmental suit for the pur- 
pose of chemical and fuel handling 
protection has many features used in 
other successful Davip CLARK Co. 
designs, both military and industrial, 
are used in this proposed garment. 
The basic components are: rigid dome 
type head enclosure (shell, remov- 
able transmitting and receiving pro- 
vision, lens and optional welding 
shield); suit (outer impervious layer, 
inner ventilating system, removable 
gloves, removable boots). 

The prime function of the suit is 
to permit the workei to operate under 
relatively safe and efficient conditions 
while processing such chemicals as 
chlorine trifluoride, liquid fluorine, 
pentaborane or nitrogen tetroxide. 

The helmet is quickly and easily 
attached, by means of mating rings, 
with a bayonet type connection. 

OMNICLOTH, the basic fabric 
used in the impervious layer, and de- 
veloped expressly for exotic fuel and 
extreme heat resistance, is undergoing 
extensive laboratory and operational 
testing. 

Donning and doffing of the garment 
are accomplished in either by way of 
a convenient, gas tight slide closure, 
installed in a proven practical manner, 
or a roll-up waist seal. 

Gloves (or mittens) are attached by 
the use of corrosive-resistant, gas tight, 
positive-lock forearm rings. Sizes may 
be in accordance with standard tariffs, 
or custom fitted. Technical bulletin 
available. 360 Park Ave., Worcester, 
Mass. BooTtH 311. (Item 253) 

— To page 75 
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CESCO-—Right Before Your Eyes! 


No. 366 (46mm) 
and No. 368 (48mm) 


Introducing a New Idea in Eye Protection! 





CESCO Stylist Metal Frame Glasses 


with comfort, style and safety features everyone will like! 


New CESCO Stylist Metal Frame glasses have fea- 
tures that will appeal to all. Both men and women 
employees will like their good looks and comfort- 
able fit. Safety Directors will like the extra pro- 
tection which the sturdy lens-retaining eye wires 
afford. Repair men will appreciate how simple it is 
to replace lenses, temples and nose pads. And last 
but not least, top management and purchasing peo- 
ple will recognize that new CESCO Stylist Metal 
Frame Glasses save money by giving longer serv- 
ice and cutting replacement part costs. 

POLYFIT BRIDGE ¢ Reduce inventory and fitting 
problems with one universal-fitting comfort bridge 
POPULAR EYE SIZES « F7 shape—46 and 48 eye 
sizes—use standard lenses 


SUPER SAFETY LENSES « 6.00 C clear or antiglare 
—dglass or plastic 


SEE CESCO Stylist Glasses at the National 


Safety Congress, Booths 72, 73 and 74 


STURDY TEMPLES « Cable or skull types with welded 
5-barrel hinges for greater durability. Cable temples 
available fully insulated 

SUR-LOK PINS « No lost screws. Temples held se- 
curely to frames 

SIDESHIELDS « Flesh or green perforated plastic. 
Flat fold. New plastic-bound wire screen in black or 
stainless steel 

RHODIUM PLATING « Nickel-silver frames and tem- 
ples plated in corrosion-resistant rhodium with 
smooth satin finish 


Consult your CESCO distributor for samples or write 
us direct for prices and complete information. 


Sideshield 
Model 
No. 367 (46mm) 


and 
No. 369 (48mm) 
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New Products 


Automatic Soundslide Projector 
Uses Tape Instead of Record 


The Synchromat sound-filmstrip or 
sound-slide projector combines co- 
ordinated tape-recorded sound and 
projection of images from filmstrips 
or slides 

The unit is used as follows: 

Slides or filmstrips are prepared 
from 35 mm negatives, then projected 
while the audio material is dictated 
into the tape recorder which forms 
part of the unit. When a given frame 
or slide has been described, or sound 
effects to accompany it have been put 
on the tape, the next slide or frame is 
similarly treated. A playback of the 
narration with simultaneous projec- 
tion is made to record automatic 
timing. 

The unit is available in several mod- 
els: slide projection, playback and re- 
cording; filmstrip projection, playback 
and recording; audio (playback and 


recording) only; and playback only. 
The projection units are both available 
with playback only, nonrecording. 
The projection and audio compo- 
nents are detachable for use separate- 
ly. INTERNATIONAL FILM BUREAU, 
INc., 332 S. Michigan Ave., Chicago 


4, Ill. Booru 195. 
(Item 257) 


Portable 
“Ear” Checks 
Audiometer 
Calibration 


Rudmose model RAIO6 Electro- 
Acoustic Ear, a portable instrument 
for checking the gross calibration of 
audiometers, has been developed by 
Rudmose Associates for distribution 
by INDUSTRIAL Acoustics Co., INC., 
341 Jackson Ave., New York 54, N.Y. 

Designed for field use, the transis- 
torized RA106 utilizes two 9-volt bat- 
teries and one 30-volt battery. With 


four switches controlling its entire op- 
eration, the instrument may be used 
by non-technicians. 

The unit contains two dynamic mic- 
rophones, each mounted in a special 
coupler and calibrated at 8 discrete 
frequencies (250 through 8,000 cycles 
per second) for checking manual 
audiometers. An_ internal oscillator 
permits rapid electrical calibration of 
the amplifier. 

In addition of checking the calibra- 
tion of manual audiometers, the 
RA106 can also be used to check 
automatically the calibration of Bek- 
esy type audiometers. The unit weighs 
5% Ibs. and measures 6 by 5% by 
9% in. high. BootH 215. 

(Item 258) 


Spanish Version 
For Operations Manual 
INTER-AMERICAN SAFETY COUNCIL, 
2 Rector St., New York 6, N.Y., is 
now translating into Spanish several 
chapters of the NSC Accident Pre- 
vention Manual for Industrial Opera- 
tions. These will be on display at the 


Congress in BootH 158B. 
(Item 254) 
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CURTAINS & FABRICS 


e DUCK—UL Approved 


e WELD-TEX—Vinyl coated 
Glass Cloth 


e RAY-FOIL—Aluminum Foil on 
Glass Cloth 


e ASBESTEX—Coated Asbestos 











FROMMELT WELDING 
SHIELDS, SCREENS, 
CURTAINS, BLANKETS 


SAF-T-SCREENS “60” 


Portable Floor Screens 
Portable Fire Fighting Screens 


Aluminum Tubular Frames & 
Curtains Factory Assembled. 


Self Standing. 

















BLANKETS and COVERS 


e Fire Blankets 
e Protective Covers 


e Protective Clothing 


SPA-FLA SHIELDS 


e FIRE Portable 
e SPARK 


e FLASH 


Wrap-Around 
Shields 


PORTO SCREEN “50” 


e “Sold in Kit Form” 


e With our Slip on Hardware - 
Hooks - Curtains. 
e Assembled with your Pipe. 





Write for New Catalog No. 400 
FROMMELT INDUSTRIES, 


National Safety News, October, 1961 


INC. 


DUBUQUE, IOWA 


Approved Protective Equipment for Industry! 
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New Products 


Resuscitator Goes 
Through Tight Spots 


GLOBE INDUSTRIES, INC., Dayton, 
Ohio, has developed a_ lightweight 
two-cylinder resuscitator kit known 
as the “Compact II.” The kit includes 
the Seeler resuscitator valve, an aspir- 
ator, two medical “D” cylinders and a 
metal box containing the facepieces, 
airways, and other items furnished 
with the kit. 

All components of the “Compact 
II” Resuscitator Kit are mounted on a 
single rigid plate. The kit is available 
as an ambulance model that permits 
the plate to be mounted on a hook in 
an emergency vehicle or as a covered 
model enclosed in a hard case or 
canvas bag. The carrying handles and 
size of this two-cylinder resuscitator 
kit permit it to be carried through 
openings as small as 14 in. in diam- 


eter. BooTH 168. 
(Item 259) 


Suit Kooler 
Uses 
Liquid Air 


Fyrepel suit kooler 907 contains a 
cooling device which provides the 
wearer with cool dry air for breathing 
and body cooling. The back mounted 
unit can sustain a man in a sealed 
suit for a period of two hours. The 
air supply comes from liquid air car- 
ried in insulated tanks. The suit kooler 
developed by Aro Firewel for the mili- 
tary has been modified for industrial 
and fire fighting applications for Fy- 
REPEL Propucts, INC., Newark, Ohio. 

The liquid air is converted to a gas 
by means of a heat exchanger which 


absorbs heat from secondary air cir- 
culated within the suit by an ejector 
pump operated by the primary air. A 
flow of 10 cu. ft. per min. of 60°F 
to 65°F dry air is exhausted or flows 
from the ventilation tubes. Body 
moisture is condensed on the heat ex- 
changer. A warning device warns the 
wearer that the liquid air must be re- 
plenished within ten minutes. 

The 23 pound back pack can be 
used in conjunction with the Fyrepel 
fire and furnace entry suit, and with 
proximity and chemical handling 
units. No external power source or 
connections are needed. Hand carried 
units and units of shorter duration 
are available. BooTH 323. 

(item 260) 


Bowl Cleaner 
In Tablet Form 


A toilet bowl cleaner in tablet form, 
called Bol-Tabs, is designed to pre- 
vent damage to terrazzo floors. Cus- 
todians simply open a foil sealed pack- 
age and drop tablet in bowl. The Bol- 
Tab fizzes and dissolves to create the 
cleaning solution. Horizon _ INDUs- 
rRIES, 400 Upper Midwest Bldg., 
Minneapolis |, Minn. BooTH 227. 

(Item 261) 


—To page 80 

















THE SOLUTION TO AN ¢ 


SILCONEX (77% silicone) is the most univer- 
sal skin ointment now available. It protects not 
only against water dissolved materials but also 
against solvents and oil-solvent—water—chemical 
mixtures. It resists exposure to strong acids and 
alkalis, oxidizing agents, salts and other chem- 
icals whether in water or organic solution. It 
prevents initial sensitization by allergents. It is 
non-conducting and therefore useful in elec- 
tronic operations. Simple to apply, one or two 
applications a day provide ample protection. It 
has an important place as the most universal 
weapon against contact dermatitis. 


CLEREX & H-R CREAM SOLVENT PROTECTION 
protect the skin against organic solvents. They 
wash off with soap and water. CLEREX is a 
gel which forms a continuous, strong, elastic 
skin-adherent film which does not interfere 
with tactile sensation. The film is insoluble in 
all anhydrous organic solvents, oils and 
greases. It protects against the hydrocarbons 
(benzene, benzol, toluene, gasoline, varsol 
turpentine, kerosene, solvent naphtha), the 
chlorinated hydrocarbons, nitrites and the 


HYGIENE RESEARCH 


ee SE PEGIES Mic 


rie 
Sihit 


Wl 


i % 


polymerizable monomers (styrene, acrylonitrile, 
and unsaturated esters for producing polyester 
resins). Used in making and using paints, 
varnishes, plastics, polyester resin — fiber-glass 
compositions, lacquers, inks, and in metal de- 
greasing using trichlorethylene. H-R CREAM 
is a modification of CLEREX with a vanishing 
cream base. It is highly resistant to the mate- 
rials listed under CLEREX. It is useful where 
protection must be applied to the face and 
arms as well as the hands. It has proven 
highly effective against phenolic vapors, creo- 
sote, extreme exposure to coolants, tars, 
rubber-asphalt and rubber-tar mixtures, petro- 
leum oils, plastic and adhesive compositions. 


VEREX—<a general purpose borrier cream 
widely used in both the office and the plant, 
in the mechanical, textile, chemical, rubber 
and process industries — protecting the skin 
against ordinary exposure to coolants, dirt, 
grease, inks, cement, sulphur, rust, carbon 
black, etc. Protects against contact with poison 
ivy. Soothing to the skin. Washes off with soap 
and water. 


INC. 


684 Broadway, New York 12, N.Y. 
Literature and samples on request. Write Dept. NS-1061 
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JUSTRITE 


The quality Safety Cans 
for positive fire prevention 
at lower insurance rates 


The real test of any safety can is how well it 
stands up under all conditions of use. The extra 
strength built into every JUSTRITE Safety 
Can makes the difference in performance and 
durability. 

The illustration shows that JUSTRITE has 
the extra strength and extra features that sets it 
apart from any other safety can on the market. 
Is it good business or good sense, when buying 
safety cans, not to insist on the top quality 
brand name in the field? Safety directors have 
proved by experience that JUSTRITE quality 
guarantees the best protection always. Order 
JUSTRITE and be on the safe side! 


SOLD BY INDUSTRIAL DISTRIBUTORS 


JUSTRITE MANUFACTURING COMPANY 
yi) Do eeveltas i te) say: \"s Seal ilar: Vcleomer mamas 
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"- : H996...Rugged 8” Chemical Boot with H315...Hy-Test's newest—Black Gold, Soft 

black rosite (water-repellent leather) Grain Executive Oxford, Resist-Oil Hy-Flok 
upper and black Resist-Oil sole . sole and no-mark heel. See it at the Show! 

and heel. . Delivery: January...Place your order now. 


Fat SEA 


2 


hee. . . a sal 
os : 








one 


. el 








Like a Silent Guardian, 
Hy-Test Fills the Need 


Whether your men need the protection of a rugged chemical-resistant boot 
like the H996 or a smart executive dress oxford like the H315, HY-TEST 
SAFEty SHOES are the answer . . . Because Hy-Test makes SAFEty SHOES 
for every type working condition—the only SAFEty SHOES with the famous 
Anchor Flange Steel Box Toe plus built-in comfort features for SAFE, easy- 
going wear all day long. Like a silent guardian, Hy-Test’s research staff 
constantly watches over the changing protective footwear needs of every 
industry and develops new types of SAFEty SHOES whenever necessary. 
That's why Hy-Test is always able to offer a complete and up-to-date line 
of SAFEty SHOES for protection against all foot hazards, on and off the 
job ... HY-TEST SAFETY SHOES, Division, International Shoe Com- 
pany, 1509 Washington Ave., St. Louis 66, Mo. . . . 2224 N. Tenth St., 
Philadelphia 33, Pa. 


HY-TEST (Vz 
os HY-TEST EXHIBIT 
NATIONAL 


Safe  ShoeEsS |tawncutmtun 
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New Products 


Cco., oO. and 
CO Safety 
Testing Kit 


A portable kit for measuring CO,, 
O., and CO has been developed by 
BACHARACH INDUSTRIAL INSTRUMENT 
Co., 200 N. Braddok Ave., Pittsburgh 
8, Pa. The kit includes two Fyrite 
analyzers—one for measuring carbon 





dioxide, the other for measuring oxy- 
gen—and the Monoxor, a direct-read- 
ing carbon monoxide indicator which 
is available in two ranges, O-.2 per 
cent or 0-.5 per cent CO. These in- 
struments, along with accessories, are 
sample tested creates suction which 
draws the absorbing fluid up into the 
instrument’s graduated measuring 
tube. The resultant level of the fluid 
in the tube indicates the CO, or O, 
percentage in the test sample. 

The Monoxor carbon monoxide in- 
dicator shows percent carbon mon- 
oxide in the test sample by measure- 
ment of the CO-stain in a replaceable 


NON ON 


bulitalstTlatediull 


For Further Information Contact: 


TITMUS.OPTICAL COMPANY, 


INC. 


PETERSBURG, VIRGINIA 
World's Largest independent Manufacturer of Ophthalmic Products 





VISIT TITMUS BOOTH 194-A 
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packed in a metal instrument chest 
with carrying handle. 

Kit is suitable for safety tests of 
working and operating conditions, as 
well as for combustion tests of fur- 
naces, water heaters, room heaters, in- 
cinerators, etc. 

The Fyrite analyzers employ the 
fundamental “Orsat’” method involv- 
ing absorption of CO. or O., respec- 
tively, by a chemical absorbent. Ab- 
sorption of the CO. or QO, in the 
indicating tube —requires no _ color 
matching or special training. 

For further particulars write for 
Fyrite Bulletin 805A and Monoxor 


Leaflet 890C. BootH 324. 
(Item 262) 


Sentry Slings Warning Ring 
Indicates Overloading 


Sentry Slings, with a warning ring 
that provides visual evidence of over- 
load, is made by THE CAMPBELI 
CHAIN Co., York, Pa. 

The new slings are equipped with 
warning rings which elongate when 
the sling is overloaded. Though 
stronger than the chain itself, the ring 
gives immediate warning by changing 
shape—before permanent damage to 
the sling can occur. 

When repairs are necessary, they 
are quickly made, with warning rings 
easily replaced at the factory. In most 
cases, only the ring need be replaced, 
so repair costs are kept to a minimum. 

Fully tested for over a year by 
foundries, steel fabricators and heavy 
equipment manufacturers. They are 
available in all types, and are made 
from Cam-Alloy steel chain. BooTHs 
230-231. 

(Item 263) 


— To page 84 
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that Acco’s New Hi-Pli Wire Rope Sling! 
And it straightens out when released!"’ § 


It’s pliable as hemp with the strength of steel able, clean Galacco finish that resists rust. And, 
lt’s practically kink-proof of course, Hi-Pli slings are registered safe... your 
Hi-Pli lasts longer...use again and again assurance they have been factory proof-tested at 
Mches fest, cany week of any ttt twice rated capacity. The tag and certificate tells 

They're called “Hi-Pli” for high plisbility, the 7° =* 

result of ACCO’s own arrangement of six ropes Ask your distributor about Hi-Pli...or 

around one. They have patented Dualoc endings Write us at Wilkes-Barre, Pennsylvania, 

that double lock the sling ends. They have a dur- for Bulletin DH-532B. 


ip ACCO Registered 
: L SLINGS 


Wire Rope Sling Department « American Chain & Cable Company, Inc. 


Wilkes-Barre, Pa., Atlanta, Chicago (Melrose Park), Denver, Houston, Los Angeles, New York, Odessa, Tex., Philadelphia, 
Pittsburgh, Portland, Ore., San Francisco, Bridgeport, Conn. * In Canada: Dominion Chain Company, Ltd., Niagara Falls, Ont. 





00999—6” black, all-rubber work shoe. Sponge 
00263—Plain toe amber-colored boot. Roll top insole. Yellow tip, binding and laces. Steel toe 
binding. Leather laces. Neoprene wedge sole box. 6-12,13. 

» and heel. Leather-lined steel toe box. D, EE 6-12. 








are our new 
safety shoes 


that look like 
safety shoes 


00288—Fully insulated. Quilon®-tanned (water 
and chemical-resistant). Cushioned insole. Fully 
leather-lined. Oil-resistant white wedge Neo- 
crepe sole and heel. Leather-lined steel toe box. 
D, EE 6-12. 


00262—8-inch straight tip black boot. Storm 
welt. “Ruff-neck” cord-grip sole and heel. 
Leather-lined steel toe box. D, EE 6-12. 





See the whole line at The National Safety Show, 


National Safety News, October, 1961 








00710—Smooth black leather laceless oxford. 
Elastic side gores for snug fit. Neoprene heel. 
Butyl-leather outsole made to military specifica- 
tions. Leather-lined steel toe box. C 7-12, D, E, 
EE 6-12 (Also available in brown—00760) ; 


00629—Inside, from toe to heel, a deep, soft 
innersole of foam cushioning. Like walking on 
air.Neoprene heel. Butyl leather outsole. Leather- 
lined steel toe box. C 7-12, D, E, EE 6-12 (Also 
available in brown—00681) 


and here are 


our new 


Safety shoes 
that don’t 





00960—Casual-styled, lightweight oxford. Rug- 
ged brushed pigskin finish. Neoprene Nitro- 
crepe sole and heel. Leather-lined steel toe box. 
D 6-12, E 6-12. 


Y) 00765—Hidden elastic gore makes it easy to slip 

7 on and holds foot snugly. Neoprene crepe sole 

and heel. Leather-lined steel toe box. D, E 6-12. 
(Also available in oyster color—00764) 


For details of Thom McAn’s sales plans, illustrated list 

of safety shoes and setof safety posters, writeThom McAn homWeAn 
Safety Shoe Division, 25 W. 43rd St., New York 36, N.Y. 

Booth 118, Hilton Hotel, Chicago, October 16-20, 49th Annual National Safety Congress. 
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New Products 


Safety Ladder Shoes 
For More Feet 


Shur-Grip Safety Ladders Shoes 
are available for all four feet. Alumi- 
num extrusions with heavy rubber 
soles riveted at three points give slip- 
resisting protection. Available with the 
back pair in a smaller size for light 
duty ladders, or with all four shoes in 
the large size to fit the front rails and 
back legs of heavy industrial step lad- 
ders. For extension and single ladders, 
a two-way combination style is avail- 
able with both a rubber sole (for use 
in horizontal position indoors) and a 
hardened steel spur (for use in verti- 
cal position outdoors on ice, hard 
ground, or concrete). THE BAUER 


Mec. Co., Wooster, Ohio. BooTH 190. 
(Item 264) 


Compact Fire 
Extinguisher 


Fire protection for homes, autos, 
boats or any similar location is avail- 
able with the new compact Merrimac 
extinguisher made by ANSUL CHEMI- 
CAL Co., Marinette, Wis. An easy-to 
operate cylindrical extinguisher with 
a replaceable shell, the unit is ap- 
proved by the U.S. Coast Guard and 
listed by Underwriters’ Laboratories. 

If the extinguisher is used to put 
out a fire, its empty shell can be un- 
screwed and replaced as easily as 
changing a light bulb. 

Contains 2% Ibs. of dry chemical 
and is rated 4 B:C by Underwriters’ 
Laboratories. Spare charges for fac- 


tory filled and sealed, can be stored 
nearby so there will be no interruption 
in fire protection. The shells remain 
fully charged indefinitely. 

Instead of gauges the unit has red 
plastic seals which warn of discharge 
or tampering. One breaks away when 
the unit is discharged—the other 
breaks when the shell is unscrewed 
from the discharge head. Replace- 
ment seals are provided with each 
spare shell. 

if either of the red seals is gone 
from the extinguisher when it is 
inspected, it can be weighed to deter- 
mine whether it is fully charged. The 
proper weight is stamped on each 
shell. Any loss of extinguishing agent 
or pressurizing gas will register on an 
ordinary scale. If the scale registers 
a weight loss, but the shell has not 
been punctured, Ansul will replace it 
free of charge. The bracket serve as 
locking devices to prevent accidental 
discharge. The extinguisher’s compact 
shape makes it easy to mount in any 
small space. Warranted by the com- 
pany for 5 years. BooTHs 92-93. 

(Item 265) 


Ubangi Stirrup Cover 
Eliminates Clamp Pins 


The lightweight ubangi stirrup cov- 
er is designed for hot stick application 
on all standard sizes and types of stir- 
rups or hot line clamps used in dis- 
tribution work. It gives complete cov- 
erage of stirrup and hot line clamp. 
Molded of impact-resistant, semi-hard 
stock, the ubangi stirrup cover firmly 
grips hose to eliminate the need for 
clamp pins. Skirts at both ends are 
soft for easy installation. Cover locks 
to regular rib-grip line hose or ubangi 
hose by interlocking ribs and serra- 
tions, preventing movement of cover 
or slippage of hose. The cover is 
quickly applied and removed with the 
ubangi applicator. W. H. SALISBURY 
& Co., 401 N. Morgan St., Chicago 
22, Ill. Bootus 90-91, 

(Item 266) 


Seat Belt Has 
Double Toung Locking Device 


New seat belts feature a metal-to- 
metal buckle with double toung lock- 
ing device. Flat release plate must be- 
raised 45 degrees to disengage belt. 

Fabric is 100 per cent Nylon web- 
bing, 2-in. wide, exceeding offic al re- 
requirements. Double W _ stitching 
where belt fabric joins bruckle. 

Floor brackets are heat treated and 
fastened by high-carbon steel bolts to 
under-floor reinforcing plates. Extra 
floor fittings permit use in more than 
one vehicle. 

For installation in front or rear 
seats, in any vehicle. 

Available in wide range of colors. 
BEAM’s Co., Oklahoma City, Okla. 


BooTH 27. 
(Item 267) 


Light Magnifier 


\ aed 


[Two new models of a clamp-type 
light magnifier have just been intro- 


duced by APEX SAFETY PRODUCTS, 
801 W. Baltimore St., Detroit 2, 
Mich., a division of WHITE SEWING 
MACHINE Corp. 

Designed to meet exacting optical 
specifications, the light magnifiers pro- 
vide cool, shadow-free light and un- 
distorted magnification when directed 
over a working area. 

The magnifiers are equipped with 
5-in. lenses, providing ample working 
space within their focal range, and 
are illuminated with an 8-in. circular 
22 watt fluorescent light. 

These clamp-type models can be 
mounted on tables, benches, machines, 
walls, etc. Model 100 features two 
extension arms, 24-in. reach and a 360 
degree sweep. The model 104 has one 
extension arm and a 38-in. reach. 

Super-Sight magnifiers are recom- 
mended by the maker for use in in- 
spection, small parts assembly, de- 
tailed layouts, engineering depart- 
ments, first-aid rooms, art studios, and 
wherever better vision is required. 
Both models feature finger-tip control 
for maximum ease of positioning. 


BooTH 171. 
(Item 268) 
— To page 86 
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Fire Apparel 
Meets New Needs 


3 

An aluminized asbestos cover hel- 
met and silvrprened asbestos gloves 
are two recent items from WHEELER 
PROTECTIVE APPAREL, INC., 224 W. 
Huron St., Chicago 10, IIl. 

The cover helmet is worn over a 
fireman’s hat. Double thick panoramic 
windows 7 by I1 in. are standard. The 
inner window is made of a heat-resist- 
ant plastic. The outer, or cover window, 
is gold film and reflects 85 per cent of 
incident radiant heat. The window re- 
tainer, or vision frame, features a lock- 
on bracket that makes window removal 
a simple job. Windows lock against a 
neoprened gasket. The retainer locks 
into an aluminum plate of our own 
design. The helmet folds up into small 
pack and comes in a red ditty bag. 

Frequently hot handling jobs in- 
volve chemicals, liquids, or greases 
that regular asbestos is not suited for. 
Silvrprened asbestos gloves are de- 
signed especially for these jobs. The 
silvrprened gloves provide additional 
abrasive wear and heat reflecting 


qualities. BooTH 77. 
(Item 269) 


National Safety News, October, 1961 








Resuscitator Features 
Manual Override 


The industrial model “Minuteman” 
resuscitator weighs 28 Ibs. and is quite 
small and compact. It features versa- 
tility of use in respirator accidents in 
large or small industrial plants. In ad- 
dition to having adjustable pressures 
and oxygen-air concentrations, it car- 
ries a manual override which makes 
it- possible to get past a throat spasm 
or other obstructions in the patient’s 
air passages. STEPHENSON CorpP., P.O. 
Box 392, Red Bank, N.J. Booru 29. 


(Item 270) 





Unique New Suspension 


Makes APEX 
Safety Hats & Caps 


Exclusive Most Efficient Design Cuts Suspension W eight 30% 


Most efficient suspension ever designed . . . offers these outstanding advantages 


@ Simplified two-part design provides 
broader and better distribution of im- 
pact, prevents hat wobble, offers three- 
position adjustment for crown height 
and wearing angle. 

@ New formula polyethylene construction 
‘ resists cracking from long expo- 
sure to ultra-violet light. 

@ Insures minimum 14” safety margin 


between head and shell. 

@ Has greater range of adjustment to fit 
head sizes from 644 to 8. 

@ In assembly easily snaps in and out of 
T-slots for quick replacement and fits 
any APEX hat and cap now in service. 

@ Built-in safety construction eliminates 
metal parts, buttons and tie string. 

@ Easy cleaning — greater hygiene. 


There's an APEX safety hat or cap for every application: 


© FIBERGLASS 
° ALUMINUM 


in eight colors 
in five colors 


in safety yellow 
in safety yellow 


Write today for detailed literature 


Visit us at booth 171 
National Safety Congress 
October 16-20 


Division of The WHITE Sewing Machine Corporation 
801 W. BALTIMORE AVE. ©¢ DETROIT 2, MICHIGAN 


SAFETY PRODUCTS 
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3-A, 20-B:C 


2-A, 16-B:C 
20-POUND 


10-POUND 


NEW KIDDE 
TRI-CLASS-ABC UNITS 
APPROVED FOR 
A, B, C, FIRES! 


U.L.-approved for use on all three classes of ordinary combustibles, 
flammable liquids, and electrical fires, new 10 and 20-pound Kidde 
dry chemical portables now simplify the job of fire-fighting, eliminate 
the possibility of error in matching the extinguisher to the fire haz- 
ard. Both make the job of training personnel easier, since they fea- 
ture simple, two-step operation. Just aim, and pull the trigger... 
fire is smothered in seconds. 

Tops in performance and quality, pressurized Kidde Tri-Class- 
ABC 10 and 20-pound portables release a powerful, non-turbulent 
dry chemical stream to insure dependable, fast-acting fire protection. 
Simple recharging means that once used, your units are quickly put 
back in service. In addition to full U.L. approval, both units are 
approved by Factory Mutual Laboratories. For more information on 
these easy-to-use portables, write to Kidde today! 


. > 
S RS S . 
S 
R A “ . 


Industrial and Marine Division 


Walter Kidde & Company, Inc., 1045 Main St., Belleville 9, N. J. 


Walter Kidde & Company of Canada Ltd., Montreal — Toronto — Vancouver 
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New Products 


Heater 
Has Cut-out 
Feature 


SUN-HEaAT, INc., 998 E. Wood- 
bridge Ave., Detroit 7, Mich., has an- 
nounced its TP series infrared heaters. 
[he TP heaters are 14 in. high, 23 
in. long and 4 in. deep and come in 
three capacities: 1000, 1259, and 
1500 watts. Each TP model has a 
built-in thermostat to control heat out- 
put and a thermal cut-out switch with 
automatic reset as a safety control. The 
thermal cut-out is designed to pre- 
vent overheating of objects that might 
be draped over the heater and to pro- 
tect rugs from getting too hot if heat- 
er is accidentally tipped over. Ap- 
proved by Underwriters’ Laboratories. 


BooTH 7. 
(Item 271) 


Respirator 
Features 

One 
Cartridge, 
One Pre-Filter 


The C-251 respirator consists of 
the C-200 body fitted with CMA car- 
tridge and C-251-7 pre-filter, and has 
U.S. Bureau of Mines Approval BM 
23B-16. This respirator is approved 
for protection against organic vapors 
and paint, lacquer and enamel mists. 
The filter is attached to the cartridge 
by means of a molded plastic clip cap. 
The filters and cartridges are indivi- 
dually replaceable. PULMOSAN SAFETY 
EQUIPMENT Corp., 644 Pacific St., 
Brooklyn 17, N.Y. BooTtHs 63-64. 

(Item 272) 


New Fire Equipment 
Catalog Released 
A 76 page catalog covering the line 
of fire protection equipment manu- 
factured by ELKHART Brass MFG. 
Co., Inc., Elkhart, Ind., is available 
to municipal and industrial fire de- 
partments. The firm’s line of nozzles 
including the Select-O-Flow constant 
flow mystery nozzles, as well as jumbo 
nozzles, are shown in detail. In addi- 
tion, valves, couplings, expanders, ex- 
tinguishers and several other products 
are shown. Copies of the catalog will 
be sent upon request. BooTH 182. 
(Item 273) 
— To page 88 


National Safety News, October, 1961 














Section 5 — Personal Protection — Part | 


get 


modern 


CLEARVIEW VISOR GOGGLE 
MODEL No. 1 
WITH SCREENED PORTS 
WITH 


JONES FULL VISION VISOR GOGGLES 


WITH ALL THESE EXCLUSIVE FEATURES ... 


eye protection 


e VISOR TOP STOPS GLARE 
from overhead light 


@ 100°, VISIBILITY for greater 


safety and comfort 


@FITS over LARGE frame 
GLASSES 


@®NO STRUTS or frame to 


obstruct vision 


®NEW VISOR head band sus- 
pension for added comfort 

@ REPLACEABLE one-piece 
lens 

®NEW down-angle lens 

® INCREASED impact strength 

®NO FOGGING—no pitting 

@NO GLARE, distortion or 


reflection 


®NEAT — smart — modern 
appearance 


@SAFELY NON-FLAMMABLE 

® LIGHT WEIGHT—cool com- 
fortable 

®ECONOMICAL to use 


®ULTRA VIOLET ABSORB. 
ING LENSES 


SEND FOR ILLUSTRATED CATALOGUE FOR MODELS LISTED BELOW: 


CLEARVIEW : 
GLARESTOPPER #+1A 


ASSURED 


#1 


GLARESTOPPER #2 


WORKER 
ACCEPTABILITY 


JONES & COMPANY 


GLARESTOPPER +2A 
GLARESTOPPER +3 


Choice of 18 hole or Screened Port ventilation 
ONE-PIECE SHATTERPROOF PLASTIC LENS 


861 BROAD ST. - 


(METHYL-METHACRYLATE) 
CALL YOUR JOBBER OR WRITE TO: 


Light Pale Green 


Grey-Sun Goggle 
Dark Sage Green 


ELIMINATE 
EYESTRAIN 


AND 


REDUCE 
FATIGUE 


Clear Lens 


Pale Green 


PROVIDENCE 7, RHODE ISLAND 


VISIT US AT BOOTH No. 57—NATIONAL SAFETY CONGRESS & EXPOSITION 
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New Products 


Emergency 
Eye 
Fountain 
Swings 

For Use 


New Swing-Down Emergency Eye, 
Nose and Mouthwash Fountain for 
laboratories, factories or schools of- 
fers first aid for facial contamination 
and the effects of acids, chemicals, 
“hot” fuels, caustics, radiological, bac- 
teriological and other foreign matter. 

Spray bars in “stand-by” position 
are up and out of the way. 

The swing-down spray bars actuate 
a quick opening valve and releases an 
instantaneous flow of water 8 by 8 in., 
bathing the entire face at close to 
negative pressure. 

All piping, spray bars and func- 
tional parts constructed of red brass or 
copper. Exposed parts chrome plated. 
Stainless steel back splash panel, pro- 
tective hood and housing. Available 
with bottom, right or left water sup- 
ply. 


Volume controlled by loose key 
stop. Water consumption between 8 
and 10 gpm on between 10 and 20 lbs. 
flow pressure. 

Models available for installation on 
back of lab tables or sinks. Side 
operated models for end of sink. Re- 
cessed wall models have bottom sup- 
ply. LOGAN EMERGENCY SHOWER INC. 


P. O. 111, Glendale, Cal. Bootu 211. 
(Item 274) 


Spark Resistant Wrench, 
Pliers Bolster Line 


A 48-in. forged aluminum pipe 
wrench with replaceable non-ferrous 
jaws is the newest addition to AMPCO 
METAL’s INCc.’s line of non-sparking 
hand tools. 

The new wrench weighs 14 Ibs. This 
affords a reduction in handling fa- 
tigue. At the same time, the tool’s 
forged construction permits maximum 
efficiency for rigorous application in 
oil fields, refineries, etc. The wrench 
meets government specifications for 
heavy-duty pipe wrenches. 


The replaceable jaws — made from 
a non-sparking alloy — are claimed to 
last longer than beryllium copper in- 
serts. Replacing worn jaws saves the 
considerably greater expense of buy- 
ing entire hook or handle sections. 


The line of spark-resistant groove- 
joint pliers produced by the firm has 
been expanded to four sizes with the 
addition of 16-in. long, 4-in. capacity 
and 6'2-in. long, l-in. capacity mo- 
dels. 

The pliers are forged from alloys 
approved for non-sparking use in De- 
partment of Commerce report PB- 
151650. 

Like all Ampco Safety Tools, the 
groove-joint pliers are also non-cor- 
rosive and non-magnetic. Box 2004, 
1745 S. 38th St., Milwaukee, Wis. 
BooTH 10. 


(Item 255) 
— To page 90 


.ssseeeeebe safe with SALISBURY 


LINEMEN’S RUBBER 
PROTECTIVE EQUIPMENT 


Look to the leader for maximum security from 
energized circuits. Salisbury is a pioneer in the 
development and manufacture of rubber pro- 


tective devices . . . today produces a complete 
line of safety equipment to meet every hazard 
to linemen. Solve your safety problems with 
these performance-proved Salisbury products: 


Cable End Test Caps 

Rubbercuff Protectors Dead End Protectors 

Gleve Liners Static Resisting Line 

Curved Elbow Sleeves Ceats 

Straight Pattern Waterproof Rubber 
Sleeves Clothing 

Joint Paste Pots Rubber Boots 

P.B. Compound Pots Rubber Hats 

Gleve Bags 

Line Hose Bags 

Sleeve Bags 

Teo! Bogs 

Blanket Canisters 

Blanket Clamp Pins 


Line Hose Glove Protectors 


Connector End Line 


UBANGI Line Howe Connectors 
STIRRUP COVER 


All Rubber Blankets 

Duck Inserted 
Blankets 

Pure Gum Center 
Blankets 

Slotted Side Blankets 

Snap-Button Blankets 

Snap-Button Jackets 

Rubber Gloves 


Cross Arm Shields 

Marshall Tagging 
Device 

Insulating Stools 

Switchboard Matting 

Cable Bandages 


Self-Locking Cover For Standard 
Size Stirrups Or Hot Line Clamps. 


a 


Other Ubangi products designed for easy hot 
stick application include Ubangi Line Hose, In- 
sulator Hoods, Line Hose Connectors, Dead-End 


Protectors and Salcor corona-resistant Blankets. 
CIRCLE 32 ON READER CARD 


Write for new catalog L6... See 
latest product developments in 
booths 90-91. 


THE WORLD’S LARGEST MANUFACTURER OF 
LINEMEN’S RUBBER PROTECTIVE EQUIPMENT 


W. H. SALISBURY & CO. 


401 N. Morgan Street Chicago 22, Illinois 
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DON’T GET BURNED! GET SAFETY CLOTHING MADE OF 


SAFETEX 


FIRE RETARDED FABRIC! 


ight fire with a real fire-fighter—Safetex! It provides maximum 
clothing-safety protection and cotton comfort against fire and 
burns... protects workers and plant reputation! Numerous 
launderings do not affect the superior flame resistance of 
Bafetex...nor do dry-cleanings. There is no afterglow. Next time 
you order safety clothing made with fabrics requiring a flame 
retardent finish, specify Safetex to your garment supplier...or call 
Wamsutta / Pacific Industrial Fabrics Division for full information! 


» WAMSUTTA /PICIFIC 


INDUSTRIAL FABRICS, 1430 BROADWAY, NEW YORK 18, N. Y. 
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New Products 


Machine Measures Driver's 
Ability, Judgment 


The Aetna Drivotron is a driving 
simulator designed for use by fleets 
using passenger cars and _ straight 
trucks up to 1% tons. By exposing 
drivers to a wide variety of highway 
problems, the Drivotron is intended 
to evaluate a driver’s attitudes, habits 
and skills, and to indicate areas where 
further training may be beneficial. 

Sponsored by the AETNA CASUALTY 
and Surety Co. OF HARTFORD as part 
of its highway safety program, the 
unit is being built by Rockwell Mfg. 
Co. Pittsburgh, with specialists at the 
Institute of Public Safety, Pennsyl- 
vania State University cooperating in 
its development. 

The machine consists of a simulated 
truck cab which is equipped with the 
same instruments and controls found 
in similar real vehicles. Motion pic- 





tures taken from a moving truck and 
projected over the Drivotron’s hood 
show the roadway as it would appear 
to the driver during an actual drive. 

As he drives through the 10 traffic 
problems shown in the film, the 
driver’s performance is recorded on a 
continuous graph slowly unwinding 
at the control bank. Styluses register 
his rate of speed throughout the drive, 
the angles of his turns, when and how 
hard he braked, and whether he used 
directional signals and horn when he 
should have. 

Interpretive materials prepared by 
the specialists at Pennsylvania State 
University enable the instructor and 
the driver to analyze the performance 
graph and determine whether ad- 
ditional training is needed in any 
areas. BootHs 103-104. 

(Item 276) 


Safety Shoe Line 
Features 16 New Styles 

Laceless types, wing tips, moccasin 
toes, insulated shoes, and insulated 
boots are among new styles in the 
Fall 1961 line of safety shoes manu- 
factured by the THOM MCAN SAFETY 
SHOE Div., 25 W. 43rd St., New York 


26, N.Y., Bootus 118. 
(Item 277) 


for the newest and finest in safety... 


keep your eye on 


Twin curtains of soft aerated water follow 
facial contours . . . smoothly wash away 
contaminates. No harsh streams of driving 
jets. It’s safe and effective. 
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New Developments in 
Chain and Wire Slings 

ACCO registered slings, made from 
chain or wire rope or a combination 
of both, will be exhibited by AMERI- 
CAN CHAIN & CABLE Co., INC., at the 
1961 National Safety Congress. The 
wire rope sling department, Wilkes- 
Barre, Pa., will feature ACCO re- 
gistered Hi-Pli cable-laid wire rope 
slings noted for their extreme pliability. 
Because of their construction, six 
ropes around a center rope, they pro- 
vide the pliability of hemp with the 
strength of steel. They are kink re- 
sistant and straighten out when re- 
leased from a load. 

The company’s American Chain 
Division will exhibit factory-assembled 
sling chains and field-assembled Ku- 
plex sling chains in addition to show- 
ing their spreader bar with solenoid 
release which incorporates many safety 
features. ACCO’s new master Kuplink 
will be featured. This is American 
Chain’s newest development in 
Kuplex sling chain components. It is 
designed to simplify the assembly of 
single leg slings by making the cou- 
pling an integral part of the master 
link thus eliminating the need for a 
separate coupling link at that point. 


BooTHs 3-4. 
(Item 278) 


— To page 93 


Td VG 


at booth 167 
National Safety Congress & Exposition 


New Lifesaver deluge shower 
with impeller action 

shower head 

Instantly provides a soft, swirling deluge 
of water that washes contaminates from 
the entire body and clothing immediately. 


SPEAKMAN 


New safety catalog S-100 
Includes our entire new 1962 line. Write 
for your free copy today. 


SPEAKMAN COMPANY 


WILMINGTON 99, DELAWARE 
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DAY-GLO 
DEFIES 
DISTANCE ee 


because it’s fluorescent, with a brightness up to 
four times greater than standard safety paint. Safety 
experts agree that wherever visibility is vital, Day-Glo 
is a signal success. It provides instant identification of 
cranes, vehicles, danger signs, inflammable waste contain- 
ers, first aid boxes, safety helmets, machinery guards, obstruc- 
tions and all types of fire prevention equipment. With Day-Glo 
shouting its warning, you can reduce the chance of costly 
accidents in your plant! Day-Glo paint is available in five bril- 
liant colors, for indoor or outdoor use, brush or spray application. 


ee 


DAY-G 


Switzer Brothers? In¢. 
4732 St. Clair Avenue « Cleveland®, Ohio 


New York, Chicago, Los Angeles Canada: A.R. Monteith, Limited, Toronto 
tered trademark of Switzer Brothers, Inc 


Day-Glo is a reg 

















HIGH VISIBILITY ‘us: vetow ror sarery 


scientifically engineered protective 


, ML816 [ ML252 


Steel-toe lace workshoe. § Terre Haute mining boot. 
Both with safety-yellow toe caps. 


Steel-toe short 
boot with 
safety-yellow 





toe cap. 


YELLOW TOE CAPS FOR IDENTIFICATION 


High-tensile steel 
toe construction 
withstands up to 4 
2000 Ibs. with- ey py e 
out buckling; 

bears up under \ 
150 lbs. of 

Riad weight MRC 217 
drop. 


Two labels to look for when you're in the market for 
high-visibility safety with practical comfort and 
longer wear. 1. U. S. Tempered Rubber, the specially 
toughened rubber formulation that gives “U.S.” 
safety-toe shoes and boots at least 's longer wear. 
2. U.S. Industrial Raynsters® in Fiberthin® or Neo- 
prene. Where lightweight durability is a consider- 
ation you'll probably wish to specify U. S. Fiberthin, 
the new protective material with twice the strength 


~ 


> 


-_ 


Safety-yellow Brunswick 
general-purpose coat of nylon U.S. Fiberthin. 


clothing for all industry 





MRJ 797 
Safety-yellow Peerless jacket 


and overalls of “U. S.”’- treated Neoprene. 


and half the weight of the best conventional material. 
And for top value in meeting protective problems 
involving acids, oils, chemicals, you'll want to look 
into “U.S.” special way of treating fabric, outside 
and inside for maximum protection, with Neoprene. 
Call your jobber for information on these and other 
great U.S. Rubber products, safety-engineered in our 
research laboratories to meet the special requirements 
of all types of industrial and public service work. 


SEE BOOTH 178, NATIONAL SAFETY CONGRESS, FOR COMPLETE DETAILS 


United States Rubber 


Rockefeller Center, New York 20, N.Y. 
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New Products 


New Line of Head Protection 
Equipment Announced 

The following items have been 
added to the line of safety equipment 
from the WELSH Mpc. Co., Magnolia 
St., Providence, R.L: 

Plastic “Unibridge” section which 
locks securely to metal frame fits over 
95 per cent of employees and elimi- 
nates time consuming adjustments. 
Available with metal paddle or plastic 
covered cable temples; in 46 mm or 
48 mm eye size; with S7 shape lens, 
6:00 curve, clear or green, heat treated 
glass or CR-39 plastic; solid or per- 
forated, clear or green plastic or plastic 
bound wire screen side shields. 

Plastic frame “Clip-On” goggles 
have a spring clip attachment and can 
be clipped om prescription glasses by 
wearer for protection of ordinary 
glasses against pitting and scratching. 
Available with clear or green plastic 
lenses 

Plastic side shields, which can be 
assembled on safety spectacles by sim- 
ply slipping them over temples, are 
lightweight, available in clear and 
green plastic and will fit over all types 
of temples. Packaged one pair to a 
box. 

“WARRIOR” welding helmet fea- 
tures headgear with multiple adjust- 
ments to any head or position require- 
ment. Design eliminates need for bolts, 
screws, washers or nuts in headgear- 
to-helmet assembly. Headgear has 


pressure sensitive foam sweat band. 
Fixed front and lift front frames are 
interchangeable between straight and 
curved fiberglass shells. 
“Super-Bantam” lightweight respira- 
tor is effective in hot, humid, dust 
conditions, where its exhalation valve 


releases condensation and _ prevents 
moisture from collecting. Extra dense 
filter and double inhalation valve de- 
liver high filtration efficiency. Weighs 
| ounce and has four parts which are 
easily taken down and reassembled. 
With pliable frame cushion, frame and 
filter can be washed and re-used. Re- 
placement filters are available five to a 
box. 

A 9'% in. by I5 in. face shield win- 
dow that fits on all Welsh face shield 
models (the “Spartan,” the “Trojan,” 
and the “Welshman,”) is held by fibre 
band with three snap fasteners. Avail- 
able in clear or green with .020 or 
040 thickness. Packaged individually 
n polyethylene bags. 

“Flip-Top” welding goggles are a 
combination of welding goggles and 
plastic headgear with balance spring 
design enabling welder to raise or 
lower goggles with one hand. Adjust- 
ment to head size is made with pin 
lock arrangement on top and back of 
headgear. Foam sweat band cushions 
forehead. No overhanging weight. All- 
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plastic, brown cover goggles have con- 
tour cup design; fit over all corrective 
spectacles. 

The “Cyclops” goggle now has a 
rigid, more durable front, greater heat 
resistance and a softer, more pliable 
frame. Lens changing is accomplished 
by inserting cover and filter plate from 
side of front frame. Molded plastic 
latch and spring tension hold plates, 
prevent shake out. Single aperture pro- 
vides greater working vision. Opaque 
plastic ventilating ports reduce fog- 
ging, corrosion, and electrical contact 
problems. BootHs 123-124. 

(item 279) 


Wide 
Vision 
Mask 
Marketed 


A Fiberglas wide-vision safety 
mask has been designed and is in 
production by the FIBRE-METAL PRop- 
ucts Co., Chester, Pa. 

Designated No. 880, the new mask 
weighs 22 oz. complete with lens, uses 
lens size 4%2 x 5% in. Recommended 
by the maker for welding and heavy- 
impact face protection. Can be used 
with conventional headgear or in con- 
junction with safety cap head protec- 
tion. 

Standard features are a new plastic 
headgear (NO. 3-C), ratchet head- 
size adjustment, overhead depth ad- 
justment, free-float suspension joint 
arms, and all-aluminum parts for light 
weight and resistance to corrosion. 
Friction joints provide adjustment for 
lowerng and raising of the mask. 
BooTHs 179-180-181. 

(Item 280) 


Snake Bite Kit 
In Butyrate Plastic 

The A. E. HALPERIN Co., INC., 
Boston 18, Mass., has introduced a 
new plastic snake bite kit, No. 099. 
The kit contains a new plastic syringe 
made from durable black cellulose 
acetate butyrate plastic. 

There are two different attachments 
for the syringe; for small or large 
area venom removal. The kit also 
contains a plastic-handle lancet with 
stainless Steel blade, a permanent 
grease cup for syringe lubrication, as 
well as other basic first aid supplies 
for snake bite treatment. BooTH 213. 


Laboratory Develops 
Welder Head Protection 


Development of a new health pro- 
tective system for welders is announced 
by JAMIESON LABORATORIES, 7900 
Haskell Ave., Van Nuys, Calif. 

Known as the Whitecap model WL- 
1, the system provides above-the- 
shoulders protection for the wearer, 
including the head, eyes, ears, nose, 
throat, face, neck and entire respira- 
tory system. 

Air is supplied to through use of 
either a centrifugal filter/blower (for 
filtered air), or a hose-adapter con- 
necting the system to in-plant com- 
pressed air. A fine particle filter re- 
moves toxic fumes such as beryilium, 
cadmium, lead and zinc, as well as all 
flux fumes. Additionally, a chemical 
filter is available for providing ozone 
protection. The helmet, of double-shell 
fiberglass construction, meets or ex- 
ceeds federal specifications for Class 
A head protective device. Inlet air is 
ducted between the two shells and 
through peripheral holes in the inner 
shell. The removable, welder’s shield 
can be raised and lowered. A spark- 
resistant shroud affords further pro- 
tection for the lower face and neck. 
Chin cup and head band are adjust- 
able. BooTtH 191. 

(Item 281) 


Safety 
Rope of 
Polyethylene 


Polyethylene to replace cotton cord- 
age for safety marking purposes, is 
being marketed by D. Jay PRopucts 
Inc., P.O. Box 797, Newark, N.J. 

Blue-Jay Brand polyethylene Safety 
Marking Rope will be presented at the 
October National Safety Congress. 

High visibility characteristic and 
durability are characteristics claimed. 

Sample lengths and complete data 
can be obtained by writing on com- 


pany. BooTH 216. 
(Item 282) 
— To page 94 
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New Products 


Device 
For 
Cable 
Walking 


MEYER MACHINE, INC., Red Wing, 
Minn., manufacturer of the Tulito 
Safety Clamp, has developed a climb- 
ing system called the Tulito Safety 
Climber. 

The unit provides horizontal as well 
as vertical travel on buildings, towers, 
tanks, etc. The manufacturer says a 
workman can actually walk up or 
down, or move from one side to 
another, at will with complete free- 
dom to work. 


D | \ “ff ih 
mR . 


y iil | 
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BECAUSE — 


It is the most convenient and economical meth- 
od known for fogproofing goggles or wind- 
shields. The cloth lasts for as long as a year if 


kept clean and dry. 


It saves the worker’s time, He doesn’t have to 3” 
go anywhere to do anything about his goggles 
—he has the means of fogproofing them right 


in his pocket. 


The climbing system consist of two 
climber shoes and a Tulito Safety 
Clamp which are attached to two 
cables. These cables are attached to a 
removable trolley that permits the 
horizontal movement. The trolley 
guides on a T-iron plate that is 
permanently installed to buildings, 
towers, etc. 

The climber shoe is an adaptation 
of the Safety Clamp principle. When 
weight is applied to the climber shoe, 
the device locks to the cable. Release 
the weight and the climber shoe slides 
up. Workman climbs by alternating 
left and right foot. BootTHs 318-319. 

(Item 283) 


Press Safety 
Tools Available 

A line of safety pliers and hand 
tools for use in the feeding of punch 
presses, forging presses, drop ham- 
mers, air presses, hydraulic presses 
and similar machines is available from 
SEARJEANT METAL Propucts, INC., 
P.O. Box 74, Mendon, N.Y. 

The line consists of various sizes of 
pliers, tongs, vacuum lifters, and stock 
pushers made of a special aluminum 
alloy having high tensile strength but 


ductile enough so that the tool will 
crush or flatten out should the operator 
accidentally engage it in the machine 
or between the dies. 

Each tool has been designed to al- 
low a comfortable grip. 

The larger tongs may be had with 
hand holes large enough to accommo- 
date gloves. A special spring keeps 
the tool in an open position. The loop 
in the spring enables the operator to 
handle work with both hands. A fin- 
ger is inserted through the loop and 
the tool will remain in the hand when 
it is open. The finger loop will also 
prevent the operator’s hand from slid- 
ing off the tool and into the machine. 

The vacuum cup lifters, which are 
available in several sizes, have a small 
port in the handle to release the vac- 
uum. The thumb is held over this port 
to use the tool and raised to release 
the part. The cups come in two sizes, 
2% in. and 3 in., and will lift up to 
10 Ibs. 

Stock pushers in several lengths may 
be had with straight rods or with the 
tips offset at right angles. With this 
tool the operator can position the work 
piece or remove it from the machine. 
BooTtH 301. 

(Item 284) 


— To page 96 


The largest companies in the country give their workers 
SEECLOTH for fogproofing goggles & windshields. WHY? 


of SEECLOTH fogproof the windshield and 
prevent accidents. One fogproofing a week is 


usually sufficient to keep 
the windshield clear. 


SEECLOTH is made in a 


variety of sizes, namely, 


g” x 9” 


x 8” strips and also 
12” x 18” and 
16” x 18” pieces individ- 


ually packaged in poly- 
ethylene envelopes. 


If he fogproofs his goggles in the morning and 


after lunch, while his hands are clean, by wip- 
ing them with SEECLOTH, the goggles stay 
clear all day long and the cloth stays clean. 


In truck fleets and bus fleets the larger pieces 


Samples on request. 
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HYGIENE 


684 BROADWAY, NEW YORK 12, N.Y. 


Write Dept. NS-1061 
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VALUED FOR THE 


TRA alloy slings 


‘Stamina for the long haul!" That's the frequent comment on the 
performance of TM Alloy Sling Chains in steel mills, foundries, 
forge shops, mines and countless other industries. 

Bulletin 14A—packed with facts and specifications—gives you 
many reasons why TM Alloy Chain is valued by so many. Call 
your industrial distributor, steel warehouse, hardware whole- 
saler, or write today for your copy. 








S. G. TAYLOR CHAIN CO.., Inc. Prompt repairs on alloy 
Plants: Hammond, Indiana slings in both plants 


Ee | re | 2 3505 Smaliman St., Pittsburgh, Pa. 


HAIN 
1873 
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REMARKABLY DIFFERENT . . REMARKABLY 
SUPERIOR... PAX PHARMACEUTICAL GRADE 
WATERLESS SKIN CLEANER may be used 100 
times a day or more for removing tough work 
soils and the skin will be in better condition 
than before! Unbel‘svable? No, it’s true! This 
pleasant, light, antiseptic, cosmetic-like cream 
removes the toughest factory grime quickly 
and easily. Yet it is so mild and pleasantly 
scented that it makes an ideal face cream. 
PAX PHARMACEUTICAL GRADE is enriched 
with lavish quantities of lanolin and other 
emollients to protect, moisturize and lubricate 
the skin as it cleans. Leaves no grease or 
chemical odors on the skin. Just apply, mas- 
sage it in, then wipe it off. Or, for the surprise 
of your life, add water and it washes like 
toilet soap! 


PAX 


APPROACHES 
YOUR SKIN 


CARE PROBLEM 


Two WAYS 


PAX CREME SOAP... FOR THE WASHBOWL, 
SHOWER or SHAMPOO. This pleasantly scented 
antiseptic deodorant soap refreshes and condi- 
tions the skin with lanolin and natural skin 
lubricating conditioners. Use it in the wash- 
rooms and in the shower for all-over skin 
health. PAX CREME SOAP is formulated to the 
same quality standards as the finest cosmetic 
soaps and shampoos. It will give instant full- 
bodied lather even in hard or cold water, will 
clean thoroughly and rinse clean . . . leaving 
the washbowl free of curds and soap scum. 
Eliminates messy melting bar soap on the 
washbowl dangerous 

slippery bars on the shower 

floor. 


Write for information about the PAX C-P-2 
dispenser that converts quickly to either creme 
soap, waterless or granulated skin cleanser. 


G. H. PACKWOOD MFG. CO. 
1545 TOWER GROVE @ ST. LOUIS 10, MO. 
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New Products 


Barricades 
And 

Light 
Designed as 
Team 


CLA 
Lb | 


: 


New in the R. E. Dietz Co.’s line 
of safety warning signs are two bar- 
ricades and a barricade flasher light. 

Barricades 360 and 361 are identi- 
cal except that the former features 18 
gauge steel panels and the latter’s 
panels are of %-in. weatherproof ply- 
wood. 

Panels are 12 by 42 in. and bolt to 
the angle steel legs using cap screw 
and hex nuts 

In use, the barricades stand 39 in. 
high. They fold to 234-in. width for 
storage. 

“Caution” and “Danger” reflective 
warning signs are available for both, 
in either 5 by 18-in. or 5 by 30-in. 
SIZeS. 

The barricades are designed for use 
with the Dietz No. 655 Visi-Flash 
warning light. It incorporates an op- 
tical acrylic lens designed to deliver 
evenly dispersed light from the center 
of the lens to the edges. Twin 7-in. 
amber lenses mount in a visored die- 
cast head assembly. The assembly may 
be swiveled 180 degrees for aiming in 
any direction. Uses NDEA 916 or 908 
spring contact batteries for 6-V. opera- 
tion. Sixty-five .10 sec. flashes are de- 
livered per minute. Signal life claimed 
is about 750 hours with one battery, 
1500 with two batteries. 

Available with as many as 30 op- 
tional circuits to meet any state spe- 
cification 

Includes '%2-in. reflectorized lens 
band, 18 gauge steel battery case, and 
built-in tamperproof switch and _ bar- 
ricade mounting bolt. 225 Wilkinson 


St., Syracuse 1, N.Y. Booru 313. 
(Item 285) 


Conductive Soling 
Used in Hospital Shoes 


Conductive safety soling is designed 
for nurses’ and doctors’ hospital shoes 
and combines attractive white compo- 
sition edge with a conductive insert 
designed to provide utility and safety 
without sacrificing appearance. Con- 
ductive material is also available in 
standard form for general safety uses. 
Gro-CorpD RUBBER Co., 807 N. Jack- 


son, Lima, Ohio. Bootu 120. 
(Item 286) 


Unit 
Adjusts 
Ladders 

To Uneven 
Surfaces 





Available as a built-in accessory on 
extension, straight, four-in-one, or 
push-up extension ladders is the HIM- 
CO Equalizer. 

Constructed of high tensile strength 
aluminum alloy and hardened steel, 
the device is tested to support a 1,600- 
lb. vertical load. 

A heavy, spring-steel wire, threaded 
with alternating large and small steel 
washers, runs through the center of 
an inverted U shaped tube and is 
securely fastened to the end of each 
telescoping leg. 

Without weight on the ladder this 
assembly adjusts itself to irregular sur- 
faces, 

About 40 Ibs. on the ladder forces 
the washers into hardened steel gear 
teeth and the system locks. 

Rubber-treaded swivel feet have a 
914-in. self-adjusting differential. 

Unit sealed and packed with lubri- 
cant. 

Factory installation secures device 
in grooves in ladder side rails. Verti- 
cal rung measurements allow normal 
12-in. step to first rung. HOPEFELD 
INDUSTRIAL Mec. Co., 734 A St., P. 
O. Box 54, San Rafael, Calif. BooTH 
228. 


(Item 287) 


Sea Line nylon and “Dacron” rope, 
made entirely of 100 per cent Du 
Pont 707 fiber, comes in all sizes up 
to | inch (nylon), and %4 inch (Dac- 
ron). 

The scope of uses includes industries 
such as riggers, construction trades, 
transportation companies, etc. D. Jay 
Propucts, INc. P. O. Box 797, New- 
ark 1, N.J., the industrial manufac- 
turing division of Sea Line, offers free 
samples lengths and complete data 
upon request. 

(Item 288) 
— To page 98 
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DISPOSABLE “TRU-TOUCH” GLOVES 


with the greatest fingertip sensitivity ever developed! 


revolutionary new Wilson glove gives you all three of the 

u want most in a disposable industrial glove for inspection 

parts handling. It’s thin . . . so sensitive you can feel your 

rough it, tell whether a dime is heads or tails, feel every 

in a book of Braille! It’s strong . . . made of PVC with a 

strength of approximately 1000 psi. It’s inexpensive .. . 7c 

4c a pair, even less in quantity! You get superior fit 

t the “snap” or constriction of latex. Touch is never numbed 
r Wil-Gard distributor for literature and samples 


SOLD ONLY THROUGH DISTRIBUTORS 


See Us At Booth No, 23 At The National Safety Congress, October 16-20th. WR-961-13 


J) eee ane een, an em mm) HANOS INDUSTRY . SINCE 1916 


WIL-GARD 


THE WItSON RUBBER COMPANY INDUSTRIAL DIVISION CANTON 6, OHIO 


A Division of Becton, Dickinson and Company +. Pacific Coost Worehouse 530 Howard St, Son Francisco 5, California 
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New Products 


Fiberglass Ladders Have 
New Construction Features 

HopFIELD INDUSTRIAL MANUFAC- 
TURING Co., P.O. Box 54, San Rafael, 
Calif., has announced its HIMCO 
line of fiberglass ladders and acces- 
sories. 

The rails of the HIMCO line are 
die-molded fiberglass channels bonded 
around a processed wood core; yellow 
in color, they are designed to resist 
warp, abrasion, moisture and chemi- 
cals. The rungs are made of aluminum 
with ends knurled into barbed welts 
and pressed into side rails with epoxy 
mastic. Standard features include viny! 


abrasion strips at tops of side rails 
where ladder rests against support. 
Also, included are vinyl-tred safety 
shoes. 

The line’s extension ladder features 
a polypropylene hoist rope fitted in 
endlessdesign at side and a spring 
loaded lock controlled from the front. 
Stepladders in the line are fitted with 
nonskid swivel feet set in aluminum 
flare-brackets. The flat aluminum 
rungs are grit covered. Among the 
accessories in the line are aluminum 
strand hooks and a belted pole grip, 
both features designed to secure lad 


der tops. BooTH 228. 
(item 287) 
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Home 

Alarm 

Is 
Transistorized 


NorIFIER Corp., 3700 N. 56th St., 
Lincoln 4, Neb., announces its new 
KH - | transistor panel, especially de- 
signed for home fire detection systems. 
Thermostats, battery, bells and control 
panel are wired to form a complete 
home system, also suitable for small 
businesses and similar properties. 

In case of incipient fire in any area 
protected by thermostats, a bell will 
sound immediately, giving advance 
warning of danger. 

Transistor operation reduces main- 
tenance of mechanical parts. The low- 
drain local system is powered by a 12-V 
fire alarm battery, which will give 
service up to 18 months under normal 
conditions. 

The test switch will simulate alarm 
conditions for drill or test purposes 
manually check signal initiating cir- 
cuit and manually check the alarm 
bells, bell line and battery. 

The unit is a non-supervised local 
fire alarm system, producing signals 
at one or more places on the premises 


served. BooTH 321. 
(Item 288) 


fron) 


New features 
Added to 
Guard-Gate 


Rubber-grip handles have been 
added to the standard Guard-Gate 
barricade to provide ease in opening, 
closing and carrying. In addition, the 
manufacturer has added a snap-lock 
chain latch to secure the barricade 
when in collapsed or closed position. 
The all-steel barricade is quickly set 
up as a temporary warning device on 
highway or in-city traffic emergencies, 
for construction projects and for in- 
dustrial plant areas. 

Reflectorized, traffic-yellow cross 
bars provide night time visibility. Each 
Guard-Gate comes with basic mount- 
ings for flasher warning lights, flares, 
signs or extra large flag shafts (% in.). 
The unit is available in three models 
of four-, six-, or eight-ft. lengths. It 
stands 36 in. high in open position, not 
counting flags, and weighs 24 lIbs., less 
flasher lights. Each unit is equipped 
with two red warning flags. WEsT SIDE 
IRON Works, INC., 327 Front Ave. 
N.W., Dept. MJ, Grand Rapids, Mich. 


BooTH 218. 
(item 289) 


— To page 100 
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now! a truly portable way 
to test for hearing loss 


THE ZENITH MODEL ZA-100T 
DIAGNOSTIC AUDIOMETER 





* Fully [ransistorized, Battery Powered « Sma//, Light, Only 8% Pounds 


* Simple to Operate, Gives Professional Results « Meets ASA Specifications 


Being introduced at 
Booth 307 + National Safety Congress 
and Exposition 
Oct. 16-20, 1961 + Conrad Hilton Hotel 


Chicago 





With the new Zenith portable ZA-100T Diagnostic 
Audiometer, actual diagnostic testing of hearing loss 
can be done anywhere . . . in homes, schools, factor- 
ies, mobile units. Compact, completely transistorized 
and battery powered, it weighs just 8% pounds. With 
the ZA-100T there are no tubes to break or wear out 

.no outside power source is needed. One set of 
batteries lasts up to 120 hours. . . provides highest 
output accuracy and best complex masking of any 
portable audiometer. The Zenith ZA-100T Diagnos- 
tic Audiometer also has all these extra performance 


UTH és 
(LLL - 


"LIVING SOUND". 
HEARING AIDS 


r 


features: faster, smoother tone interrupter switch, 

automatic mercury shutoff switch, attractive carrying 

case and handle. The ZA-100T performs all these 

important clinical tests: 

1. Pure tone air in either earphone 

2. Pure tone air in either earphone with masking in 
the opposite earphone 

3. Pure tone bone 

4. Pure tone bone with masking in earphone 

5. Audiometer Weber test 

6. Audiometer Rinne test 


See it at the convention, or mail the coupon below! 


-RUSH COMPLETE INFORMATION TODAY --- 


Zenith Radio Corp., Hearing Aid Division, Dept. #@a 

6501 W. Grand Avenue, Chicago 35, lilinois 

Please send complete information on the amazing new 
transistorized Zenith Portable Diagnostic Audiometer. 








ORGANIZATION 





ADORESS 





ciry 
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New Products 


1 Plastic 
MS < Te Frame 
Glasses 


Sell-Fit is the name of a series of 
plastic-frame safety glasses offered by 
SELLSTROM Mec. Co., Palatine, Ill. 
Glasses feature a universal nose bridge; 
lenses are S-7 square shape. This 720 
Series is available with cable or spatula 
temples, 48 and 46 m/m eye sizes; 
frames are flesh, charcoal, or green. 
In addition to standard frames, other 
720 models are CS (flat-fold side 
shields), S (regular side shields) and 
W (wire mesh side shields). Wire side 
shields can be supplied with 20 mesh 
black screen or 40 mesh nickel finish 


screen. BooTHs 132-133. 
(Item 290) 


New Hi-Reflective 
Yellow Joins Color Line 

LAWTER CHEMICALS, INc., 3550 
Touhy Ave., Chicago 45, Ill., has de- 
veloped a new color, “traffic yellow,” 
for its line of HI-VIZ industrial safety 
paint. It will be shown for the first 
time at the 49th National Safety Con- 
gress and Exposition in Chicago, Oct. 
16-20. “Traffic yellow,” is the firm’s 
fluorescent counterpart of non-fluores- 
cent “federal yellow.” 

A technical bulletin and color card 
are available for the new color. BOOTH 


209. 
(Item 291) 


New 
Rubber 
On 
Gloves 


The successful application of nitrile 
rubber to the coating of work gloves, 
named Nygran, has been announced 
by the GRANET CorpP., Framington, 
Mass. 

This is the first time this synthetic 
latex, which offers resistance to oils, 
grease, hydrocarbons, solvents, acids, 
and many other liquids and gases, has 
been adapted to this use. 

The Nygran glove is described as 
having abrasion resistance comparable 
to plastic and cut resistance compar- 
able to neoprene. Adhesion of nitrile 
rubber to the glove fabric is claimed 


100 


superior to that of neoprene or of 
natural latices. 

Nitrile rubber has had long usage 
on conveyor belts, flexible couplings, 
shoe soles and heels, floor mats, print- 
ing blankets and on many other prod- 
ucts subjected to constant abrasion, 
cutting and chemical action. BOOTH 
170. (Item 292) 


Suit Protects Against 
Liquid Oxygen 


y 


Alspec Liquid Oxygen Protective 
Suit offers protection and efficiency 
in handling liquid oxygen, hydrogen 
and nitrogen. According to the maker, 
this garment (FSN 8415-NSL-PS-KA- 
1) has passed an independent labora- 
tory’s severest tests including total im- 
mersion in liquid oxygen and nitrogen 
with no detectable effects. Features 
include: open-vision face plates, dou- 
ble-faced plastic shields; 18 in. zip- 
up-back boots; fiberglass hard liner; 
adjustable plastic head piece. SAWYER- 
ToweR SAFETY Co., 76 Stanley Ave., 


Watertown 72, Mass. BooTtH 131. 
(Item 293) 


Loud Warning Horn 
System with Component Variety 

Falcon loud warning horns and sys- 
tems, adaptable fire alarm, plant evac- 
uation, or other signaling require- 
ments, are announced by the FALCON 
ALARM Co., 243 Broad St., Summit, 
N.J. 

These horns and systems allow 
variable loudness and range, with sig- 
nals of approximately 123—128 deci- 
bels possible. Multiple horns and sys- 
tems may be installed with freedom 
in the location of components so that 
both controls and signals may be 
placed where they will be most ef- 
fective and efficient. Any type of cen- 
tral control is possible. Horns may be 
placed indoors or outdoors to ensure 
that they can be heard day and night. 
Activation may be automatic or man- 
ual, and by gas or electric impulse. 
The blasts may be steady or intermit- 
tent. In addition, the systems can be 
self powered, non-electrical, and 
explosion-proof for hazardous areas. 
Principal components are self-con- 
tained, gas powered automatic fire 
alarms, manual horns, and _ small 
Freon-powered horns. Both detectors 
and horns may be used singly, but 
through the use of tubing are readily 
connected into multiple unit systems 
of any size. Accessory controls in- 
clude manual valves of the overhead 
pull and trigger types, break glass 
stations, pressure switches, solenoid 
valves, pilot valves, and automatic 
timers. 

Falcon Automatic Fire Detectors 
are listed by Underwriter’s Labora- 
tories, Inc., U.S.A., and by Under- 
writers’ Laboratories of Canada, Inc., 
and both authorities permit up to 600 
ft. of tubing in one system. Horns 
meet U.S. Coast Guard signal require- 
ments for Class 1, 2 and 3 boats and 
have been aprroved by the office of 
Civil and Defense Mobilization. 

An illustrated bulletin describes 
system components and explains with 
diagrams various system set-ups (Bul- 
letin FS-761). The manufacturer also 
invites inquiries regarding specific sig- 
naling requirements. BooTH 316. 

(Item 217) 


Steel Grating for 
Slip-Resistant Footing 

Firm-Grip safety grating is designed 
to provide firm footing on stair treads 
and platforms. 

The manufacturer reports in-use 
tests show the material provides safe 
footing on water, oil, or heavy grease 
covered inclines up to 10 degrees. 

The slip-resistant action is provided 
by serrations. 

BusTIN STEEL PRrRopucts, _INC., 
Dover, N.J. BooTH 306. 

(Item 295) 


— To page 102 
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JD) JR A\ TE; Gp TE: TR 
MULTI-GAS DETECTOR 


for “on-the-spot” readings ! 


THE DRAEGER MULTI-GAS DETECTOR 

provides an essential safety measure for 

many occupations — serving to trace and determine 
concentrations of more than 30 gases. Easy semi-quantitive 
gas estimations can be read at site of test, even by 
persons not analytical chemists, to save not only 
time but expense. This practical safety apparatus 
is a product of internationally known “Dragerwerk 
Lubeck” of Germany, one of the world’s largest 
factories, and specialists for almost 60 

years in respiratory equipment for safety 

purposes, diving, and the medical field. 


/ 


> 4 — 


y, 


Complete descriptive f 
literature on request. 


,™ 
7) In the US.A., contac: DRAEGER CORPORATION 








432 Park Avenue So., New York 16, N. Y. — MUrray Hill 4-4390 


In Canada, contact: SAFETY SUPPLY COMPANY 


DRAEGER 214 King St. East, Toronto 2, Ont. — EMpire 4-3234 
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New Products 


High Style 
For 
Safety Shoe 


Safety shoes are now available in an 
Italian-styled all-occasion oxford of 
mahogany grained leather with hand- 
stitched Guantone seam that parallels 
the sole. Leather outersole, leather 
stormwelt, perspiration-resistant inner- 
sole and glove-tanned cowhide lining 
give it the features of a top-grade dress 
shoe. The steel box toe is taperéd for 
a smarter look. From SaFety First 
SHOES, INC., 9th and Greenleaf, Allen- 


town, Pa. BooTtH 18. 
(Item 296) 


THE O 


Nost 
Effective 
(Way to 


ACCIDENT | ®t 
PREVENTION 


aque 


SEE US 
IN 
BOOTH 
AT THE 
NATIONAL 
SAFETY 
CONGRESS 


New Glove 
For Plywood 
Industry 


An extra long glove, developed for 
the plywood industry, is announced 
by the WILSON RuBBER Co., Industrial 
Division, Canton, Ohio. 

Identified as Wil-Grip amber latex 
plywood gloves, nos. 75 and 76, they 
are designed to resist abrasion, tearing 





1 


WE ALL DROVE RIGHT 
MORE OF US WOULD 
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and gouging, with a thickness of .045. 
They are splinter resistant. Featuring 
two lengths, 12 in. and extra long cuff 
15% in., the gloves afford protection 
for hands and arms against caustic 
glues used in the manufacture of ply- 
wood. They are designed to withstand 
hard treatment in cleaning. 

Three sizes — 10, 10% and 11 — 
are available. Packed one dozen to the 
container. Shipping weights are 7 Ibs. 
for the no. 75 and 9 Ibs. for the no. 76. 

Wilson has also introduced the 
“Tru-Touch” glove. It is designed for 
inspection work, small parts handling, 
and any industrial operation where 
touch sensitivity is important and 
either product or hand must be pro- 
tected. The glove is .006 of an inch 
thick with a tensile strength of 1000 
to 1200 psi, and is made of polyvinyl 
chloride. The glove is pre-powdered 
inside to make it easy to slip on and 
off. Sizes are small, medium, and 


large. BOOTH 23. 
(Item 297) 


Safety Harness of 
Nylon and Steel 


Style no. 1152 Tower Safety Har- 
ness consists of an adjustable shoulder 
harness with chest and waist belts 
fabricated of Type XIII Nylon web 
having a minimum tensile of 6500 Ibs. 
with drop forged steel hardware and 
nylon stitching. This type harness di- 
vides the shock load to two separate 
areas of the body—the chest and the 
waist. 

The % in. Nylon rope safety lan- 
yard is adjustable to take up any un- 
necessary slack and is attached to the 
harness with a Unolyn Coil Shock 
Absorber. A 50 inch length of Nylon 
Rope is coiled around a 10 inch length 
of Unolyn. After the Unolyn has 
stopped the fall and absorbed the 
shock, the Nylon Lanyard retains full 
strength and safety. Unolyn stretches 
to 5 times its own length. R. H. 
BUHRKE Co., 1403-11 W. Congress 


Pkwy., Chicago 7, Ill. BootH 111. 
(Item 298) 


— To page 104 
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VISIT MICRO SWITCH 
BOOTHS 163 AND 164 
NATIONAL SAFETY CONGRESS 


DO YOUR 
PUNCH PRESSES 
REALLY MEET 
THE 
SAFETY CODES? 


It's a shock to find that virtually all conventional 
machine controls fail to truly meet the non-tie-down 
specifications. Most are designed so that when a 
stroke is interrupted, it can later proceed unexpect- 
edly. And, that's the stroke that can maim or kill! 


Recently an accident occurred on a friction clutch press which 
a conscientious management had fully equipped with 2-hand 
controls and the so-called one-stroke or anti-repeat feature. After 
the costly loss the company began asking itself how the accident 
happened on a machine they thought was completely safe. They 
carefully reenacted the sequence and found that the operator had 
interrupted the stroke by taking his right hand off its control and 
then attempted to straighten the material in the danger zone. In 
doing so he inadvertently touched the control with his shoulder 
and because he still had his left hand on the other control the 
machine completed the stroke, seriously maiming his hand. 


They found an answer... 


The company found the answer in a MICRO SWITCH Trip Con- 
trol unit that was quickly and easily mounted on the machines. 
An exclusive “can't cheat” feature prevented the dangerous pos- 
sibility of the operator tying down or wedging one switch and 
operating the control with one hand. Resumption of the stroke, 
as in the accident situation, could not occur without the opera- 
tor taking both hands off the controls and then intentionally 
touching both simultaneously (or a// control switches on ma- 
chines with more than one operator). A unique “fail-safe” fea- 
ture prevented accidental actuation of the clutch that might have 
been caused by any faulty or damaged component in the system. 


On new installations . . . production increases! 


When MICRO SWITCH Trip Controls are installed to electrically 
modernize machines, production increases because operators ex- 
perience less fatigue actuating the low-force electric switches and 
a fast work rhythm soon becomes natural due to the smooth, 
two-hand operation. Instant electric clutch actuation also elimi- 
nates “lag” between operator action and machine action. 

MICRO SWITCH Trip Controls are approved and/or recom- 
mended by many states including: New York, Pennsylvania, 
California and Wisconsin. Packaged kits are available to fit 
virtually all hand-operated machines and the units start as low 
as $60.00. See your MICRO SWITCH Distributor listed in the 
Yellow Pages or write for Catalog 65. MICRO SWITCH .. . Free- 
port, Illinois, a division of Honeywell. In Canada: Honeywell 
Controls, Limited, Toronto 17, Ontario. 
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tering oxygen to the semi-conscious 
patient requiring enriched oxygen con- 
centration but not resuscitation. The 
entire Operating unit pops out of the 
case to reach an accident victim in 
cramped quarters. All accessories are 
located in the cover of the case in 
snap-holders. The entire unit with a 
full cylinder weighs 28 Ibs. and is cen- 
trally balanced for easy carrying. OHIO 
CHEMICAL & SURGICAL EQUIPMENT 


ch ae 
A new model of the E & J resusci- 


tator inhalator aspirator has been in- 
troduced. Its design is based on sug- 


Adjustable 
Power 
Maintenance 


estions received from experienced . : , 
8 P Co. (a Division of Air Reduction 


fire, police and industrial rescue units 
throughout the country. Named the 
Mercury Mark I, it includes such 


rise log sheet No. 2490-C. BootH 322.. 
features as an assembly for adminis- . 


(Item 299) 


PATENTED 


expansion 
SAFETY 
BARRICADE 


THOUSANDS IN USE nationwide by 
highway, police and fire 

departments, by contractors, industrial 
plants and military establishments. 
GUARD-GATE is a practical, all-steel safety 
barricade that instantly extends to 

full length, yet collapses to just inches 

for easy storage. Comes complete 

with basic mountings for flasher warning 
lights, flares and signs. 

Glass-beaded reflectorization on traffic- 
yellow cross bars gives maximum 

night time visibility. Fibre board box serves 
as carrying case. 


Booth 218—National Safety Congress and Exposition 
COLLAPSES COMPACTLY FOR STORAGE 
AVAILABLE 
IN 4, 6 and 8 FT. MODELS 
AT SAFETY DEALERS and 


HIGHWAY EQUIPMENT 
DISTRIBUTORS 


“Ss 


SOC etaag Mion wonce 2 


a igs 
=,” 327 FRONT AVE., N.W. 
% GRAND RAPIDS 4, MICH., USA 


CIRCLE 47 ON READER CARD 


Company Inc.), 1400 E. Washington 
Ave., Madison 10, Wis., request cata- 


Lamp 


— 

The Justrite “Select-A-Beam” Lan- 
tern light output can be adjusted from 
a glow of light to a powerful con- 
centrated beam. The dial switch allows 
gradual adjustment. 

Positions on the dial switch provide 
a low intensity light suitable for close 
inspections or for situations where a 
bright light might reflect into eyes. 
Full on position gives a concentrated 
beam for lighting objects at a substan- 
tial distance. 

The lantern uses four standard 
flashlight batteries and a_ standard 
bulb. Designed to be carried on the 
belt, it has a substantial belt hook 
and is less than 9% in. in length, 
3 in. wide. It is equipped with a slot 
to facilitate hanging on a nail or 
screw. Reflector housing is 2% in. 
diameter and can be easily turned 
to the angle required. 

The lantern carries the Justrite 
Model No. 2323-1. JusTRITE MFG. 
Co., 2061 N. Southport Ave., Chica- 
go 14, Ill. Bootu 22. 

(Item 300) 


Fluorescent Colors 
Glow from within 


The manufacturers suggest the use 
of Day-Glo paints wherever visibility 
is vital such as on cranes, trucks, 
danger signs, containers for flammable 
waste, first aid boxes, machinery, 
safety helmets, beams, fire protection 
equipment, obstructions, etc. 

Day-Glo fluorescent colors appear 
to glow from within, even more so 
under poor visibility conditions. The 
paints come in five shades: blaze 
orange, fire orange, rocket red, light- 
ning yellow, and signal green. Further 
information and color chips are avail- 
able from the manufacturer: SWITZER 
BROTHERS, INC., 4732 St. Clair Ave., 
Cleveland, Ohio. BooTH 214. 

(Item 301) 


— To page 106 
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PULMOSAN 
SAFETY 
GLASSES 


New expanded line offers you a complete choice of 
spectacles with Pulmosan’s unique high-styling, 
and these exclusive features — 


“Executive” Styled Frames 


Brings fashion to safety, puts 
safety in style! Sturdy acetate 
frame, now in three colors: 
black grain and crystal, smoke 
gray or new flesh tone. 


Easy-Fit Bridge 


Eliminates cumbersome nose- 
pads. Placed low for greater 
eye coverage. Fits all workers 
with just three eye sizes, each 
with suitable tapered bridge— 
including new women’s size. 


Distinctive Temples 


Choice of new comfort-cable 
or spatula types, both created 
for style and comfort. The new 
Nylok® Screw won't work loose 
—can be removed or replaced 
without special tools. 


New Molded Side Shields 


Optional side shields, clear or 
transparent green—now made 
of molded plastic—hug close 
to the frame for greater secu- 
rity — permanently riveted to 
the temples. 


Lenses: Standard interchangeable $-7 shape, in safety glass or plastic. Clear or tinted in Medium, Dark or Extra Dark Green. 


PULM 
sI\@ 


KcciltnZz 
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lete list of spectacles and lenses, with prices: 


SAFETY EQUIPMENT CORPORATION 


644 Pacific Street, Brooklyn 17, N. Y., STerling 9-0200 
1007 Washington Ave., St. Louis, Mo., CHestnut 1-9393 
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New Products 


Controlled 
Atmosphere 
Glove 
Manufacture 


Linemen’s gloves are now being 
manufactured by the SURETY RUBBER 
Co., Carrollton, Ohio, in a building 
where air-borne dirt is reduced by an 
electrostatic system of filtering the air. 

Surety has completed the installation 
of an electronic air cleaner, including 
modifications to the building to accom- 
modate the unit. The electronic cleaner 
has an operating efficiency in excess 
of 95 per cent and eliminates air-borne 
particles in a range of sizes down to 
Ol micron—1/2,500,000th of an inch, 
completely changing the air in the 
plant every three minutes. 

The firm feels this a major step in 
controlling the quality of lineman 
gloves. 

The gloves are manufactured by dip- 
ping glazed porcelain hand and arm 


Bashlin's “2 


Semi floating 

Shifting “D" Safety 
\ Belt with nylon 

Safety Feature 


Leather Safety Straps “ 
24 Styles Shifting "Dp" 
Safety Tool 
Belt with Built- 
in Nylon 
Safety Feature “s 


Canvas =) 


Tool 
Bucket— 
Non 

_ Metallic 
Fibre Top 
—tleather 
Bottom 


W. M. BASHLIN COMPANY 
GROVE CITY 3, PA. 


industrial Web 
Safety Harness 
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forms in solvent-dispersed, milled nat- 
ural rubber. 

The firm tests each glove with high 
voltage in excess of the maximum re- 
quirements specified by the ASTM. 
BooTH 67. 

(Item 302) 


ABC 
Chemical 
In Six 
Models 


A new dry chemical extinguishing 
agent, effective on Class A, B and C 
fires, has been introduced by ANsuUI 
CHEMICAL Co., Marinette, Wisconsin. 
Known as ‘Foray’, it is the first multi- 
purpose dry chemical to be offered in 
a complete line of hand portable ex- 
tinguishers or in cartridge-type ex- 
tinguishers. ‘Foray’ can be obtained in 
guishers. 
any of the three sizes in either cart- 
ridge or stored pressure type extin- 

With the purchase of the new agent, 
users will have the added versatility of 


Barring a few necessary changes, 
the extinguishers are substantially the 
same as the D-Model line. 

Model numbers are the same in 
: both the cartridge and stored pressure 
ABC dry chemical without making a type “FORAY” units. Model 10 con- 
large investment in new extinguishers. tains 82 Ibs. of dry chemical; model 
Conversion kits which will adapt most 2) contains 17 Ibs. and model 30 
Ansul hand portable extinguishers now eontainn 25 tha. Banres 92.93. 
in service to the use of “FORAY” dry (Item 265) 
chemical are available. — To page 108 


SAFETY 
EQUIPMENT 


| Electricians’ 

Tool Belt with 
or without 
Holster 


4a, 


Adjustable and 
Standard Climbers 
Steel or Aluminum 


Double Axe Guard 
Fibre, Wood Bottom 


Leather or Fibre 
Pruning-Saw 
Guard 


Linemen’'s 
Leather Tool 
Holsters 


+++ 
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++ 
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Kimball’ 


Latest Improvement in 
Safety Spectacles 


Model ACM 23-A 





This new safety spectacle with reinforced 
plastic frame incorporates the best features of both 
metal and plastic affording light weight, strength 
and comfort. Positive lens retention is assured and 


Note how neatly the spectacles fit into lenses are easily replaced by removing one NYLOK 


our handsome plastic pocket-clip case, 


OTHER KIMBALL SAFETY PRODUCTS — This model is — = - without ” 
EYE PROTECTION: original KIMBALL wire mesh side shields that in- 


Spectacle Goggles, Welding Goggles, sure greater safety and improved ventilation. 
Composition Goggles, Sideshields. 


HAND PROTECTION: , ‘ ‘ f 
GLOVES: Welder’s, Asbestos, Steel Stitched. Made in three lens sizes and five nose bridge 


MITTENS: Welder’s, Asbestos, Steel Stitched. widths. Available with either skull or riding bow 
BODY PROTECTION: : 

CLOTHING: Wool, Flameproofed Cotton. temples. Your choice of flesh or smoke color. Clear 

LEGGINS and SPATS: Leather, Asbestos, or tinted lenses ground to your prescription if desired. 

Flameproofed Cotton. 


niga Leather, Asbestos, Flameproofed This is the newest in the complete KIMBALL 











line of safety spectacles and goggles. 


a 





se 
imball SAFETY PRODUCTS COMPANY 


9310 Wade Park Avenve + Cleveland 6, Ohio 


SSS 
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UNIT FIRST AID KITS 


EXCLUSIVE KURVEDGE CONSTRUCTION 


The only Unit Kits manufactured with one-piece drawn top and 
one-piece drawn bottom, which assures maximum leak-proof and 
dust-proof protection!! 

And . . . no sharp corners or edges which means new freedom 
from Kit handling! 

Write today for our 4-page illustrated brochure on the 4 sizes 
(10-16-24-36 unit) of Halco Kurvedge Kits. 


75 NORTHAMPTON ST. 
A. E. HALPERIN & C0., INC. BOSTON 18, MASS. 





SERVUS RUBBER CO. 


invites you to see the 


COMPLETE LINE 


Knee Boot N B | J S T re A 
FOOTWEAT 


Visit booth 320 — Hilton Hotel, 
October 16-20, 1961 and see a 
complete line of steel-toe safety 
rubber footwear — fireman’s boots 
and industrial footwear. Write for 
an illustrated catalogue page show- 


Lace Pac ‘ . 
- ing the complete Servus line. 


THE 


ee co. 


ral Office and Factory, Rock Island 


ce and Warehouse. 330 Broadway 
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Heavy Duty Bracket for 2'/2-Ib. 
Dry Chemical Extinguisher 


A new firm grip clamping band 
bracket for the Kidde Kompact 2'%- 
lb. dry chemical extinguisher is avail- 
able from WaLTER KIppDE & Co., INC., 
(675 Main St., Belleville 9, N.J.) 
Made of cadmium plated steel for 
severe vibration locations such as on 
heavy vehicles. 

The new bracket’s toggle release 
device permits the extinguisher to be 
freed of the bracket with the pull of 


a finger. BootHs 96-97. 
(Item 303) 


Power 

Unit for 
Variety 

Of Industrial 
Vacuums 


The Power-Vac industrial vacuum 
cleaner is designed for use on any 
standard 55-gal. drum. Can be used 
with 1'4-, 2-, or 3-in. hose and at- 
tachments. 

The power unit is detachable for 
use as a portable blower or back- 
mounted vacuum cleaner. Available in 
models with 1%2- and 1-HP motors. 

Can also be used with Hild vacuum 
tanks and attachments to form nine 
different models. 

Hitp FLoor MACHINE Co., INC., 
1217 W. Washington Blvd., Chicago 


7, Ill. Bootru 130. 
(Item 304) a 
— To page 110 
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NEW and REVOLUTIONARY... 


SLING 
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The WARNING RING” on Campbell 
SENTRY SLINGS tells you immedi- 
ately when the sling has been over- 
loaded . . . it elongates visibly . . . and 
before the chain itself is damaged. 


Your eye can see the difference! 


Ring distorted 
Sling overloaded 


Ring remains round 
Sling used properly 


New, revolutionary . . . Campbell SENTRY 
SLINGS—fully tested for over a year by 
foundries, steel fabricators and heavy equip- 
ment manufacturers, offer many important 
advantages. The WARNING RING is stronger 
than the chain itself. Yet it changes shape 
as the sling is overloaded . . . before perma- 
nent damage occurs. Repair is quick and easy, 
with a new WARNING RING replaced at the 
factory. Re-tested and re-certified Sentry 
Slings are again ready for regular service. 


Here’s How You Benefit From 
New SENTRY SLINGS: 


Safety programs are easier to maintain— 
with the WARNING RING'S built-in safety that 
protects men and material! 


Lower repair costs give larger savings than 
ever—normally only the WARNING RING will 
need repair! 


Immediate visual evidence of overload means 
easier inspection—even while sling is in use! 


SENTRY SLINGS, available in all types, are 
made from Cam-Alloy steel chain only and 
are available at no extra cost! All slings carry 
the Campbell Guarantee and Certificate 
of Test. 


MPe 
PS nel F 


with the 
_ WARNING 
-" RING © 


+ * 


CAMPBELL CHAIN Company 


FACTORIES: York, Pa.; West Burlington, lowa; Union 
City, Calif. WAREHOUSES: East Cambridge, Mass.; 
Atlanta, Ga.; Dallas, Texas; Chicago, Ill.; Portland, Ore.; 
Seattle, Wash.; Los Angeles, Calif. 
* Pat. No. 2966878 








New Products 


Low-inventory 
Head and 

Eye 

Protection 


An ail purpose combination of 
standard head- and _ eye-protection 
units which snap onto a specially de- 
signed headgear is being introduced 
by the DocKson CorpP., 3839 Wabash, 
Detroit, Mich. 

The system offers a standard, light- 
weight plastic headgear, adjustable in 
quarter sizes from 62 to 8 headsize, 
with replaceable plastic-foam, brow- 
cushion and convenient tension ad- 
justment on the molded brow-shield. 

The headgear is available with or 
without a molded fiber skull-guard and 
is constructed of a plastic material. 

The headgear  brow-shield is 
equipped with “floating” snaps for at- 
taching an interchangeable assortment 
of standard shields to meet each job 
requirement. 

The complete set of shields consists 
of: 8 by 17-in. unbound, plastic win- 
dow; 6- or 8-in. brass screen window; 


over prescription glasses) and a seam- 
less, molded fiber welding-front with 
special rubber lens holder. 

One headgear serves all shield units. 
Replacement units are available from 
stock. BooTH 142. 

(Item 305) 


Big Picture With 
Portable Overhead Projector 

An overhead projector which com- 
bines complete portability with all the 
features of a full-sized standard model 
has been announced by MINNESOTA 
MINING AND Mpc. Co., 900 Bush 
Ave., St. Paul 6, Minn. 

The projector is one of a series of 
new developments the company is in- 
troducing to supplement its existing 
“Thermo-Fax” brand visual communi- 
cations products. 

Also announced are a quality line 
of positive, negative and color pro- 
jection transparency film as well as a 
new color lift film, an audio kit and 
slide attachment. 

The portable projector folds into a 


single, self-contained unit. The pro- 
jector serves as its own Carrying case. 


4-, 6- or 8in. bound plastic window; 
standard chiporweld eye shield (usable 





New Low Wholesale Prices on 

belts for company cars and 
employees’ personal cars . . . 

Now you can reduce the high cost of 
ON-THE-JOB and OFF-THE-JOB auto accidents— 
with Beam's Auto Safety Belts 


CUTS DIRECT EXPENSES of salaries to employees injured and unable to work, plus expense 


er 
hee. aed 


of training replacements . because safety belts reduce injuries over 60%, cut fatalities 
50%, according to findings by Cornell University Auto Crash Center. 

CUTS INDIRECT EXPENSES! By effectively reducing injuries and fatalities, Beam's Auto Safety 
Belts help keep your insurance rates down, prevent loss of company time and production, 
reduce attorney fees and other costs! 


WHOLESALE PRICE SAVINGS: Beam's low wholesale prices permit installation of Safety Belts 
on all company owned cars—PLUS the extra protection of equipping employees’ personal 


cars with belts, at substantial savings to them! 
SAVE LIVES — SAVE MONEY! — MAIL COUPON TODAY! 
Also literature and demonstration material 


poo ee ee 
Send me net — on Beam's Auto Safety Belts. 
| to help me sell safety to my drivers. 
0) Send complete details on Beam's FLEET DISCOUNT PLAN for ON-THE-JOB 
| Safety Belt protection 
| () Send complete details on the "'BEAM'S PLAN" for OFF-THE-JOB Employee 
| Safety Belt protection. 
| NAME 
ORGANIZATION_ 
1 Aporess 
| city. 
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The lens and all operating com- 
ponents fold away, affording protec- 
tion against scratching or rough hand- 
ling. 


~ tg! 


The aperture on the _ projection 
stage is 10 by 10 in. It has a 500-W 
lamp, 14-in. focal length, and f3.5 
lens. 

Weighing 30 Ibs., 
14-in. wide, 22-in. long and 10-in. 
deep when encased. It opens out to 
an operating height of 22 in. BooTHs 
173-174. 


the projector is 


(Item 306) 
— To page 114 


Instant release 
metal-to-metal 
buckle 

100% Caprolan 
webbing 

Belts test over 
5,000 Ibs. 
Exceed both SAE 
and Federal 
requirements 
Easy to install, 
transfer 
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These two steps will give you 
a simple...practical...proved 


CHAIN SAFETY PROGRAM 


1, be guided by this data book 9. specify HERC-Aiioy chain 


In your chain safety program follow the : Has many superior features—is lighter, therefore 
tested and authentic procedures pre- . easier to handle...is long wearing...has high resist- 
sented in this clearly illustrated Data i | ance to impact loading ...is Inswell welded. Chain 
Book on sling chain selection, care, use l , and all fittings are 125,000 psi tensile strength alloy 
and inspection. Copies are free on re- tc if steel. Herc-Alloy is unmatched for safety, durability 
quest to us or through your CM Chain oT t and ultimate economy for the user. Use it for all of 
Distributor. your requirements. 


These steps are the 
basis of chain safety 
programs for hundreds 
of leading plants and 
other chain users. 


2 


= 


HAMMERLOK...the safety-proved coupling link. After years of service in many leading plants, 
Hammerlok coupling links have thoroughly demonstrated their economy and safety. These links, which 
enable you to assemble or rebuild your own sling chains, have a unique safety feature—old sling 
chains can be a hazard during the period in which they are still in service awaiting replacements. 
Hammerlok Coupling Links eliminate the waiting period and with it the possibility of accident. 


COLUMBUS McKINNON CHAIN DIVISION 


TONAWANDA, NEW YORK 
NEW YORK (Mountainside, N.J.) » CHICAGO + CLEVELAND + SAN FRANCISCO 


x Aj In Canada: COLUMBUS McKINNON LIMITED, ST. CATHARINES, ONTARIO 
. e re # 


HERC-ALLOY sling chains are available from the factory with conventional welded coupling links 
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POCKET SIZE 


r f Ot TOXIC GAS INDICATOR! 
A complete and compact analyzer with special case 


for carrying on a man’s belt. Consists of bulb, and box 
of 12 tubes. Analyzes over 60 toxic substances in the 
parts per million or toxic range. Length of stain in 
tube indicates concentration of toxicity 







ror Better 
Industrial 


BASEBALL STYLE CAP 
Protects against day-to-day hazards, such as falling 
tools, head bumping, etc. Because of its attractive 


styling it will be worn willingly by company person- 
nel who normally do not require full protection—su- 


pervisors, mechanics, etc. Fits head sizes 6% to 7%. 
Available in white, yellow, green, red, and blue. 
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COMPLETE NEW LINE OF VAPOTESTER 
COMBUSTIBLE GAS INDICTORS 


In 3 ranges: 0 to Lower Explosive Limit. 
0 to 100% gas by volume. 
Parts-per-million or toxic range. 


NEW FEATURES: 


@ Newly styled one-size case for xl Vapotesters. 
e@ Smaller, lighter, more compact. 

© Faster response speed. 

© Longer battery life. 

e Easier-to-read illuminated meter. 

e Easy to service in the field. 


FLAME 
IONIZATION 
METER 


For Trace Hydrocarbon Detection 


PC-5 
SAFETY SOLVENT 
for Petroleum Products 


@ Will not burn a nie ee 
Utilizes flame ionization principle 


to detect and measure parts per 

million concentrations of organic 
compounds such as hydrocarbons, 
aldehydes, and amines. 

Direct reading. 


Non-toxic to skin 
or upon inhalation 


@ Odorless 


@ Economical 


Visit Booths 75 and 76 at the Nafiona/ 


DAVIS eauirment CO.,INC. 


| 
| 55 Halleck St., Newark 4, N. J 


DIVISION 





New Products 


Non-Conductive 
Fiberglas Ladder Developed 


FIBERGLAS REINFORCED RESIN 


A non-conductive Fiberglas-rein- 
forced plastic ladder with polyure- 
thane core, capable of supporting 
2,000 Ibs., has been developed by 
AMERICAN ALLSAFE Co., 1245 Ni- 
agara St., Buffalo, N.Y. 

The ladder is designed primarily 
for use in public utilities maintenance, 
plant maintenance, construction and 
shipbuilding. Its nonconductive pro- 
perty makes it appropriate for work 
around live wires. It will not absorb 
moisture, and requires little mainte- 
nance. 





The side rails of the ladder consist 
of a polyurethane foam core sur- 
rounded by resin-impregnated Fiber- 
glas fabric (see photo for cross sec- 
tion). In addition, resin-impregnated 
parallel longitudinal Fiberglas rovings 
are placed between the foam and the 
fabric along both the inside and out- 
side working edges of the rails for 
greater strength at these stress points. 

The rungs are a combination of 
polyurethane foam core, resin-impreg- 
nated parallel longitudinal Fiberglas 
rovings, and resin-impregnated Fiber- 
glas fabric. The polyurethane foam 
provides hoop strength to the rung 
by resisting any tendancy to buckle 
from tension created by a_ person 
standing on it. The foam also ex- 
cludes moisture from the inner walls 
of the structure, and helps distribute 
the bearing load of the rung to the 
side rail. 

The rungs are held in place by 
plugs on the outer edge of each rail. 
These plugs, made of Fiberglas-re- 
inforced resin, are bonded to the inner 
surface of the rungs by means of a 
resin adhesive. 

The Fiberglas fabric overlap holds 
longitudinal rovings in position, trans- 


mits the bearing load of the rungs to 
these same rovings, acts as an impact 
coating to protect the rovings, and 
adds strength to the entire structure, 
especially when it is loaded on its 
side, i.e., in the carrying position. 

Included are rubber-covered metal 
feet to prevent slipping at the base. 
BooTH 21. 

(Item 307) 


Portable Traffic Arrows 
Made of Polyprene 


Portable white or yellow arrow 
guides (20 in. by 28 in.) made of 
polyprene can be used on all types of 
pavements to guide motorists around 
obstructions and through off center 
channeling or reverse lane channeling. 
The guides are not cemented or fast- 
ened to the pavement. thus, they can 
be dropped into position, transferred 
or retrieved at will. Weight 5 Ibs. IN- 
TERSTATE RUBBER PRODUCTS, 908 
Avila, Los Angeles 12, Calif. BooTH 
152. 

(Item 308) 
— To page 116 


Sexq TOWER SAFETY HARNESS 


The new, Style 1152 Tower Safety Harness 
was developed specifically to provide maxi- 
mum safety for line men working on lad- 
ders on transmission towers and other high 


places. 


Designed and exhaustively tested in con- 
junction with Safety Engineers for one of 
the country’s leading utilities, this new 
Tower Safety Harness embodies all of the 
skill, craftsmanship and know-how that 
Buhrke has been building into safety equip- 
ment for nearly three quarters of a century. 


See the new Tower Safety Harness with Di- 
vided Shock Load feature and Unolyn Coil 
Shock Absorber in Booth 111. Or write for 
Bulletin No. 1152. For complete line of 
Safety Products and Equipment, ask for 


Catalog. 


SEE US AT BOOTH 111 


For positive climbing protection « R. H. BUHRKE CO. 1403 w. Congress Street, Chicago 7, Illinois 
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For 9 out of 10- 


they’re THE PAIR TO WEAR! 


SAVE FITTING TIME — REDUCE INVENTORY 


~— 


’ 
id, oe 
——, 

— *- a 

Y 3) 

ee / 


. y = 
_% 720S—SELL-FIT with 
Side Shields,in 
Flesh or Green Frames 


OTHER POPULAR SELLSTROM SAFEGUARDS 


711 “D 


700 Series “Duo-Tone” 50 Series 
astic Frame Safety Glasses Plastic Frame S 


0 7 
afety Glasses Metal Frame Safety Glasses 100 & 100S “‘Guest-Goggles” 
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fiberglass 
SAFETY 
LADDERS 








COST LESS 
TO USE! 








ONE MAN 
OPERATION 


MAINTENANCE 
FREE 

LONG LIFE 
NON-CONDUCTIVE 


LIGHTWEIGHT 


(28’ EXT. WEIGHS 48 LBS.) 


UNRIVALED 
STRENGTH AND 
DURABILITY 


SAFETY 
ENGINEERED 


EXTENSION 
$4.80/FT 


$4.40/FT. 
STRAIGHT 
INSPECTORS LADDER 


FULL AUTOMATIC 
LADDER EQUALIZER 


Write for HIMCO standard, 
price list and catalog .. . 


HIMCO 
P.O. Box 54, San Rafael, Calif. 
Also visit us at booth No. 228 


116 


New Products 


Acid King Suit 
Has Helmet Relief Valve 


Acid King is made of Greenwear 
cloth for resistance to chemicals. Suit 
is designed to be worn over self- 
contained respiratory equipment. Pan- 
oramic window locks against neoprene 
gasket. Interlocking channel zipper 
seals suit up. Helmet features relief 
valve and adjustable headgear or hard 
cap. Gloves attach with sure-lok ring 
and may be replaced as needed. Seams 
are stitched, then double coated and 
cure sealed. Take-up straps at ankle po- 
sition attached soles. Soles have com- 
position construction for traction. Suit 
comes packed in heavy duty fibre case 
of chocolate brown with green letter- 
ing. WHEELER PROTECTIVE APPAREL, 
INc., 224 W. Huron St., Chicago 10, 


Ill. BootH 77. 
(Item 269) 


Hand Cleansers for 
Plant and Office 


PEcK’s Propucts Co., 610 E. Clar- 
ence, St. Louis 15, Mo., has a new 
line of powdered hand cleansers for 
plant and office use. These hand 
cleansers have been formulated from 
selected fine scrubbers, vegetable oil 
soap, and two skin emollients—Lano- 
lin and Lecithin. 

The selected fine scrubbers used 
produce a wash cloth action which 
removes imbedded skin soils. 

A higher percentage of quality 
vegetable oil soap is contained in these 


Pepco Hand Cleansers to give quick 
initial suds and to produce a rich thick 
lather. The higher percentage of soap 
is relied upon to remove the skin soils 
rather than abrasives or caustics. 

The two skin emollients, Lanolin 
and Lecithin, replace the natural skin 
oils lost during the washing process, 
assisting in preventing dry and chapped 
skin. Frequent washing is_ possible 
without danger of chapping, even 
during the cold weather months. 

Included in the line is a group of 
antiseptic powdered hand soaps. The 
antiseptic ingredient contained in these 
hand cleansers is Actamer, manufac- 
tured by MONSANTO CHEMICAL Co. 
and is classified as a bacteriostat. Re- 
peated hand washings with the cleans- 
ers can reduce skin bacteria as much 
as 97 per cent, and will leave an invisi- 
ble film to inhibit bacterial growth. 
BooTtu 185. 

(Item 309) 


Nylon Safety Nets 
Have Modular Flexibility 


Nets made of | in. woven du Pont ny- 
lon webbing (MIL-W-4088) have 3000 
lbs. tensile strength and are double 
stitched on six inch centers, with nylon 
thread. Standard nets have 1% in. du 
Pont nylon (MIL-W-4088) tie strap 
every two feet, around perimeter. Tie 
strap will stand 3000 Ibs. loading. 
Hardware is plated and has 5000 Ibs. 
minimum strength. Dee ring of drop 
forged, heat treated alloy steel attaches 
snap to net. Standard nets are 22 ft. 
square. Desired length or width may be 
attained by joining sections together. 
Shipping wt. 95 lbs. per section. ROSE 
Merc. Co., 2700 W. Barberry PI., Den- 


ver, 4, Colo. Bootus 30-31. 
(Item 310) 


“Varifit’” Bridge Adapied 
To Metal Spectacles 


The “Varifit” universal saddle bridge 
is now available for metal safety spec- 
tacles. By the adaptation of the “Vari- 
fit” bridge to a metal frame, over 95 
per cent of metal spectacle wearers 
may be fitted without regard to spe- 
cific bridge sizes simply by determining 
the proper eye size. “Varifit” models 
are available with metal cable temples 
or metal spatula tip temples. UNITED 
STATES SAFETY SERVICE Co., 1535 
Walnut St., Kansas City 8, Mo. 
BooTtHs 100-101-102. 

(Item 311) 
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IBRE-/\VETAL 





Safety Hats and Caps offer so 
many COMBINATIONS of 


HEAD and FACE PROTECTION 


All Frsre-Metat Safety 
Hats and Caps have the 
new DUAL Suspension 
...Wwith both a “fixed” 
safety factor and an “‘ad- 
justable” clearance from 
the shell. A polyethylene 
exclusive ... strong, pli- 
able, comfortable, easy 
to clean. 


These Frsre-Metat COMBINATIONS are just a few of the many more possible...shown and 
described in bulletins and in our general Catalog No. 26. Just ask for them...from YOUR 


WELDING & SAFETY DiSTRIBUTOR! 


CHESTER 
PENNA 


The ani ETAL Products “Company 


In CANADA: Fibre-Metal (Canada) Limited. Toronto 
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Quicx-Lox is the only 


BEST way to convert 
face protection to head 
and face protection! 
to use, " 
venient, fast, positive. 


OVER 50 YEARS OF 
WELDING & SAFETY 
EXPERIENCE! 





New Products 


Unit Dispenses 
Lens Cleaners 


A new lens cleaning station dis- 
penses silicone treated Sight Savers 
tissues for cleaning and polishing eye 
glasses. 

Featuring all-steel components and 
no moving parts, the new dry-type 
(no-liquid) dispenser delivers just one 
extra-large Sight Savers tissue at a 
time. Users obtain a tissue by placing 
the thumb directly on the tissue in 
the dispenser, and sliding the tissu 
down. A flat-front construction elimi- 
nates protruding knobs or plungers. 

Easily mounted with screws or pres- 
sure-sensitive adhesive backing. 

The industrial dispenser has a two- 
tone blue product name “logo” against 
a gold and white background. Metallic 





ROCKWOOD 


Hoel et GE 


@ COMPACT 
© LIGHTWEIGHT 


@ FOR EVERY 
FIRE MAN 


® EASY TO PUT 
ON ENROUTE TO 
FIRE 


u 


Three models . . . full 30 
minutes . full 20 minutes 
and a full 10 minutes. 


Now firemen can add precious 
minutes to their search for trapped 
victims. Rockwood’s lightweight Pocket- 
AIRE, the most compact self-contained 
breathing apparatus made, permits 
firemen to put in action faster and 
work more efficiently without hindrance 


by bulky equipment. PocketAIRE is 
small enough to fit in pocket, clamp 
to fire coat or be worn in a shoulder 
harness. 

What's more, by using pure, clean 
oxygen, PocketAIRE supplies the most 


concentrated, most effective element 
to safeguard human breathing. An- 
other extra protection feature, on all 
PocketAIRE units, is the safety cylinder 
that allows 5 minutes for escape. Cost 
pennies to refill and no maintenance 
required. 

Protect every fireman in your de- 
partment with economical, safe, simple 
to use Rockwood PocketAIRE. 


For more details, write to 
ROCKWOOD SPRINKLER COMPANY RC 
2040 Harlow St., Worcester 5, Mass. 


Kwon »y, 


PURE, CLEAN OXYGEN for Refilting is Available oo 


ROCK\ 


A Division of The Gamewell Company « A Subsidiary of E. W. Bliss Company 
Distributors in all principal cities. 
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silver colored sides. Identified as Cata- 
log no. 64 Sight Savers Cleaning Sta- 
tion. Dow CHEMiIcAL Co., Abbot 
Road Bldg., Midland, Mich. BooTH 
47. 

(tem 312) 


Data Sheet 193 on 
New Display Screens 

Data Sheet 193 covers four new 
display screen types now available for 
use with Series 2 lighted display and 
pushbutton switch devices, manufac- 
tured by Micro SwitcH, Freeport, 
Ill, a division of MINNEAPOLIS- 
HONEYWELL REGULATOR Co. De- 
scribed are truncated pyramid screens, 
colored-rim-cap screens, colored base 
screens with transparent colorless 
caps, and screens for a_ balanced 
brightness effect. The screens serve 
as both an operating button and 
lighted display in Series 2 operator- 
indicator modules, and a_ lighted 
display only in the indicator modules. 
BooTHs 163-164. 

(Item 313) 


Headgear Adapts Eye 
Protection To Caps 


Kwik-Klip headgear adapts protecto 
shields, welding helmets and goggles 
so they can be attached to safety caps. 

Will fit every known make of hard 
cap. It does this without drilling any 
holes or altering the cap in any way. 
Has molded hooks which snap into 
position over the cap brim. The spring 
tension at the back of the headgear 
holds the face shields, welding helmets 
or goggles securely to the cap. To 
remove, the hooks are spread and 
moved upward. 

The swivel action permits the visor 
or helmet or goggles to be raised up 
over the cap. WILLSON PRODUCTS, 
READING. Pa. BooTHs 107-108-109. 

(Item 314) 
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CrIAIN at MCKAY 


CHAIN AT McKAY starts long before any metal is formed 
into links. It starts with experience — experience in link and 
chain assembly design — experience in the development of the 
correct fabrication equipment and techniques — experience and 
know how which has been acquired since 1881. 


CHAIN AT McKAY is 
SELECTION of finest raw materials 
MANUFACTURE under quality control standards 


FORMING McKay Chain automatically pro- INSPECTION to rigid standards 
vides the desired pattern of dimensionally- i 

accurate, uniformly-strong links designed for SERVICE that’s dependable 
long trouble-free wear 


CHAIN BY McKAY is Safe, Strong, Economical 


SEND TODAY FOR McKAY SAFETY 

KIT which gives valuable information 

on how to use, inspect and maintain 

sling chains for maximum safety and 

economy. Ideal for quick, handy refer- . 
ence to insure trouble-free chain per- SS 


q formance. 


WELDING McKay Chain is another automatic 
strong weld that seals each ink shut The VISIT McKAY BOOTH No. 312 AT 
we 's Stronger an e@ nk itse 
THE NATIONAL SAFETY SHOW 
Oct. 16-19, in Conrad Hilton Hotel, Chicago 


You'll see an interesting 3-dimensional, semi-animated display of McKay 
Chain Products. 


COMPANY 


400 McKay Building + Pittsburgh 22, Pa. 


HEAT TREATING relieves stress in the steel 
links and gives them the precise hardness 
specified for the chain's end use 


PROOF TESTING of welded McKay Chain FINISH on McKay Chain can be selected for COLOR CODING provides instant identifica- 
proves its strength as it takes a tension load utility or eye appeal, or an effective combina- tion of McKay Chain grade. 

higher than the recommended working load tion of both. McKay has a wide variety of chain 

limit finishes to choose from. 
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New Products 





Channel 
Framing 
Is Reusable 


The Products Division of THE 
GLoBE ComPANy, 4000 S. Princeton 
Ave., Chicago 9, Ill. has added a line 
of channel framing and fittings. Set-up 
with a hacksaw and wrench, the chan- 
nels are re-usable, can be unlocked 
and set-up again in another location. 
Triple grip lock nuts are furnished. 
Fluorescent fixture hanger fittings, 
porcelain cable clamps, concrete in- 
serts, pipe clamps, shelf brackets, 
beam clamps and flat plate fittings, as 
well as custom engineering fittings are 
available. BooTHs 183-184. 

(Item 314) 


DETEX GUARDSMAN WATCHCLOCK SYSTEM 


Everyone is tempted to ‘‘goof off’’ sometime — even the most trusted security patrol- 
man. But a man who carries a Detex Guardsman doesn’t dare to sleep or skip a 
round. He knows that if he does, his tamper-proof Guardsman tape will be sure to 
show him up. | The Guardsman’s extra tape capacity assures positive supervision, 
even over long weekends. No supervisor need return to the plant on Saturday or 


Sunday. @ Send for information today. 
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Safety Lowering Device 
Uses Friction Brake 


Sky Genie, a shock absorbing safety 
device for the prevention of accidents 
and for the controlled lowering of 
personnel and equipment, is_intro- 
duced by ATLAS SAFETY EQUIPMENT 
Co., INc., Brooklyn, N.Y. The unit 
may be used with a safety belt, boat- 
swain chair, or stretcher. 

Provides complete one-man control 
and requires only finger tip pressure 
for start, stop or deceleration. Rate 
of descent is predetermined, and con- 
trol is effected either by person low- 
ering himself, or by person located 
above or below point of anchor. The 
unit enables suspension at any point, 
as may be desirable for maintenance, 
repair and rescue work, or to limit 
the extent of free falls when used with 
life lines. 

Operates on the principle of fric- 
tion and consists of an aluminum shaft 
furnished with a length of strong, light 
weight nylon line. The rate of descent 
is predetermined by the number of 
times the line is turned around the 
aluminum shaft, this depending on the 
job to be accomplished, and weight of 
person or object lowered. 

rhe unit is tested to a minimum of 
1500 Ibs., and is available with 20-, 
50-, 100-, 150- or 200-ft. lines. The 
complete unit weighs less than | Ib., 
and measures only 2 in. in diameter 
and 9 in. in length. ATLAS SAFETY 
EQUIPMENT Co., INC., 175-179 N. 
10th St., Brooklyn 11, N.Y. BooTtH 
255. (item 315) 
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chivalry is ALIVE 
at U.S. SAFETY 


ae Y 996 
ANNOUNCING the nen) Q Kern ee LINE 
” 


IT’S LO 
VE ar FIRST SIGHT! 


Watch the wearer acceptance improve among the 
ladies when you offer the new “La Femme” frame 
styles! At last the girls can look their “Sunday 
Best” while on the job. Combine the feminine 
frame designs with special colors for the ladies 

. add the attractive two-tone styling and 3-D 
temples and you have a girl-winning combination! 
(And yet, beauty does not exceed ruggedness— 
there’s still the unexcelled '!. S. Safety product du- 
rability for complete eye protection.) 


OF LADIES SAFETY EYEWEAR! 


e new colors especially for the ladies—Black Magic, 


Grey Velvet and Sandstone 

new 3-D temples for utmost style and fit 

keyhole or saddle bridge 

new Nylok temple screws used exclusively 

5 barrel hinge allows interchange of frames & temples 
heat treated glass or Optilite 


meets the American Standard Safety Code as approved 
by A.S.A. 


A NEW DIMENSION IN EYE PROTECTION . . . FOR THE LADIES! 


ERG UNITED STATES SAFETY SERVICE CO. 


Y 


\ PARME 


CIRCLE 65 ON READER CARD 


National Safety News, October, 1961 





...three for the show 


DRE IRIN ) . GREEN SATEEN 
WITH AIR - PAK (e | = , Y 
(Patented & Registered) Flame Proofed Washable 


Light molten splash/spark, 
and flame resistant suit. 


Proximity — Emergency Entry 


Fire Rescue Suit. Chemical and Gas Resistant Suit. 


Ask for current literature on any, or all THREE. These THREE are worth knowing 
more about! Our standards insure the finest Safety Design, Materials, Fit and Fabrica- 
tion . . . visible standards offering MORE SAFETY PER DOLLAR. See for yourself!! 


Visit with us at Booth 77 —National Safety Show. 


Ma, By WHEELER 


a & 
Established 1918— Manufacturers of a complete line of Industrial Safety Clothing. 
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New Products 


ek 


(Al 


: 
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Vertical 
Service 
Car for 
Tall 
Structures 


MEYER MACHINE, INC., Red Wing, 
Minnesota is marketmg a Tulito Ver- 
tical Service Car that provides a con- 
venient method of servicing any 
height structure. 

The car is a free line, constant 
speed hoist operating on a permanent 
guide rail installation. The car itself 
can be used as either a portable or 
permanent installation. A hand truck 
is available to transport the car. The 
manufacturer states that the car is 
easily adapted to other guide applica- 
tions. 

Electric or air-powered, the car is 
simple to operate — push a button to 
start, release to stop. It is equipped 
with an integral mounted locking 
brake that operates automatically 
when the motor stops. 

Completely welded construction and 
positive door lock. Operating on 110 
V, 220 V, or 440 V, single—or three- 
phase, it carries a live load of 500 
ibs. BooTHs 318-319. 

(Item 283) 


Fire Suit 
Uses 
Glass Cloth 


Fire and furnace entry suit model 
909 has been developed by FYREPEL 
Propucts, INc., Newark, Ohio. It is 
a coverall style made up of a double 
suit construction. The outside is a 
glass cloth material which is backed 
by glass insulation. The inner suit is 
aluminized and insulated. 

The suit weighs 35 Ibs. and is made 
to accommodate any type of breath- 
ing device. The helmet has a broad 
vision lens. Mittens and boots are of 
the same construction as the coverall. 
Also available is the coat and pants 
combination. BooTH 323. 

(Item 260) 
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To know 


BUSTIN 


Safety Grating... 


Examine the 
safety steps on 
thousands of 
trucks made by 


DIAMOND “T” 


AUTO CAR and REO... 

GET YOUR MONEY'S WORTH 
On specifications where Bustin or equal is called for, 
many times a substitution is made without informing 
the users. These inferior substitutes represented, or 
furnished, as equal to the quality of Bustin Safety 
Gratings often result in complaints ranging from ex- 
cessive footwear damage and discomfort to complete 
failure in eliminating slips and falls, thus, defeating 
managements efforts to provide safe and efficient 
working conditions for their personnel. These inferior 
substitutes are then erroneously charged with being a 
Bustin Product. 
Thousands of Bustin Safety Grating installations across 
the Nation prove to their users that they have no 
equal for providing durable, effective, safe footing. 
We therefore respectfully request responsible manage- 
ment to investigate the true identity and manufacturing 
source of their unsatisfactory grating installations. 
For those who are truly safety minded — a Bustin Grat- 
ing has no equal. 

Leo Bustin, Pres. 





pte 
4) 


Tripod 
Withstands 
25 mph Wind 








Channeling of traffic away from 
work areas can be gained with this 
improved Standard Warning Tripod. 
The complete unit measures 10 ft. 6 
in. high when fully extended and can 
be closed to 59 in. for carrying and 
storage. The upper column is adjust- 
able by means for a knurled locking 
nut and telescoping column. Tripod 
legs lock in both open and folded po- 
sitions. The tripod has applications for 
utilities, road and highway crews, and 
construction companies. 

Other features include construction 
using malleable castings, steel and 


aluminum; a wide assortment of col- 
ored flags; and yellow industrial finish. 
Net weight is 25 lbs. STANDARD SIGNs, 
Inc., 3190 E. 65th St., Cleveland 27, 


Ohio. Booru 315. 
(Item 317) 


Safety Glasses Line 
Includes Larger Eyesize 


50mm. eyesize extends the range of 
Titmus M7 series metal safety frames 
to meet a growing demand from pro- 
fessional eye-care people and safety 
engineers to provide improved optical 
and protective qualities as well as com- 
fort for workers with large features. 
The 50mm size is made for Rx and 
plano use in 20, 22, 24 and 26mm 
bridge and comes with or without side 
shields and choice of temple styles. 
TitMus OptTicaL Co., INc., Peters- 


burg, Va. BooTtH 194-A. 
(Item 318) 





Communications Unit 
Has Four-Way System 

FEDERAL SIGN AND SIGNAL CORPO- 
RATION, has engineered a four-way 
communications unit combining siren, 
mobile public address system, radio 
amplifier and featuring a high-pitched 
“yelper” signal. The 50-watt, fully- 
transistorized amplifier and control 
panel is housed in a single, compact 
case and can be mounted under the 
dashboard or on top of the cowling. 
Equipped with plug-in connectors for 
microphone, radio and speaker, either 
carbon or controlled magnetic-type 
radio microphones can be used with 


the unit. Bootu 192. 
(Item 319) 


New Last 
Line For 
Molded 
Shoes 


Hy-Test Safety Shoe Div., INTER- 
NATIONAL SHOE Co., 1509 Washington 
Ave., St. Louis 66, Mo. has announced 
its H300 line “supervisory last” 
molded construction shoes H605 and 
H301, H302, H303, H311 for 


H606. BooTtHu 94-95. 
(Item 316) 
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NEWCO DUAL CHOKER HOOKS 


Ideal for handling large pipe, culverts, tanks, billets, bundled bars, etc. 


EASIER, FASTER RIGGING .. 
SAFER HANDLING... 


POSITIVE PLACEMENT .. 
BETTER CONTROL... 


Adapted for use with endless slings, but can 
be used with conventional slings by placing 
two eyes at the top. Dual choker slings allow 
the use of lighter, more flexible rope, plus 
providing better stability and balance of the 
load with tighter choking. Special designed 
hook tip assures positive choking at all times. 


ADDITIONAL NEWCO FITTINGS 


Pipe Bridle 
Pipe Hook 
Safety Swivel Hooks 
Thimbles 
® Combination Clamp and Thimble 


* Choker Hooks 

® Equalizing Thimble 
* Sling Bridle 

® Sling Saddle 


SEND FOR NEW CATALOG 


r 
NEWCO Manvfacturing Co. 
Box 5939, Kansas City 11, Mo. 


Please send me your new free catalog of Newco 
products with strength in design, safety 
and longevity. 





MANUFACTURING CO. 


Box 5939 
Kansas City 11, Me. 


Address 





SEE US AT 
BOOTHS 187 & 188 
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BILTRITE NYLON CORD 


NEOPRENE 
BILTRITE SURESTEP Rugged — greater abrasion resistence. BILTRITE SAF-T-STEP 
NEOPRENE Added resistance to oil, grease, acids NEOPRENE CORK 
Resists oil, grease, chemicals, acids. and chemicals. The one Neoprene Cork Sole that does 
Extra rugged for long-wearing service, ee 
oil, grease, chemicals and acids. 


Safety...by design 


Biltrite Safety Soles protect against more hazards . . . more comfortably. 
They are specially designed for greatest safety and durability. 


BILTRITE SAF-T-CEL NEOPRENE 
NURON-CREPE NEOPRENE This lightweight cellular crepe sole offers 


BILTRITE WAVE DESIGN 


outstanding resistance to oils and chemi- 


Light, tough and comfortable. 
cals. Resilient, flexible and comfortable. 


Unsurpassed for a combination 
of cushioning and oil resistance. 


BILTRITE VINALON (PVC) 


This polyvinyl chloride sole is highly resistant 
to abrasion. Vinalon is extra tough and flexible. 


 BILTRITE 


HEELS AND SOLES 


AMERICAN BILTRITE RUBBER CO. 
CHELSEA 50, MASS. 
Warehouses: 4464 District Boulevard, Los Angeles — 1010 Gratiot Street, St. Louis 
In Canada: American Biltrite Rubber Co. (Canada) Ltd., Sherbrooke, Que. 
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INDUSTRY LOOKS TO 


GLEN EYE IDALE e 


Leaders in the development of new 
eye-protection techniques... creators 
of quality engineered products that 
meet maximum standards of safety, 
comfort and productivity. 


NEW! 


PLANT 
VISITOR'S 
SPECTACLES 


TYPE 90A Clear 


‘ ; ab Low-cost protection: 
TYPE 91A Green ; 4 ~ specifically designed for 
‘ es the plant visitor. Fits comfortably 
TYPE 92A Tutone  — even over prescription glasses. Features featherweight, 
et } one-piece construction, brow rest, .060 thick lens, universal 


bridge, permanently attached spatula temples. 


Also recommended for frontal protection against light impacts, spot welding, 
woodworking and other semi-hazardous uses. 


NEW! 
No. GW-600 


D 
RESPIRATOR MASK el UNISITE 
comfort...revolutionary j F WELDING 


that sets a new standard = 
on against non-toxic x og , GOGGLE 


Locks out a Z 
5000 of an . J al Ever 
parts weigh Beye To an a fier! 


the extra 

Exclusive, full-vision x le-plate g 
can be used with or w “yo tag ” 
tion. Unique 6-way baffi rovide 
maximum fog-free vision: b M sanifier snaps 
os easily into position. Simple lens replace- 
atures the new ment with convenient front | ding doy 
‘ lasting Glenaire Filter. » nga oe to eon SS *e t | i! 

ches i ‘acial contours comfo not 

— 801 eae RESPIRATOR MASK warp or distort under heat. 24%” x 414” 
standard welding plate conforms to Fed- 


Jusi the DUSTMASTER. Specially de- 
yo against non-toxic paint spray. eral Specifications GGG-h-211a. 





Sold nationally through See The Complete Glendale 
accredited distributors. Safety Line at the 

Full details and specifications on GLENDALE BOOTH, No. 197 
request. Write for Catalog of the NATIONAL SAFETY CONGRESS 
a Conrad Hilton Hotel, Chicago 
— October 16 through 20. 


a ae PTIGAL tee: 


. MERRICK ROAD, VALLEY STREAM, N.Y. 


e $7 SPECTACLES & LENSES +» FACE SHIELDS » WELDER’S AND CHIPPER’S GOGGLES 
; DUST GOGGLES + ACID & CHEMICAL GOGGLES « FLASH SPECTACLES « 
EVESHIELDS + CHIPPING & GRINDING SPECTACLES « WELDING PLATES & LENSES 
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New Products 


Safety Glasses Have ventilation, and cut side light reflec- 
Wire Screen Side Shields tion. Plastic-bound side shields have 
black oxidized screen, fine or coarse 
mesh. Other features include Polyfit 
nose bridge, rhodium-plated temples, 
welded hinges with Sur-Lok pins. 
Temples are available with vinyl- 
coated cable or spatula ends. 
Three colors: flesh, green, new 
mahogany. Two eye sizes: 46 by 39 
mm and 48 by 41 mm. F-7 Shape 
6.00C Super Safety Lenses — in clear 
or anti-glare glass or plastic. 
Recommended by the manufacturer CuicaGo Eve SHIELD Co., 2727 W. 
for jobs involving high heat or hu- Roscoe, Chicago, Ill. BoorHs 72-73- 
midity, Polyfit safety glasses with side 74. 


shields are designed to provide better (Item 320) 


TAKE ANOTHER LOOK 


TR 


a 
~. 
7 J 

ww / Sa 
= ye de ‘ 


ra 


You don't buy signals every day, like soap and 
— hardware, so when you do need a warning you 


want the right signal! 


SIRENS, HORNS and BELLS BY FEDERAL! 


The problem of evacuating people is being re- 
evaluated right now; FEDERAL has the best evac- 


vation signals for your system! 


For the finest 


SIRENS... HORNS... BELLS... and WARNING LIGHTS 


. visit FEDERAL in Booth #192 


. we can solve your signalling problems. 


136255. WESTERN AVE., BLUE ISLAND, ILL. 
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Three 
New 
Welding 
Hand 
Shields 


The AMERICAN Optica Co., Safety 
Products Div. Southridge, Mass. has 
added three new styles of welding 
hand shields to its safety products 
line. With these additions, the division 
now has a complete line of welding 
hand shields. 

One of the shields is a curved-chin 
style, dark grey fiber glass protector. 
Another is a narrow shell style with 
flanges on the sides, top and bottom. 
The third is a straight bib style which 
offers added protection to the neck 
and chest areas. All three new shields 
have a light-weight aluminum glass 
holder and a straight handle of formed 
fiber. 

The products are recommended for 
inspection of the welding operation. 
Bootus 78-79-80-81. 

(item 321) 


Hazardous Gas Instruments, 
Safety Solvent in New Line 


The Davis EMERGENCY EgQuiP- 
MENT Co., 45 Halleck, Newark 4, 
N.J., announces the following items in 
its line of safety equipment. 

Pocket-size toxic gas detector for 
the analysis of over 60 toxic sub- 
stances in ppm by stain length in a 
chemical tube. 

A series of combustible gas indi- 
cators in three ranges (0 to lower ex- 
plosive limit, 0 to 100 per cent gas by 
volume, and ppm or toxic range). The 
units feature one size-carrying case for 
all instruments, long battery life, il- 
luminated meter, and field servicing. 

A new safety solvent for petroleum 
products is claimed nonflammable, 
nontoxic to skin or upon inhalation, 
and odorless. 

The firm also is making an indus- 
trial cap styled on the lines of baseball 
players’ caps. Bootus 75-76. 

(Item 322) 


— To page 128 
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VISIT US AT BOOTH 48 
AT THE NATIONAL SAFETY CONFERENCE 
IN CHICAGO OCTOBER 16 THROUGH 20 


PLAQUES © TROPHIES * EMBLEMS 
INCENTIVE AWARDS 


$S-10 
TWO TONE Jewelers Bronze Etching with ‘‘Shield 


of Safety’’ in Bronze and Enameled Green. Gen 
vine Walnut Shield — 10” x 10142". 

$ 95 
$S-12 AWARD OF HONOR 
SS-13 PLAIN RIBBON 


NO EMBLEM EACH 


SAFE 
DRIVER 
AWARD 

Sunray (gold 
color) figure 
and plate. 
Genuine wal- 
nut base. En- 
amel “SAFE- 
TY" emblem. 
Ht. 6”. 


SS-10 AWARD OF MERIT 
SS-11 PLAIN RIBBON 


Gold Plate 
Sterling Silver 
Gold Filled 


Set with synthetic Sapphires, Rubies, Emeralds, 
White Sapphires at $1.75 each additional. 


1933 SERIES— 
Available in 
over 40 Stock 
Titles. 1%,” 
diam., hard- 
glazed enam- 
el, gold plat- 
ed pin and 
safety lock 
catch. $10.50 
per doz. (plus 
Fed. tax). 


Write for complete catalog. 


WILLIAMS JEWELRY & MFG. CO. 


Dept. NS10O 10 South Wabash Ave. 
Chicago 3, Ill. CEntral 6-5018 








New Products 


New 
Package 
For 

Skin 
Toughener 


Onox, a_ skin-toughening solution 
for the treatment and prevention of 
athlete’s foot, is available in six-oz. 
spray bottles for individual use. Indus- 
trial nurses can dispense the squeeze 
bottles to workers and to office per- 
sonnel for uninterrupted daily appli- 
cation both in plant and at home. The 
squeeze bottles are refillable from gal- 
lon containers at bulk prices. 

Packaged one dozen to the case. 
Free brochure with medical opinions 
are available. ONox, INC., Dept. NSC, 
121 Second St., San Francisco 5, Calif. 


BooTus 14-15. 
(Item 323) 


Leg-worn 
Device 
Grounds 
Static 
Electricity 


A device manufactured by the 
WALTER G. LEGGE Co., INc., 101 
Park Ave., New York 17, N.Y., is 
designed to reduce hazard of igni- 
tion of explosives by draining static 
electric charges from the body. 

The Legstat Grounding Device is 
worn over both shoes, a positive con- 
tact attached to the leg by an adjust- 
able Paris garter type band. A cable 
leads to the foot contact. Also avail- 
able with an inner sole contact, called 


Solestat. BooTH 36. 
(Item 256) 


First 

Aid 

Cases 

for 

Marine use 


THe Pac-Kit Co., 175 Greenwich 
Ave., Greenwich, Conn., manufac- 
tures an all plastic, semi-rigid first aid 
case designed specially for marine use. 
The water-tight closures are unit packed 
with polyethlene containers. The case 
is of one-piece moulded construction. 


BooTH 39. 
(Item 218) 


Special Process Leather 
To Be Shown 

Called “LIVING LEATHER” For- 
mula x 500 is claimed more resistant 
to scuffs and wear than ordinary 
leather. It is the product of a special 
treatment process employing urethane 
polymers. 

Visual proof of the new leather’s 
characteristics will be offered by ac- 
tual demonstration. Customers will 
be asked to apply their own “torture 
test” to crush, scuff, roll, stretch, 
stitch, and stain the leather as much 
as they want. 

Also on display will be pairs of 
shoes, one shoe made of regular leath- 
er, the other of “LIVING LEATH- 
ER”. These shoes received a month’s 
wear by workers. LEHIGH SAFETY SHOE 
Co., First & Minor St., Emmaus, Pa. 


BooTH 87-88. 
(Item 326) 


Hood Has 
Replaceable 
Apron 


A Duratex rubber-front apron and 
inner bib that are zipper-attached to 
the head-and-shoulder canopy are 
features on an abrasive blasting hood 
announced by the CHICAGO EYE 
SHIELD Co. Either apron or bib can 
be zipped on or off without replac- 
ing the whole canopy. The canopy, 
also made of long-wearing Duratex 
rubber, has a 44%2- x 5%-in. window 
opening. 

Neoprene lens retainer holds lami- 
nated backup lens, Perma-Clera cover 
lens and perforated steel cover plate. 
The new one-piece hood is available 
with optional choice of skull cap, 
hard cap or G-3 Hed-Rite (nylon) 
headgear with broad bearing cross 
strap and ratchet adjustment. 

Air supply system is designed for 
low pressure (5 to 25 Ibs.). Air travels 
from air valve assembly mounted on 
belt, through flexible hose, and enters 
distribution hose which releases air 
through diffuser bags. Bags filter the 
air and prevent blowing. BooTuHs 72- 


73-74. 
(Item 320) 
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f mi 
Ay, | Sih eout Safe(-T) meter FIRE EXTINGUISHERS 


, of NOW HAVE THE LONGEST RANGE AND HIGHEST PRESSURE 
as ("OF ANY DRY CHEMICAL UNIT MANUFACTURED. 





portable units, 























The largest portable line manufactured eee 


from 3-4-5-10-15-20-25-30 Ibs. and com- 
bination units, dry chemical and water on 
wheeled dolly and pullit wheeled unit 
stored pressured within the pressurized 
powder chamber. No extra nitrogen bottle 
with added weight — 150 and 250 pound 
sizes, can be mounted without wheels for 
Fire Trucks. 


ABSOLUTELY SAFE—Can be used on any 
blaze—even on persons afire! NON-TOXIC 
—Powder is medically pure. No dangerous 
gases, no choking fumes. NON-ABRASIVE 
— Won't stain or damage materials or 
equipment. NON-CONDUCTOR — Can be 25 U8. UNIT 
used on electrical fires. ELIMINATES RE- ON DOLLY 
FLASH — Insulating residue on hot sur- 


faces and liquids prevents re-ignition. PRO- j r) 





TECTS THE OPERATOR — Powder cloud 
forms a protective heat shield, allowing 


. 7 = . ~ 
closer approach for effective fire fighting. 25 LB. DC AND 2'2 GAL. 
WATER UNIT ON DOLLY 























a's largest firms are pro- 

1 from fire with our extin 
To protect your firm 

fire with the world’s finest 
Extinguishers write for full 


ation 


pullit wheeled unit 


Sy it PRODUCTS CORPORATION ELMSFORD, NEW YORK 


Creators of Stored Pressure Dry Chemical and Water Units. 
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New Products 


a first aid accessory with patented 
control guage, which regulates a con- 
stant flow of 4 litres of oxygen per 
minute from full to empty tank. 
The unit is designed to negate the 
possibility of inhaling an overdose. 


Portable 
Oxygen 


Inhalator Mask is placed on face, cylinder 


turned to left. To close circuit, cylin- 
der is turned to right. 
Carrying case of corrugated fibre- 
board (14 in. by 7 in.) weighs 6 lbs. 
: Cylinder has 91 liyre capacity. Re- 
The 10M twin cylinder oxygen in- fill adaptors make refilling possible at 
halator kit, made by Oxy-Gear, INc., any oxygen supply house. Bootu 325. 
30 N. La Salle St., Chicago 2, IIl., is litem 324) 


FIGHT 
danger from di 


Phlo® Waterless Cleaner. Milky white and extremely 
smooth, it contains both silicones and lanolin — affords 
double protection. It is safe, quick, and a handy dis- 
paneer makes using and refilling an easy matter. 

here’s no better hand cleaner than Phlo Waterless, 
and no better time to try it than now. 


Phlo Neutral Protectors. Effective soil and bacteria 
barriers. Time-tested Phlo is rich in lanolin and fur- 
ther fortified with silicones. It is non-toxic, and is avail- 
able in water soluble and waterproof types. You'll find 
a free trial most convincing. 


Practi-Kreme Skin Protector and Cleaner. Is highly 
effective in preventing dermatitis. It is applied before 
work to make the skin impervious to paints, lacquers, 
resins and other non-water based irritants. Moistened 
and rubbed to a lather after work, it leaves the skin 
pore-deep clean. Try it — you'll see. 





NEW! Phlo Cream 
Hand Cleaner with 
Antiseptic Action 


For WATCH FOR IT! 
FREE The 
Test 


Write emical Corporation 


60 Waltham Avenue, Springfield 9, Mass. 
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All-Use 

Dry Chemical 
Fire 
Extinguishers 





All-use dry chemical fire extin- 
guishers for industrial, commercial, 
farm and marine fire protection are 
offered in two models, 10 and 20 Ib. 

The new 10 lb., Model P-10, has 
UL ratings equal to or higher than 
most competitive 15 pound units. Be- 
cause of its smaller size is able to 
offer compact, lightweight fire fighting 
efficiency. Its rating is 1A: 16B:C. The 
20 Ib. unit, Model P-20, has added 
capacity, higher ratings for protection 
of larger risks. 

The new dry chemical powder has 
been under development for over five 
years. When discharged from the pres- 
surized extinguisher it provides a 
dense atmosphere to smother A, B or 
C class fires. 

Both units are manufactured by 
AMERICAN LAFRANCE, 54 E. La- 
FRANCE St., Elmira, N.Y. BooTHs 


116-117. 
(Item 325) 


Safe-T-Posts 
Channel Traffic 


Safe-T-Post traffic delineators are 
made of color-fast poly-vinyl chloride. 
The tube is solid yellow with a red top 
and has a self-draining base. The base 
is made of grey iron covered with rust- 
retardant paint. Total weight is eight 
lbs., height 26 in., with 2%-by 2%- 
by %-in. tapered wall thickness. The 
delineators can be installed with ex- 
pansion bolts, stud gun or epoxy ad- 
hesive. RADIATOR SPECIALTY Co., Char- 


lotte, N.C. Bootus 165-166. 
litem 329) 
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WHO 
SAYS . 
SAFETY BOOTS 
AND 
GLOVES 
HAVE TO BE 
> aa 


Not Hood. That’s for sure! Hood makes them easy to 
wear as well as protective. 

Ordinary plastic gloves, for example, stiffen up in cold 
weather. But the special Koroseal compound used to coat 
Hood “Flexigluvs” stays soft and flexible at low temper- 
atures—and provides far greater resistance to solvents, 
caustics, light oil, detergents. The Flexigluv has no 
obnoxious odor. And it wears longer, gives greater finger 
dexterity and comfort because its two-piece jersey shell 
has no seams in the wearing surfaces. Comes in knit wrist 
style, and 12” and 1444” 

For foot comfort and protection, nothing equals Hood’s 
Lectro Flexiboot. It has a sponge cushion insole that does 


gauntlet. 


"Visit us at Booth 4302 National Safety Congress.” 





a terrific job of cutting on-the-job fatigue. Non-skid 
molded soles prevent slippage. Lectro footwear is com- 
pletely coated on the outside with a thick layer of 
neoprene. Ideal for wear in refineries and other places 
where high resistance to oil, grease, most acids, and 
fats is needed. Choose Hood Lectro neoprene footwear in 
regular and ankle-fit boots with plain or steel toes, 
industrial work shoes with steel safety toes, or the 
over-the-shoe style. 

Hood offers a big selection of footwear and gloves—a 
type for every industrial need. Ask your local Hood 
distributor for catalogs, or write Hood Industrial Footwear 
e> Gloves, Dept. N, Watertown 72, Mass. 


INDUSTRIAL FOOTWEAR AND GLOVES BY 


CIRCLE 75 ON READER CARD 


National Safety News, October, 1961 











New Products 


Burn Spray Kit 
Is Unit Packed 


Designed to help make burn first 
aid more universally available, a com- 
pact 10-unit size burn spray kit which 
can be hung on walls or easily carried 
in trucks, cars, fire and other emer- 
gency vehicles, is announced by Mept- 
caL SuppLy Co., Rockford, Ill. 


The Kit illustrated contains two 3- 
0Z. spraytainers of Americaine Burn 
Spray, two 24 by 72 in. gauze band- 
ages, and two 4 in. bandage com- 
presses with Telfa nonadhering pads. 
Each 3-oz. spraytainer gives effective 
coverage of approximately 1,000 sq. 
in. skin surface. If desired, the kit 
can be furnished with other types of 
burn spray material. 

The kit is painted fire-engine red 
and features round corners and mois- 
tureproof and dustproof construction. 


Mounting bracket has a piano hinge 

for extra ruggedness. Dimensions of 

the kit are standard 10-unit: 8 by 5 

by 2% in. BooTHs 136-137-138. 
(item 330) 


Vinyl 
Soles 
Claimed 
Slip 
Resistant 


Biltrite Vinalon soles made by 
AMERICAN BILTRITE RUBBER CO., 
Chelsea, Mass., are claimed durable, 
lightweight, non-marking, flexible, re- 
silient, and slip resistant. These one- 
piece sole-and-heel units are com- 
pounded from pure vinyl and are 
available in a variety of colors and 
designs. BootH 115. 

(Item 294) 


Safety Cap 
Ear 
Protectors 


Davip CLARK Co., INC., Worcester, 
Mass., manufacturers of Straightaway 
Ear Protectors, introduces its latest 
model—the 372-26K, designed to in- 
tegrate into most safety caps. The 
kit (pictured on a Bullard cap) in- 
cludes the fittings necessary to attach 
the domes to a cap. 

Communications model also avail- 


able. BootH 311. 
(Item 275) 


Clips Keep Goggles 
On Safety Hats 


These clips have been designed to 
keep eye protection with the user. At- 
tached to the brim of a safety hat or 
cap, they allow full use of the goggles 
as well as cinching them down when 
set in a down position. 

AMERICAN INDUSTRIAL SAFETY 
EQUIPMENT Co., 3500 Lakeside Ave., 
Cleveland 14, Ohio. Bootu 176. 

(Item 328) 


FOR SAFETY... 
SPECIFY MILLER YELLOW 


Attractive MILLER “YELLOW” is now available in 
nylon safety straps and lineman’s body belts for higher 
visibility both day and night. All MILLER 
“YELLOW” safety straps and body belts are carefully 
designed, engineered, and tested for safety, comfort, and 
maximum wear. MILLER drop forged hardware 
includes the specially designed round nose snap on the 
strap and the patented MILLER circle dees on the body 
belt. Shown here are MILLER Safety Strap No. 6-NF 
(Friction Buckle).and MILLER Body Belt No. 
60-NL. Ask for specific literature on 
MILLER “YELLOW?” for safety. 


EY EQUIPMENT COMPANY, INC. 
FRANKLIN, PA. 


IN CANADA « SAFETY SUPPLY, CO., TORONTO 
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A NEW ADVANCE IN DURABLE 
RETARDANT WORK CLOTHES 


the optimum combination of fiber, 
ish to make the best possible fire 
k clothing... and this combina- 
chieved in a new Mount Vernon 


It takes 
fabric, and fir 
retardant w 
tion has beer 
Safety Fab 

The fiber is cotton—the world’s most com- 
fortable fiber: cool, absorbent... with no static 
electricity and no melting at high temperatures. 

The clk is a MOUNT VERNON fabric 
specific: developed for this It is de- 
signed for high strength, resistance to tearing 
and abrasion, and maximum air porosity... 
and to retain these properties throughout the 
life of the ment. 

The finish is Lynrus FR-1*. It chemically combines with the 
fiber and the cloth to produce Mount Vernon Safety Fabric. 


Mount ‘Vernon its, ine. 
— 


A LEADER IN INDUSTRIAL TEXTILES 


use, 


TURNER 


S € 


Main Office and Foreign Division: 40 Worth Street, New York, N. Y. 
Branch Offices: Chicago * Atlanta « Baltimore + Boston + Los Angeles 


‘Ty mark 


f Lynrus Fir 


ount 


SAFETY 
FABRIC 


LYNRUS F.R.1* 
Durable Flame Retardant Finish 


hing Company, Inc., Poughkeepsie, New York 


It provides durable flame resistance that will 
last for the life of the fabric whether it is 
laundered or drycleaned. Mount Vernon Safety 
Fabric will not support flame. Afterglow in 
charred areas is negligible. 

Mount Vernon Safety Fabric is mildew resist- 
ant, wrinkle resistant, and has bacteriostatic 
properties which tend to inhibit perspiration 
odor development. It is non-allergenic, non- 
irritating, and non-toxic. Because the fabric is 
soft and flexible, without a trace of stiffness or 
harshness, it can be styled into smart, com- 
fortable work clothes. 

These claims are supported by scientific tests; use the 
coupon to write for your copy of “Technical Facts About 
Mount Vernon Safety Fabric.” 


ernon 


TURNER HALSEY COMPANY, Dept. NS-1 
40 Worth Street, New York 13, N. Y. 
| am interested in knowing more about MOUNT 
VERNON SAFETY FABRIC. Please send me: 
(] a copy of “Technical Facts About 
VERNON SAFETY FABRIC.” 
(0 a swatch of MOUNT VERNON SAFETY FABRIC, 
so | can test it myself. 


MOUNT 


Name. 

Company_— 
ee eee ee a. 
EE State 


errr) Oe eee eee eee enee “<<< 


Meee we wee meee eeeeaeseesenaanee 
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DON’T find out 


“accident 


In safety equipment, second best just won’t do! 


Get the facts on the safety equipment you need. For 29 years, the Rose 
Manufacturing Company has been designing, testing, and manufacturing 
the finest safety equipment in its field. 


The Safe-Hi Unolyn Shock Absorber and Lanyard are safe two ways! A 50-inch 
length of Nylon Lanyard is coiled around a 10-inch length of Unolyn. After the 
Unolyn has stopped the fall and absorbed the shock, the Nylon lanyard retains 
full strength and safety. Unolyn s-t-r-e-t-c-h-e-s to 5 times its own length—one 
pound of Unolyn absorbs up to 25,000 foot-pounds of kinetic energy—to guard 
against broken ropes, anchors, belts and broken men due to impact in stopping falls! 


Sofe-tavver SHOES 


Safe-Hi Ladder Shoes hold on all surfaces be- 
cause they combine fibre and neoprene in the 
tread. This combination holds any ladder safely 
on wet, dry or slippery surface. The self-sharp- 
ening steel spike flips down for ice or snow. 
Listed by Underwriters Laboratories for 
all surfaces. Also available in spark-re- 
sistant metals. 


Sofe-Hcuest-waist BELT 


The Safe-Hi “Chest-Waist” belt is the safest belt made for 
workmen in high places, because it divides the shock load 
to two separate areas of the body—the chest and the waist. 
It also assures proper adjustment; the shoulder-supported (x 
chest belt can be worn loose for comfort, but the un-sup- 
ported waist belt must be worn snug, thus preventing the 
fatal “slip-out” accident in a fall. 

Other Safe-Hi Safety Belts include Car Dropper’s Belt, 
Grab Belt, Heavy-Duty Construction Worker’s Belt and 
Window Cleaner Belt. 


He nUTO SEAT BELT 


The “all nylon” Safe-Hi Auto Seat Belt has been safety-engineered to reduce 
crippling injuries and deaths resulting from highway accidents. The entire belt 
assembly, including the floor hardware, test far beyond C.A.A. rated strength for 
airplane seat belts! The 2-inch-wide webbing is 100% nylon, shock-absorbing, very 
long wearing and easily kept clean. It is light and comfortable to wear, and can 
be instantly adjusted or released. The Safe-Hi Auto Seat Belt will fit any person, 
any seat and any car or truck. 


OTHER SAFE-Hi PRODUCTS 


Other Safe-Hi Products include the Safe-Hi Ladder Climber, Chisel Grip, Rope 
Grab Shock Absorber, Ladder Lash Pole Grip, Wall Grip and Adjustable Bo’suns 
Swing. e 


You’re sure you’ve got the best with 


@- 
f ARS e manufacturing co. 


2700 W. BARBERRY PLACE © DENVER, COLORADO 
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New Products 


Extra-Long Glove 
Added To Line 


Protection for workers’ hands and 
forearms is the outstanding feature of 
the new extra-long VL-36 industrial 
glove just introduced by THE PIONEER 
RUBBER Co., 296 Tiffin Rd., Willard, 
Ohio, as another addition to the firm’s 
Stanflex line of liquidproof, hand pro- 
tection industrial products. 

Designed with an outer coating of 
Pylox and reinforced with an inter- 
lock knit-cotton lining, the new 144- 
in. glove resists abrasion, snagging and 
tearing. Will not deteriorate from con- 
tact with acids or other harsh indus- 
trial chemicals. Can be easily cleaned. 

The glove features seam-free work 
surface, snug-to-tip curved fingers, 
roomy palms and knuckles areas. The 
glove remains soft and supple in hot 
or cold liquids. The knit-cotton lining 
provides insulation and absorbs perspi- 
ration. A nonslip grip insures safer 
handling of products than with bare 


hands. BooTH 19. 
(Item 182) 


Emergency 
Light Uses 
7% V Dry 
Battery 


“Lifesaver,” model no. 2-75 auto- 
matic emergency light has been an- 
nounced by U-C-LITE MANUFACTUR- 
ING Co., 1050 W. Hubbard St., Chi- 
cago 22, Ill. Designed to plug into any 
AC outlet and provide automatic 
emergency lighting when regular light- 
ing fails, “Lifesaver” operates on a 
standard 74% V dry battery. Unit is 
equipped with two 5-in. lampheads 
and mounting brackets welded to bat- 
tery container. It includes a built-in 
voltmeter and momentary contact 
switch for testing battery voltage and 
neon bulb that glows when unit is 
plugged in for service. Catalog avail- 
able on request. BooTH 217. 

(Item 141) 
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MONEY SAVING 
VERSATILE “™ 
NEW 
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| #35 Headgear 
"T #26 Bound Plastic Window 


SYSTEM OF EYE 
PROTECTION FOR EVERY JOB! 


ONE LIGHTWEIGHT, ADJUSTABLE HEADGEAR WITH A COMPLETE ASSORTMENT 
OF SNAP-ON EYE-PROTECTORS provides versatility, interchangeability, and economy 
—with a minimum cash outlay! 


The sturdy, comfortable headgear, available with or without molded fiber skull- 
guard, has “floating” snaps for attaching a wide variety of standard interchange- 
able shields to meet any requirement. 


One headgear serves all shield units. The interchangeable shields are all top 
“‘Dockson-quality”’ — reducing inventory to a minimum and saving the user many 
dollars in specialized equipment costs. Replaceable units are available from stock. 


Write for detailed literature. ; New soft plastic 
material. Light, 


tough, comfortable, 


#25 Headgear easily cleaned. 


Replaceable velvet— 


foam brow-cushion. Simple adjustments 


for 62 to 8 headsize. 
Molded brow-shield. ess Convenient thumb 
nuts control spring 


Sturdy, “floating” tension. 
snaps for attaching 
eye-protectors. 
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#26-1 PLASTIC WINDOW, 8” x 17” 
In sturdy, fire-proof acetate. .020 
thick clear, or medium and dork 
green. .050 clear only. 


#26-S BRASS SCREEN WINDOW, 
6” or 8” depth. Bound in sturdy, 
fon-rusting 


#26 BOUND PLASTIC WINDOW 
Eleven inches wide. 4", 6” and 8” 
deep. .020 or .050 clear plastic. 
Medium and dark green plastic 
available in .020. 


#26-CW CHIPORWELD EYE 
SHIELDS Equipped with sturdy side 
arms for use with headgear. Change- 
able clear or colored windows. 


#26-W WELDING FRONT Rugged, 
seamless, molded fiber shell with 
exclusive Dockson molded rubber 
lens holder and interchangeable 
window lenses. 


135 








al 
PAYOFF 


ge 


By WAKincaS 


© 4v00 acciomers 


Shown here: a selection of new materials which have been produced 
by NSC since the last National Safety Congress. Some of the high- 
lights of the year: a new film and new campaign materials for the 
Safety Everywhere — All the Time campaign; a complete new Hard 
Hat Safety campaign; a new National Directory of Safety Films; a 
new edition of the Supervisors Safety Manual; and a new super- 
visor film series — ‘‘The Key Man"’ series. 





What's 


New 
In 


NSC 


Services 


Here’s your guide 

to new publications, 
visual aids, and 

films produced by the 
National Safety Council 
since the last Congress. 
Be sure to look for 
these materials when 
you visit the NSC 
exhibit—lower lobby, 
Conrad Hilton Hotel. 


Hard Hat Safety Campaign 

The campaign aimed at “the hard 
head among your hats” —the guy 
that won’t wear his hard hat all the 
time. NSC now has the answer to 
this problem —a special campaign 
that provides educational and pro- 
motional materials to achieve 100 
per cent head protection all the time. 


Hard Hat Leaflets. Four in the series, each 
discussing how hats save lives, why they 
should be worn all the time. /28.2/. Set of 
four leaflets, each 50—$.15. 


Hard Hat Posters. Set of six, plus partici- 
pation certificate. Visual reminders to 
your employees to keep their hard hats 
on. Certificate advertises your participa- 
tion in this national hard hat safety cam- 
paign. 128.22. Each (six posters and cer- 
tificate): 1—$2.10; 2—$1.20; 10—$.60. 


Hard Hat Signs. Four hard hat safety slo- 
gans in the form of self-stick signs. Peel 
the protective coating off and the sign is 
ready for mounting—almost anywhere— 
indoor or outdoor. 128.23. Each (set of 
four signs): 1—$2.40; 2—$1.60; 10— 
$.96. 

— To page 138 
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When a 16-ounce hammer 
weighs FORTY pounds... 


. .. you'll be glad you’re wearing a Jackson Safety Hat 
or Cap—and any 16-oz. object falling 40 feet will create 
the same 40-foot pound impact as a 40-lb. weight would 
in falling one foot. Jackson Hats and Caps absorb and 
disperse impact forces. 

An instantaneous impact of 40 ft.-lbs. to a Jackson hat 
is reduced to less than 3 ft.-lbs. direct to the wearer! The 
hat is shock absorbent. Everything in the hat ‘gives’ a 
little, and the distance between the hat shell and your 
head becomes the stopping distance for the impact force. 
The Jackson hat headgear spreads that reduced blow of 
3 ft.-lbs. out over the 13 square inches of your head that 
is under the supporting straps. A bared head would take 
the original 40 ft.-lbs. impact all within an area the size 
of a dime. Jackson Hats and Caps reduce possibly lethal 
blows to just possible headaches. 

Jackson Safety Hats and Caps are comfortable and 
attractive, as well as safe. The headgears quickly adjust 
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to regular hat sizes. They are soft and easy on the head. 
Many accessories are offered such as winterizers, chin 
straps, and a most complete line of attachable eye and 
face protection devices. 


Choose Your ‘Jackson’ 
from 3 materials: 


Compression molded of glass fibers and poly- 
ester resins with strong, two-way crown 
ribbing. In grey, white, yellow, orange, green, 
blue, brown, and red. They exceed Federal 
specifications. 


ALUMINUM 
Lightweight ‘Alumihats’ and ‘Alumicaps’ 
pass Federal specifications for impact and 
penetration resistance of construction workers’ 
safety hats. In natural, white, yellow, orange, 
green, blue, brown, and red. 


‘Life Guard’ hats and caps are entirely non- 
metallic, pass Federal specifications for con- 
struction workers’ hats and Edison Institute 
specifications for electrical resistance. In white, 
yellow, grey, and orange. 


Sold Everywhere by Better Welding 
Supply and Safety Product Dealers 


Jackson Products 


5523 Nine Mile Road, Warren, Michigan 
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What’s New 


Hard Hat Stickers. Give one for each em- 
ployee, to put on his hard hat. Stickers 
say: “Hard Hats Save Lives.” Printed in 
yellow and green, pressure-sensitive back. 
128.24. Each (sheet of 10 stickers): 5— 
$.45; 50—$.37; 100—$.32. 

Hard Hat Campaign Guide. Step-by-step 
directions for organizing and conducting 
a successful hard hat safety program. 
Guide included with each order of mate- 
rials at no charge. 


National Directory Of Safety Films 
The newest and most complete list- 
ing of safety films available. Films 
are recognized by all as highly effec- 
tive safety training aids, and you 
will want this comprehensive film 
listing at your finger tips whenever 
the need arises. Almost 3,000 titles, 
covering industrial, motor transpor- 
tation, traffic, home, farm, public 
and school safety. Television clips 
and spots also added. Complete de- 
tails on sources of films and terms 
of availability. Fully-indexed for 
easy location of films to help you 
do an ever-better job of accident 
prevention. 

029.10. Each: 1—$2.50; 2—$1.90; 10— 
$1.50; 100—$1.20; 500—$1.00. 


Detail Sheets 
Detail Sheets are simplified drawings 
and specifications showing how to 
construct money-saving devices and 
special equipment. Easy to follow in- 
structions. Any good millwright or 
maintenance man can use them to 
build special items fast, econom- 
ical, and with the assurance that the 
finished product will be safe to use. 
New Detail Sheets in the series are: 
124.04—181-Compressed Gas Cylinder 
Handling Tool (New) 
124.04—182-Rivet & Bolt Head 
Deflectors (New) 
124.04— 26-Sidewalk Shed (Revised) 
Price, each: 1—$.28; 10—$.17; 100— 
$.10. 


Traffic Safety Reprints 
Two page articles from TRAFFIC 
SAFETY magazine, provide informa- 
tion on specific traffic subjects of 
importance to all drivers. These are 
the latest additions to this important 
series of fact sheets. 
329.96—38-Creeping Killer 
329.96—39-Rear End Collisions 
329.96—40-Seat Belts Work 
329.96—41-How the POINT SYSTEM 

Puts the finger on Problem 

Drivers 
329.96—42-Bad Brakes Kill 
329.96—43-Installation and Use of 

Seat Belts 
Price, each: 50—$.05; 500—$.035; 1,000 
—$.028; 5,000—$.025; 10,000—$.02. 

— To page 140 
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Whatever your needs in protective 
and safety clothing, you will find 
greater satisfaction with SAW YER- 
TOWER garments. No other line 
offers so many fabrics...Neoprene 
Latex... Rubber Latex... Neoprene 
Coated Nylon... Vinyl Coated Nylon 
.- Vinyl Coated Cotton Acid Clothing 

-Pplus Calendered and Oiled Cloth- 
ing in so wide a variety of garments 
Bele Mele} lobe Mm _lem cebectel 1900042) bap ede Cele e 
SAW YER-TOWER is famous, too, for 
its generous cut to assure comfort- 
able fit and relieve stress points; and 
for its seam structure... stitched for 
strength, sealed for safety. You‘can 
choose the specific garment made 
from the most suitable material in 
the best color to provide maximum 
service and safety for almost any 
working condition,and we’re sure 
you'll like our service — our customers 
say it’s famous, too. Send for litera- 
Abbal- wr: bole Mb ot: Deel me) @bel-t- 0 a -t-i am lelelel =) am 


SAW YER-TOWER, INC., ‘Watertown 7%, Madsashasetio 
“Specialists in fine protective clothing. 


IT a” eae ay a ~~ 
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What's New 
Data Sheets 


A lifetime of facts and experience 
condensed into two to twenty-four 
pages. Data Sheets are concise, com- 
prehensive reports dealing with a 
specific accident prevention prob- 
lem. They contain authoritative in- 
formation collected from the best 
safety sources available. Written in 
an easy-to-understand style, accom- 
panied by drawings, photos and 
charts. Data Sheets that apply in 
your operation should be part of 
your working safety library. Here 


are titles of new and revised Data 
Sheets added to this professional 
reference collection since the last 
Congress. 

NEW 
123.04—497-Portable Reamer Drills 
123.04—498-Live Line Tools 
123.04—499-Arsenic & Its Inorganic 

Compounds 
123.04—500-Photography for the’ 
Industrial Safetyman 
123.04—-501-Cutting Oils Emulsions & 
Drawing Compounds 
123.04—-502-Paper Bag Manufacturing 
123.04—503-Linemens Rubber 
Protective Equipment 


This is Haws wall- 
mounted Model 7300, 
in cast aluminum -— 
handsomely styled to 
complement lab and 
shop; ideal for new 
construction. 


Haws EMERGENCY Eye-Wash 
provides instant first aid 
to prevent serious injury 
due to eye contamination 


... by saving those vital seconds that can mean the difference 
between temporary irritation and permanent injury. Controlled 
streams flood the eyes, washing away searing chemicals and other 
foreign matter. See this model and others, as well as emergency 
drench showers, detailed in the Haws Safety Equipment Catalog. 
Write today to Haws Drinking Faucet Company, 1443 Fourth 


Street, Berkeley 10, California. 


EVE-WASH FOUNTAINS 
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123.04—-504-Jack Leg Drills 
123.04—-505-Three Knife Flatbed 
Trimmer 
123.04—506-Masonry Saws Stationary 
Single Blade Type 
123.04—507-Handling & Storing Heavy 
Molds In the Rubber 
Industry 
123.04—508-Boron Hydrides 
123.04—509-Mill & Calender Rescue 
Methods in the Rubber 
Industry 
REVISED 
123.04—-256-Motor Graders Bulldozers 
& Scrapers 
123.04—280-Wood Jointers 
123.04—295-Wool & Worsted Cards 
123.04—291-Cloth Shears 
123.04—266-Die Casting Machines 
123.04—328-Metal Squaring Shears 
123.04—357-Metalizing 
123.04—355-Bottles & Broken Glass 
123.04—-392-Air Powered Hand Tools 
123.04—448-Crawler Truck & 
Similar Cranes 
Price, each: 1—$.40; 10—$.33; 100— 
$.26; 1,000—$.21. 


Driver In the Dark 

During the hours of darkness, acci- 
dent rates increase sharply. Driving 
at night is different — and the differ- 
ence spells danger. “Driver in the 
Dark” discusses the dangers and 
differences of night driving — dis- 
torted vision, glare-blindness, over- 
driving headlights, etc. — and tells 
how to cope with special problems 
that exist. Twelve pages of dramat- 
ically illustrated, easy to read text. 
399.11. Each: 50—$.07; 500—$.062; 
1,000—$.054; 5,000—$.046; 10,000— 
$.042. 


Poster Lites 

Spotlite your safety messages with 
Poster-lites. Poster-lite frames for 
your NSC posters set them off from 
everything in the area where they 
are displayed. They catch the eye — 
command attention — cut down ac- 
cidents. Hang them, stand them up 
— wherever you want to add impact 
to a safety display. Poster-lite illum- 
inates poster from behind. Built of 
durable heavy-ply cardboard in 
wood-grain finish. Shipped complete 
with easel, lighting unit and cord 
(U.L. approved), diffuser and full 
instructions. 

035.75. Each: 1—$11.00; 2—$9.00; 10— 
$7.05. 


The Key Man (Film Series) 
The key man in any safety program 
is the supervisor. He is in the best 
position to see that hazards are elim- 
inated and instruct workers about 
safe practices. Here is a four-film 
series that gives key personnel an 
insight on the cause and effect of 
— To page 142 
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VEN Ee looks at lenses 


r - There’ Smore to selecting safety glasses than 
_ mtb the eye. Exacting tests by The Maytag Company, 
» for r example, uncorked some startling facts about lens 

pel rfor nance under repetitive impacts. Selection 

4 of the right combination of hardness and toughness 
PR _as a result of these tests has helped Maytag reduce 
ty 4 | ab hi eye a scidents. Before Maytag instituted its mandatory 


‘fs ? 


rot on. program in 1949, visits to the company’s 

ti sal department for eye treatments ranged up to 

n0 nth. Since then the monthly visitation rate 

“2 has dropped sharply—to 23.3 in 1955 

and 8.4 the past year. Read (next 
*-- page) about the performance of 

| ee “Willson Super-Tough’ lenses in tests 

| conducted by Mr. Dan F. Brady,* 


4 ay and plant protection engineer. 















de a “ny 
5 . “a 
nm e: 
b 2 nae 
ff a m 
i 9. ee 
° z 
mm . . 


WILLSON 
=. 
3 SAFETY }: 
CLINIC A 











Comfortable Willson safety glasses with plastic sideshields protect workers from hot sparks, metal chips, molten aluminum, and caustic 
chemicals at The Maytag Company. For some applications, Maytag uses Willson Contour-Specs®, the exclusive hinged-bridge safety 


glasses that replace up to ten sizes of conventional safety glasses. 


; 


Willson Super- Tough" 


Top—Street-glass lens shattered 
by one blow. 


lenses resist impact 


5 to 9 times longer 


Bottom—Willson Super-Tough 
lens cracked after 15,867 blows. 


ORTH w 
w Or, 


2 a 
. ; ? , ; - warm % —— 
Quality of Willson lenses is proved again by exacting JaMAbesewOA heat treatment. This “annealing” process assures the 
<< 
wn 


tests and safety records of The Maytag Company, 
Newton, Iowa. 

Repetitive blows by a 26-ounce brass hammer from a 
6-inch free fall—/56 in. oz—produced these results: 


Consecutive blows 
withstood 


“In a similar impact test,” adds Mr. Dan F. Brady, safety and 
plant protection engineer, “ta Willson Super-Tough lens (above) 
withstood 15,867 consecutive blows without cracking. 
“The quality of Willson lenses also is shown by their role 
in helping to reduce our eye accident rate.” 
Balanced hardness, toughness key to impact resistance 
Reason for outstanding impact resistance is Willson’s uniform 


sofely is worth 
working Jor 


WILLSON 


SAFETY z proper balance of hardness and toughness. Hardness 


Wk. , 
o- © 
2500 


resists penetration. Inner core toughness, with correct 
tension, resists impact. Any defect in ophthalmic glass is 
exposed during heat treatment. 


Also important for eye safety is uniformity of hardening. . . 
or absence of surface strains. Each Willson lens is tested for 
uniformity in a polariscope. Any lens which does not produce 
the cross pattern indicative of uniform heat treatment is re- 
jected. But that’s only the beginning. 


Every lens is tested for striae, waves, and other defects af- 
fecting vision. The lens is held in front of a telescope focused 
on a 4”-diameter circle 35 feet away. Perfectly parallel lens 
surfaces make cross-hairs inside the scope fall within the circle. 


Willson offers fast service, too! An order for safety equip- 
ment is delivered at Maytag within four days by Safety Coun- 
selor Ward Andrews, Protective Equipment Company, Chicago. 


Contact your Willson distributor for a closer look at de- 
pendable eye, ear, lung, and head protection. 


Wilison Products 

A Division of the Electric 
Storage Battery Company 
Reading, Pennsylvania 

in Canada: Safety Supply Company 





What’s New 


accidents, and illustrates techniques 
that will enable supervisors to be 
persuasive and convincing when 
they talk “safety” to workers. 

Point of No Return: Every accident can 
have far-reaching effects not only in the 
plant, but for the injured worker and his 
family. These results cannot be undone 
because an accident is the point of no re- 
turn 

You're the Key Man: The story of how 
a supervisor with “safety know-how” 
earns the respect of his workers and im- 
proves efficiency in the department. 
Sound safety supervision by key person- 
nel makes the safety program work 

It’s the Little Things That Count: A 
good safety record is the result of atten- 
tion given to many small details. By them- 
selves the details are not dramatic, but 
the cumulative effect can be impressive. 
People Are the Puzzle: Machines and 
physical facilities can be engineered for 
safety, but getting people to work to- 
gether safely is the big job. Film shows 
supervisors how to look for, and correct, 
traits in individual workers that might 
lead to an accident 

145.20. Series of four films (16mm black 
& white sound), each: 1—$300.00; 2— 
$280.00: 10—$270.00 


Ready, Set, Snow 


The results of years of intensive 
study have been used to prepare the 
1961 Winter Driving Booklet for 
passenger car drivers. The latest data 
has been incorporated in this new 
safety instruction booklet. Discusses 
road conditions, how to make safe 
starts and stops, types of tires and 
chains, avoiding and _ controlling 
skids. This non-technical presenta- 
tion of winter driving facts is sure to 
help drivers have a safe and more 
trouble-free winter. 

399.57. Each 50—$.075: 500—$.065: 
1.000—S$.058 5.000—$.048: 10,000— 
$.045: 20.000—$.042 


Hazard Hunting 


Strike back at home accidents with 
this entertaining safety booklet. 
Using a humorous theme, this 12- 
page booklet is packed with dozens 
of practical home safety tips. With 
more than 20,000 fatal home acci- 
dents each year, off-the-job safety is 
of increasing concern to industry. 
Bolster this phase of your program 
by giving each of your employees a 
copy of “Hazard Hunting.” Each 
employee’s family will enjoy and 
profit from reading it. 

§99.65. Each: 50—$.075; 500—$.062; 
1,000—$.058; 5,000—$.052; 10,000— 
$.047: 20,.000—$.04 


— To page 144 
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Your Treasurer Will 


LOVE You - - 


when you save him 20% to 30% of 
his premiums for compensation 


insurance 
And it is being done—by reducing accident 
frequencies by vision screening. 
How much can YOUR plant save? A trained 
technician will estimate this. 
Write for records of substantial reductions 
in compensation premiums. 
KEYSTONE VIEW, Meadville, Pa. Origina- 
tors of Binocular Vision Tests for Industry. 


Have your own vision screened at the National 
Safety Congress; visit us at Booth 150. 





NEW MATERIAL — NEW GLOVE 
r \ \i Ut \] | | 


TRIPLE-RESISTANT, MULTI-PURPOSE INDUSTRIAL GLOVE — 


OF NITRILE RUBBER 


The new Nygran work glove can solve your 
hand safety problems. The abrasion resistance 
of plastic . . . the cut resistance of neoprene 
‘ and superior chemical resistance, all in 
one glove. Reduce inventories . . . reduce costs. 

For complete information and a sample pair, 
write on your letterhead to: 


 GRANET ~~ 


25 LORING DRIVE, FRAMINGHAM, MASSACHUSETTS 
SEE AT BOOTH #170 NATIONAL SAFETY CONGRESS 
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MAKE SAFETY 
LOOK GOOD...WITH THE 
WORLD’S LIGHTEST SAFETY SHOES 


CASUAL-STYLED ! WEIGH FULL POUND LESS PER PAIR THAN ORDINARY SAFETY SHOES 


New ... safety shoes with wear-appeal for your men. Lightweight, to 
be less tiring. Good-looking . . . and just a swipe of a wire brush 
or ordinary sandpaper keeps them looking great. Comfortable 

and cooler, because the rugged pigskin breathes, doesn’t 
trap air inside. In oxford and chukka styles. For 
the name of your nearest jobber, write to Haus 
. of Krause, Rockford, Michigan. P 


RESIST ACIDS, 
ALKALIS, WATER, SOIL 


STEEL 
SHANK 
SUPPORTS 


STEEL 
|= 10) Gm ge) 2 


PROTECTION 
OIL-RESISTANT 


NEOPRENE SOLES 


BING e)ae 
K RAUSEF 


SAFETY SHOES 


Industrial jobbers interested in acquiring a franchise, write to 
Haus of Krause, Rockford, Michigan is 


What’s New 


Safety Everywhere— 
New Campaign Materials 


Eight brand-new items that will 
keep employee interest in the Safety 
Everywhere Campaign high. 
Film (“Ten Long Minutes”). New cam- 
paign film; 10-minute motion picture in 
full color. 177.33. Each: $115; 2—$110. 
Rental: $22 
Display Cards. A set of 16 diamond- 
shaped, brightly colored cards that you 
can combine to make interesting, chang- 
ing visual displays. 199.47. Set of 16, 
each: 1—$6; 2—$4.50; 10—$3.60; 100 
$3. 
Pennant Strings. Use them outside, use 
them inside, use them to give a little of 
the carnival flavor to your safety program. 
Made of weather-resistant plastic, already 
strung, ready to use. 199.42. Each (set of 
two): 1—$11; 2—$9; 10—$8. 


Bumper Strip. it says: “Obey Traffic Laws 
Safety Everywhere All the Time” and 
shows the campaign emblem prominently. 
Extra long (18”), made of plastic for ex- 
tra durability. 199.43. Each: 50—$.20; 
500—$.17; 1000—$.16; 5000—$.15. 


Stickers. Fourteen in the set, a different 
message on each, printed on plastic in full 
color, self-stick backing makes them easy 
to use (and take down) anywhere. /99.48. 
Each (set of 14): 10—$.35; 50—$.22; 
§500—$.20; 1000—$.18. 


Comic Book (“Jim Finds a Diamond”). 
Tells the story of this campaign in inter- 
esting picture format that everyone— 
children, teen-agers, and adults—will en- 
joy. 192.48. Each: 50—$.08; 500—$.07; 
1000—$.06; 5000—$.05; 10,000—$.045. 


Ruler-Bookmark. Something every school 
child can use. Good way to promote safety 
among the children of your employees. 
052.06. Packages of 100, each: 1—$6; 2 

$4.30: 10—$3.40; 50—$3: 100—$2.80. 
Pot Holder. Newest idea in safety pro- 
gram items—a practical kitchen aid that 
is also a safety reminder. This pot holder 
is made in the shape of the campaign em- 
blem and is printed in the campaign col- 
ors. It has a loop for convenient hanging. 
In use or out of use, it brings your Safety 
Everywhere Campaign into your em- 
ployees’ kitchens! 052.07. Each: 10— 
$.32; 50—$.22; 500—$.19; 1000—$.17: 
5000—$.16 


Guide To Traffic Safety Literature 
—Volume 4-5 


Complete listings of published books, 
articles, pamphlets, and papers deal- 
ing with traffic safety published in 
1960. The only series devoted en- 
tirely to this important subject. It 
lists those articles that contribute 
either to technical aspects of traffic 
safety, or to program development. 
Shows exact sources and is fully- 
indexed. Convenient 6” x 9” size. 
329.82—3. Each: $1.00 

— To page 146 
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i ill 


Even the most recent de- 
velopments encompass this 
vital problem—NOISE that 
is plagning most industries 
and the military today. This 
harmful noise is damaging 
the ears of those exposed 
to it, causing worker 
fatigue, mental depression 
and inefficiency, all con- 
tributing to accidents. 


Straightaway Ear Protectors have been developed to 
overcome this problem with maximum effectiveness. 1. They provide excellent protec- 
tion with complete comfort in dangerous noise areas. 2. They increase ability to hear 
speech and warning signals more readily. 3.They provide the most efficient ear pro- 
tection available today and are least expensive in the long run. 


THE SAFE WAY IS STRAIGHTAWAY 


SEE US IN CHICAGO a 


BOOTH-311... » Mo 


Available to the Military under the following Federal Stock Number 8415-565-0253 














e by: 
DAVID CLARK COMPANY INC. 


EAR PROTECTORS 360 Park Avenue, Worcester, Mass. 


FOR INDUSTRY — PUBLIC SERVICES AND THE MILITARY 
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What’s New 


Supervisors Safety Manual— 

2nd Edition 

Completely revised and up-dated. 
Second edition of this widely-used 
safety work. A comprehensive 375 
page text written expressly to show 
foremen the relationship between 
safety and efficient production. The 
Supervisors Safety Manual teaches 
basic accident prevention and hu- 
man relation techniques. An impor- 
tant reference book and self-study 
guide for individual foremen, or a 
basic text for group training courses. 
Instructor’s Guide also available. 
151.05-2. Each: 1—$4.25; 2—$3.75; 10 
—$3.20; 100—$2.85. 


Five Minute Safety Talks— 

Driver Book 3 

Fifty-two new safety talks for driver 
supervisors. Keep that personal 
touch in your safety program. A few 
sincere, friendly words from a su- 
pervisor can make a lasting impres- 
sion on a driving crew. Your super- 
visors can do this job for you if they 
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VYTHENE-EX 


NEW SAFETY SOLVENT FOR 
CLEANING OF-PRECISION EQUIPMENT 


AND ELECTRONIC COMPONENTS 


VYTHENE-EX is a highly re- 
fined solvent designed for 
the cleaning of precision 
bearings, electronic compo- 
nents, etc., where residue 
must be held to a minimum. 
It contains no carbon tetra- 
chloride, is low in toxicity, 
has no flash point, and is 
non-corrosive to all metals. 


WRITE for complete data 
and samples today. 


Northvale, N. J. 


in Canada: Safety Supply Company 





have the help available in “Five 
Minute Safety Talks.” Material for 
a full year of weekly talks, written 
in a style that can be delivered easily 
and naturally. This booklet is loaded 
with sound practical advice on how 
to drive safely and what to be care- 
ful of. 

229.53. Each: 1—$2.25; 2—$1.95; 10— 
$1.70; 100—$1.60. 


Talk Topics—A Supervisor's Guide 
A new 96-page book designed to 
promote safety through brief group 
discussions led by foremen. Based on 
the idea that men learn more when 
they talk than when talked to, this 
book gives the foreman ready-made 
material with which to conduct sem- 
inar-type safety meetings. “Talk 
Topics” contains stories, facts, ideas 
and questions about safety. A copy 
for each of your foremen will help 
both workers and supervisors de- 
velop enthusiastic safety attitudes. 
152.30. Each: 1—$2.25; 2—$1.95; 10— 
$1.70; 100—$1.60. 
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VYTHENE D 


IDEAL SAFETY SOLVENT FOR 
SPRAY OR WIPING OPERATIONS 


~~. FF 


VYTHENE D is an excellent 
general cold cleaning solvent 
with an economical evapora- 
tion rate. Practically inert to 
paints and varnishes used on 
most electrical motors, it 
has no flash point, is low in 
toxicity, contains no carbon 
tetrachloride, and is non- 
corrosive to all metals. 


WRITE for complete data 
and samples today. 


Northvale, N. J. 


in Canada: Safety Supply Company 





CIRCLE 90 ON READER CARD 


Safetygraphs 

Safetygraphs are illustrated talks de- 
signed for use in training small 
groups of workers. This visual aid 
is widely used throughout industry 
and the Armed Forces because of 
its effectiveness in teaching safety to 
employees. Each Safetygraph is a 
complete, self-contained safety-ses- 
sion package. These colorfully illus- 
trated safety talks simplify the job 
of teaching safety on specific sub- 
jects, even for inexperienced instruc- 
tors. Here are the newest titles 
added to NSC’s popular “flip-chart” 
series: 

STOCK 


NUMBER 
174.69 


TITLE 

Static Sparks & Flammable 
Liquids (Revised) 
Longshoring 
Burning & Welding 
The Air You Breathe 
Office Safety 
Hard Hats 
Hazards of Water in 
Closed Process Systems 
Housekeeping 

174.93 Falls Hurt 

174.94 Safety Attitudes 
Price: 1\—$14.00; 2—$12.50; 10—$12.00; 
100—$11.50. (Easels extra at $4.50 each) 
— To page 148 


174.86 
174.87 
174.88 
174.89 
174.90 
174.91 


174.92 
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VYTHENE PC 


THE NEW SAFETY $01 VENT 
FOR ELECTRONIC USES 


= _ 


Vythene quickly dissolves 
and removes fluxes and resid- 
ual salts from electronic cir- 
cuits. Vythene PC has no flash 
point, is low in toxicity, con- 
tains no carbon tetrachloride. 
Non-flammable, and non-corro- 
sive, it is economical and can 
be reclaimed by distillation. 


WRITE for complete data 
and samples today. 


Northvale, N. J. 


In Canada: Safety Supply Company 
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201-NE—rounded nose 
side cutting plier. Sizes 
5, 6, 7, 8 and @ in. 


201—famous Klein Side 
Cutting Plier. Sizes 5, 6, 
7, 8 and 9 in. 


202—nerrow nose ob- 
lique cutting plier. Avail- 
able in 5- and 6-in. sizes. 





510—pump plier. One 
hand operation. Length, 
9% in. 


301—Iloeng nose plier. 
Available in 5-, 6- and 7- 
in. sizes. Also may be 
had with cutters. 


213-9NE—high leverage 
plier. Will cut regular and 
weatherproof hard drawn 
copper wire up to No. 2. 


5$00—adjustable 
wrenches. 6, £, 10, 12 in. 


Safety... Backed by Over a Century of Experience 


For over 100 years Klein has been pro- 
ducing safety equipment for linemen, 
electricians and workmen everywhere. 

The name Klein stands first among 
utility companies today as it has con- 





1628-5—an improved 
grip for messenger guy 
strand and conductors up 
to -in. diameter. Wide 


5249—linemen's belt. 
range of other styles. 


Full floating with "Klein- 
Kord” sliding trace. One 
of a complete line. 

1959-AR—replaceable Gaff 
climber; right and left, ad- 
justable from 141% to 19 in. 


¥ 


See us at Booths 65 & 66 


This new Klein Catalog is mgr A copy | 


stantly during the last century. 

Because an imitation can never be as 
good as the original, make sure that all 
the pliers and equipment you buy carry 
the familiar Klein trade-mark. 


5294—"'Kiein-Kord” ny 
lon safety strap made of 
multiple plies of strong, 
woven nylon bonded 
with frictioning and vul- 
canized in neoprene. 


en 
TEIN 





Other designs available. will be sent to 


KLEIN 


Mathias 


.___ vols 


& Sons 
Chicag, 1, US.A 


7200 McCORMICK ROAD + CHICAGO 45, ILLINOIS 
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What’s New 


Holidays Are Danger Days 
Accidents go up on holidays! Why? 
“Holidays are Danger Days” pre- 
sents important facts on holiday 
driving accidents and fatalities, with 
pertinent tips to travelers on how to 
make trips safer for themselves and 
other drivers. Points up the special 
dangers that exist at holiday time 
and how to avoid or minimize them. 
Brightly colored, easy to read and 
digest. 

399.44. Each: (Packages of 100): 1— 
$2.50; 10—$2.00; 50—$1.80; 100—$1.60; 
200—$1.50; 1,000—$1.45. 


Seat Belts Save Lives 

What are the facts about automotive 
seat belts? This pamphlet tells the 
story simply, clearly and convincing- 
ly. It appeals to the good judgment 
of drivers who want to increase 
their chances of surviving a crash — 
proves how effective seat belts can 
be in reducing death and serious in- 
jury. Attractively illustrated, 8 pages, 
812” by 51%”. 

399.31. Each: 50—$.06; 500—$.05; 1,000 
—$.045; 5,000—$.04; 10,000—$.035: 
20,000—$.032; 50,000—$.029; 100,000 
—$.026; 500,000—$.023. 


IF THEY WERE YOUR HANDS 


Pocket Guide To First Aid 


How many of your employees would 
be able to give proper first aid in an 
emergency? Too few, probably. 
Even those who have some training 
sometimes forget exact procedures 
during a crisis. Now, a pocket-size 
guide has been designed to meet 


sudden emergencies. Twenty-four 


pages of concise instructions show- 


ing how to prevent minor injuries 
from becoming major disabilities. 
The booklet was prepared in co- 
operation with the American Medi- 
cal Association. Make sure each em- 
ployee has a copy of this pocket-size 
life saver. Size, 2%” x 3% 

195.05. Each 50—$.07; 500—$.063; 
1 000—$.057 5,000—$.048; 10,000— 
$.043: 20.000—$.04 


Dash Cards 

Used in everything from passenger 
cars to pick-up trucks to large 
semis, Dash Cards have proven their 
value as safety reminders. They ride 
with the driver. He sees them every 
time he looks at the dashboard. They 
serve as personal miniature bill- 
boards with colorful, thought-pro- 
voking safety messages. Easy to in- 


ee 
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stall with adhesive-backed plastic 
holder — no screws, clips or special 
mountings. Just slip in a fresh mes- 
sage every other week (twelve 
double-faced cards in the series.) 
NSC Dash Cards are an easy, effec- 
tive, and low-cost way to remind 
drivers about safety when they need 
it most — while they’re behind the 
wheel. 

262.15. Dash Card Set and Holder. Each: 
I—$1.10; 10—$.75; 100—$60; 1,000— 
$.45; 5,000—$.40. 


The Big Payoff 


“What’s all this noise about safety?” 
That’s the question posed in this 
provocative 12-page booklet, and 
the answer is highly persuasive. Col- 
orful cartoons explain the need for 
a good safety program in quick- 
hitting, easy-to-take form. Shows 
how safety benefits employee as well 
as the company. “The Big :Payoff” 
is an attractive new training booklet 
that is sure to build better safety at- 
titudes. 
192.16. Each: 50 
$.07; 5,000 
20,000—$.055. 


$.09:; 500—$.08; 1,000 
$.063; 10,000—$.058; 


——ge _—- 


or tongs from our standard models, or designed to your individual 


i li iers safety needs. THERE IS NO BETTER INVESTMENT IN THE LONG RUN 


DON’T DEPEND ON A 
WIRE FOR A LOCK OUT. 
Osborn’s LOCK-OUTS are 


Field trained Safety Engineers design ~~ proof, they can not 
be activated on your 


all standard devices or work with you : , 

on your specific requirements. PLIERS— switches “id valves until the 

TONGS — LOCKOUTS — STRETCHER fot cam) teh fas Bape 

CASES — SPRUEMASTERS (for casting personally token off . . . 

removals) to help stop costly accidents 

fo your man power and equipment. 
Write for a new catalog today 
and tell us your safety problems. 


YOU WOULD CONTACT OSBORN ... 
Where “SAFETY 
business 


devices are our 


+ 








Corrosion Resistant not affected by acid 
or moisture - permanent finish, CON- 
SPICUOUS, Vertical or horizontal mount- 
ing, white or yellow 


' @sborn MANUFACTURING CORP: 





“WOIP 6 —Y5Iy ,,66 ezI5 194 


+ 


WARSAW, 
INDIANA 


Sseseag 1i89ydI}8N1IS 





C 
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PORTABLE L/GHTS...key to greater safety 


Individual lamps give every fire- 
fighter, maintenance man and inspec- 
tor the added safety he must have to 
work swiftly, efficiently — in fire fight- 
ing, routine inspections or rescue work. 

Rockwood now provides a complete 
choice of portable lamps including 
models approved by the U. S. Bureau 
of Mines and U. S. Coast Guard for use 
in explosive atmospheres. And every 
Rockwood light provides economical 
operation that pays for itself through 


savings on accidents and injuries. 
Learn more about the many advan- 
tages of making Rockwood portable 
lights available to your industrial 
safety, maintenance and fire person- 
nel — write for full information. Rock- 
wood Sprinkler Company, Portable 
Fire Protection Dept., 9000 Harlow St., 
Worcester 5, Mass. A Di- 
vision of The Gamewell e 
Company, A Subsidiary of 
E.W. Bliss Company. 


Rockwood introduces 
these portable lights 


(Model 264) Rechargeable for 5 hours con 
tinuous use’ % mile beam, Adjustable 
focus; spillproof in any position 


(Model 271) Rechargeable for 12 hours con 
tinuous light; 1500-foot beam, 15,000 candle 
power; hour battery life; tested and 
approved by the U. S. Bureau of Mines and 
U.S. Coast Guard 


4 


(Model 280) Disposable dry cell battery type 
adjustable focus from 4% mile beam to broad 
diffused light, built-in shoulder strap keeps 
both hands free 


ROCKWOOD 


PORTABLE FIREFIGHTING EQUIPMENT 
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Use The Right 


SAFETY 
EQUIPMENT 











Everywhere 
.-. all the time 





eizvaTors 








NATIONAL SAFETY CONGRESS 
& EXPOSITION 


Conrad Hilton Hotel ¢ Chicago 5, Ill. 


EXHIBIT AREAS 


Lower Level, North and South Exhibit Halls 
Second Floor Exhibit Area 

Third Floor Exhibit Area 

Parking Lot, 7th & Wabash Ave. 


TIMES & DATES 


All Exhibit areas open daily—Monday 
through Thursday. 8:30 A.M.—5:30 P.M. 


ADMISSION 


Free to all National Safety Congress delegates. 
Please wear your registration badge. 
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PLAN of EXHIBITION AREAS 
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| ELEVATORS 


SECOND FLOOR EXPOSITION AREA 


Your Opportunity toe Shop 
the Safety Equipment Market 


While you’re at the Congress, see all of the exhibits of safety 
equipment and related products. 





set? Soees oo This is your best opportunity of the year to see, compare, 
shop for safety devices, protective equipment, training aids 
for your safety program. It’s all under one roof... and there 
are qualified, experienced sales representatives on hand to 
demonstrate, explain, and answer your questions. 











BEL- AIR 
ROOM There are nearly 200 manufacturers and distributors of 


safety equipment of all types exhibiting at the Congress. 
Reserve plenty of your time at the Congress for the safety 
equipment exhibits. 











THIRD FLOOR EXPOSITION AREA 
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Firms exhibiting safety equipment at the 

National Safety Congress are listed here with 
exhibit booth number. To find a particular 

product without knowing it’s manufacturer, 
turn to page 179. 


ACME PROTECTION EQUIPMENT Co. BooTtH 119 3500 Lakeside Ave., Cleveland 


1201 Kalamazoo St., South Haven, 
Mich. 

BooTH 71 

REPRESENTATIVES: G. M. Glidden, 
Louis N. Rodenhouse, Robert A. 
Flood, William Wuthenow, Rich- 
ard Pisarski. 

PRODUCT OR SERVICE: Industrial 
gas masks, gas mask chemicals and 
accessories. 


REPRESENTATIVES: Leon J. Lieber- 
man, Walter L. Jones, Francis M. 
Heston, Robert F. Groves. 
PRODUCT OR SERVICE: Manufac- 
turer AW ALGRIP abrasive 
rolled steel floor plate approved 
for safety by Underwriters Labo- 
ratories. 


AMERICAN ALLSAFE Co., INC. 


1245 Niagara St., Buffalo 13, N.Y. 


14, Ohio 

BooTH 176 

REPRESENTATIVES: Donald rT. 
O’Shea, William J. Morse, Edward 
Sutton, E. J. Morse, Marian R. 
Nathan. 

PRODUCT OR SERVICE: Eye, face, 
and head protective devices: gog- 
gles, spectacles, faceshields, hel- 
mets, safety hats, and all replace- 
ment parts. 


ADVANCE GLOVE MBc. Co. 
’ ,, 
ae W. Lafayette, Detroit 26, REPRESENTATIVES: Lee C. Church- 
; ill, J. V. Militello, N. J. Taylor, 
BooTH 20 7 
REPRESENTATIVES: Wm. Flowers, 
Ralph Edsen, Fred J. Weber, Mar- 
vin Frenkel, Chas. E. Harris. 
PRODUCT OR SERVICE: Industrial 
work gloves, Terri Cord Safety 
clothing of all types, Safety gloves. 


- =) 
worn 21 AMERICAN LAFRANCE, A DIVISION OF 
STERLING PRECISION CorpP. 
> ae t00 E. LaFrance St., Elmira, N.Y. 
W. F. Sterne. BooTtH 116-117 
PRODUCT OR SERVICE: All fiber REPRESENTATIVES: T. Sloane Pal- 
glass ladders filament wound mer, Werner P. Barwinkel, War- 
around a polyurethane core for ner C. Tanaka. Earl A. Larson. 
strength and impact resistance. V. F. Johnson, R. Kopp, R. Diver, 
W. Daniels. 

PRODUCT OR SERVICE: Fire ex- 
tinguishers and fire-fighting equip- 
ment. 


AMERICAN BILTRITE RUBBER Co. 

22 Willow St., Chelsea 50, Mass. 
AETNA CASUALTY AND SURETY CoO. ' 

: BooTH 115 
(INFORMATION & EDUCATION DEPT.) 

151 Farmington Ave., Hartford 

15, Conn. 

BooTH 103-104 

REPRESENTATIVES: Robert 

Blair, Dean R. Cook, James F. 

Goyette. 

PRODUCT OR SERVICE: The Aetna 
Drivotron System—an approach to 
fleet safety operations which pro- 
vides an effective tool to help meas- AMERICAN CHAIN & CABLE Co., INC. 
ure driver attitudes and judgement 929 Connecticut Ave., Bridgeport 
as well as suggesting areas for fur- 2 Conn. 
ther training and possible re-training. 

Plus—a push button safety engineer- 
ing quiz and free safety films and 
booklets. 


REPRESENTATIVES: Henry Lee, 
Eldon L. Babcock, William Fo- 
shage. 


AMERICAN OPTICAL Co., SAFETY 
Propucts Div. 
Mechanic St., Southbridge, Mass. 
BooTH 78-79-80-8 1 
REPRESENTATIVES: J. T. Monahan 
R. M. Edmiston, C. C. Albrecht, 
Tr. P. Welch, R. L. Kingman, C. 
H. Jacobson, R. H. Moulton, 
T. Ashe, R. C. Nickum, W. 
Cornelius, H. G. Bourne, W. 
Engel, A. W. Alberding, A. 
Barrington, R. P. Pfaller, D. 
Gallaway, F. J. Donlea, W. 
Lofgren, A. W. Nero, R. D. Com- 
REPRESENTATIVES: J. T. McGov- erford, A. W. Greene, R. G. 
ern, G. A. Faerber, A. M. Roberts, Thompson, J. E. Williams, Glenn 
W. T. Brockett, A. C. DeHaven, Wedlake, C. E. Manaugh, H. 
F. Longardner, T. Skalaban. Hargrove. 


D. PRODUCT OR SERVICE: Biltrite 
safety soles, specially compounded 
for both safety and durability. In- 
cluded in the line are nylon cord, 
neoprene oil-proof, cork, and rub- 
ber composition soles. 


BooTH 3-4 


AKRON Brass Mec. Co., INC. 
Foot of Spruce St., Wooster, Ohio PRopUCT oR SERVICE: ACCO reg- 
BootH 196 istered sling chains and attach- 
REPRESENTATIVES: Harold A. ments, made by the American 
Strain, Jack Owen, A. L. Hanson. Chain Division along with sole- 
PRODUCT OR SERVICE: Fire dept. noid chain release. ACCO regis- 
supplies — nozzles, couplings, tered wire rope slings made by 
tools and foam equipment. American Cable and Hazard Wire 

Rope Divisions. 


PRODUCT OR SERVICE: Head, eye 
and respirator protective devices, 
safety clothing and safety special- 
ty products. 


AMERICAN SOCIETY OF SAFETY EN- 
GINEERS 

5 N. Wabash Ave., Suite 1705, 
ALAN Woop STEEL Co. Chicago 2, Ill. 

Alan Wood Rd., Conshohocken, AMERICAN INDUSTRIAL SAFETY EQuIP- BooTH 309 


Pa. MENT Co., INC. — To page 154 
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e Demand and continuous 
flow regulation 

¢ Compact, light-weight, mask- 
mounted regulator for greater 

wearing comfort 
¢ Control knob that brings a 
face-cooling breeze for re- 
lief in humid working areas 


e Adjustable air flow for 
complete elimination of 
any fogging under ad- 
verse conditions 

7, Quick disassembly 

Yy without tools 

Write for complete 
information 


SCOTT 
SCORES 
AGAIN RY 


4 MASK-MOUNTED REGULATOR WZ 
wit ~ eS 


4 


“a 


* 
S 


ast. 1922 


SCOTT AVIATION CORPORATION 
211 ERIE STREET @ LANCASTER, NEW YORK 
Export: Southern Oxygen Co., 3 West 57th Street, New York 19, N.Y, 
Canada: Safety Supply Co., Toronto — Branches in Principal Cities 
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save 

with a 
product that 
lasts longer! 


¢ for industrial 
accident prevention 


« road work area 
protection 


« traffic control 


IN YOUR CHOICE of 
* Porcelain Enamel 


* Scotchlite* Reflective 
Sheeting, or 


* Synthetic Baked Enamel 


See us at BOOTH 315 
®A product of Minnesota Mining & Mfg. Co. 


| Metal Signs for every need 
| STANDARD SIONS, INC. 


} 9190 East 5th St. + Cleveland 27, Ohio 


Exhibitors 


REPRESENTATIVES: A. C. Black- 
man, Jerry G. Pfnister, Leonard 
Levine, Robert F. Freeman, Eliza- 
beth Sens, Lois B. Dove, Marie 
C. Daniels, Arlene S. Michau, 
Elaine Kohlman, Sandra Stahl. 
PRODUCT OR SERVICE: A society 
for the professional safety spec- 
ialist, with members throughout 
the free world, dedicated to his 
personal needs, offering opportun- 
ities for professional growth. 


AmMPCO METAL, INC. 


1745 S. 38th St., Box 2004, Mil- 
waukee 1, Wis. 


BooTtH 10 

REPRESENTATIVES: Fred H. Opitz, 
Robert H. Louthain, G. Stephen 
Dreher, James D. Miniea. 

PRODUCT OR SERVICE: Spark-resist- 
ant, non-corrosive, non-magnetic 
hand tools for use in zones where 
flammable or explosive gases, pow- 
ders, liquids and other similar haz- 
ards are encountered. Tools repre- 
sentative of more than 400 items in 
Ampco’s line will be shown. 


ANSUL CHEMICAL Co. 


| Stanton St., Marinette, Wisc. 
BooTH 92-93 
REPRESENTATIVES: V. E. Mc- 
Conochie, Morrie Johnson, Roger 
Allen, Dave Francis, Arthur C. 
Chevalier, Roger A. Nicklaus, 
John P. Schwarz, James B. Reed, 
Frank L. Hruska, R. E. Sexsmith, 
Robert W_ Reinicke, Robert A. 
Scheldt, George A. Brelie, James 
A. Bowman, C. H. Armstrong, 
Charles F. Hooper, James M. 
Clark, Wendell J. Strang, Robert 
W. Weber, Edward G. Bader, G. 
D. Anderson, Edmund D. Zerats- 
ky, Arthur B. Guise, Roland J. 
Larsh, Barney Freeman, Sara Y. 
Lambrecht, Ralph V. Strutz, Glen 
J. Wilpolt, Jack R. West, Hugh 
C. Higley 

PRODUCT OR SERVICE: Dry chemi- 
cal fire extinguishing equipment 
of all capacities (hand portable, 
wheeled, stationary and mobile) 
and new developments in fire ex- 
tinguishing chemicals. 


TREX CORP 

2001 W. Willow St., Chicago 47, 
Ill. 

BooTH 210 
REPRESENTATIVES: Bernie 
Schwartz, John Wachman, H. 
Schwartz, A. Tanabe, H. Smith. 
PRopUCT OR SERVICE: Pocket 
walkie talkies; power megaphones; 
mask radio; inter-communication 
devices; security and surveillance 
equipment; public address sys- 


tems; sound barrier communica- 
tion devices; mask voice; chest 
voice; fire communication equip- 
ment, burglar and fire alarms; 
helmet radios; proximity devices; 
ladder voice; pocket voice; pro- 
motaphone; message repeaters; spe- 
cial communication equipment. 


APEX SAFETY PRopucTs, DIv. OF 
WHITE SEWING MACHINE Corp. 


801 W. Baltimore Ave., Detroit 2, 
Mich. 

BooTtH 171 

REPRESENTATIVES: E. S. Reddig, 
W. H. Johnson, Vollmer Fries, 
Lou Brunner, J. F. Phillips, Tom 
Bednar. 

PRODUCT OR SERVICE: For indus- 
trial utility and the construction 
trade - Apex safety hats and caps 
with accessories. 


ATLAS SAFETY EQUIPMENT Co., INC. 


175-179 N. 10th St., Brooklyn 11, 
N.Y. 

BooTH 255 

REPRESENTATIVES: Alfred H. Ja- 
cobson, William E. Lenz, E. E. 
Holkesvick, L. H. Himmelrich. 
PRODUCT OR SERVICE: Complete 
line of industrial safety belts, 
harnesses and straps. “SKY 
GENIE” descent control and 
shock absorbing safety device, for 
the lowering of men and equip- 
ment. Nylon safety signs and 
banners. 


AUTO-CRAT Mec. Co. 


2425 San Fernando Rd., Los An- 
geles 65, Calif., and 2850 Tyler 
Rd., Ypsilanti, Mich. 

BooTH 224 

REPRESENTATIVES: William M. 
Noe, Hazel V. Noe, William A. 
Leonard, Peggy Leonard, Art 
Spleiss. 

PRODUCT OR SERVICE: Auto-Crat, 
Bodi-Gard safety belts, Interceptor 
harnesses, babi-gard belts. 


BACHARACH INDUSTRIAL INSTRUMENT 


Co. 
200 N. Braddock Ave., Pittsburgh 
8, Pa. 
BooTH 324 
REPRESENTATIVES: Rudolf L. 
Ulrich, J. A. Stein, John W. Smith, 
George Gardner, William Milon. 
PRODUCT OR SERVICE: Instruments 
for gas analysis and air measure- 
ment, including the MONOXOR 
indicator and detector for carbon 
monoxide determination. The 
FYRITE CO, and O, analyzers, 
air filter gauges, FLORITE velo- 
city meter, a unique sling psy- 
chrometer and TEMPSCRIBE re- 
corders. 

— To page 156 
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DRUM STORAGE AND TRANSFER 


DRUM VENT 
For side bung installation. 
Relieves pressure build- 
up, provides vacuum re- 
lief for 30 and 55 gal. stor- ) 
END BUNG DRUM VENT 

For automatic pressure and vacuum 
relief of 30 and 55 gal. drums. 
Equipped with flame arrester. FM 
approval* 


age drums. Flame arrester 
SAFE STORAGE OF FLAMMABLES IN PLANT 


DRUM 

TRANSFER 

PUMP 

With built-in fire 
baffles for safe dis- 
pensing from 30, 55 
gal. drums. Steady, 
even liquid flow. 
UL-FM approval** 


COMBINATION FILL 
AND VENT BUNG 
FITTING 

Flame arrester 
mits safe refilling. 
Automatic pressure 
and vacuum relief. 
FM approval* 


SELF-CLOSING 

DRUM 

FAUCETS 

Rigid or self-posi- 
tioning types. Fire 
baffle and strainer 
built in. FM ap- 
proval* 


D 


SAFETY DISPENSER CAN 
UL-FM approvol* 


built in. FM approval* 


@ Double Wall Flame Arresters ® Automatic Pressure Relief 
@ Liquid-tight, automatic closing caps 

Protectoseal Safety Containers are made in a wide range of ons ne Seat sizes. 
Particular attention to users convenience and fast, sw Bonny a 
make Protectoseal Safety Storage Cans and Safe the y chales 
discriminating safety equipment buyers. Stan ee cans are made of Terne 

Plate. Also available in Stainless, Monel Metal and Hot Tin Dipped to meet 
special condense 


SAFETY STORAGE CAN 
UL-FM approval* 


FLAMMABLES IN THE LABORATORY 


OVAL SHAPE SAFETY CANS SAFETY TILT CANS 


Ip 


Oval shape Safety Storage and Dispensing 
Cans require far less storage space, permit 
more containers to be stored in less area. 
When grasped by handle, can is in correct 
pouring position without changing grip. Fire 
protected filling and pouring openings. Leak- 
tight seals with automatic pressure relief. 
Terne Plate is standard; available in Stainless 
Steel with Teflon cap gasket. FM approval* 


PRODUCTION and PARTS WASHING 


PLUNGER CAN 

For quick, one-hand moistening of swab, 
brush or cloth. Depressing spri loaded 
dasher pumps measured pa maeg of fluid into 
cup. Release and excess drains back into can. 
5 sizes—dashers 1” to 7” dia. FM approval* 


WASH TANK 


Two handled perforated basket for fast, easy 

-draining basket 
on lugs at top of tank. Renrwehbe fusible link 
cover to 


parts agitation. Self by resti 


melts at 160°F. automatic 


Designed for easy, accurate dispensing of meas- 
ured amounts of liquid into small capacity re- 
ceiving containers. Available with Tilt Frames 
for bench top or floor use, or for vertical wall 
mounting. Equipped with faucets for slow or 
fast dispensing. Faucet is brought into correct 
pouring position by tilting the can. Can returns 
to upright position when released. Cans are 5 or 
10 gallon capacity. FM approval* 


| | 


Keeps workers hands out of solvent. 


Removable parts basket has 


handle. 
spring mounted fire baffle 


dasher for solvent, release to drain. 


Without basket, large cloths 
or swabs may be saturated. 
3 pint cpg aie Basket and 
dasher — . FM ap- 
proval* 


snuff out fire. 4 sizes "x 8%” x 
9%” to 15” x 15” x 15”. ret approval* 


DISPOSING OF FLAMMABLE WASTE 


LIQUID DISPOSAL CAN 

Provides safe, convenient intermediate 
station for receivi and storing waste 
flammable liquids. Spout cap opens wide 
and large receiving opening facilitates 
quick disposal of liquids from laboratory 
beakers, etc. without a funnel. Cap may 
be locked open. Available with Terne 
Plate or Stainless Steel body. Openin 
protected by flame arrester. Two sizes: 
gal. and 5 gal. 


*Factory Mutual 
**Underwriters’ Laboratories 


ONLY WASTE CAN 
For safe disposal of oily waste or flammable 
soaked materials. Self-closing cover prevents 
spontaneous combustion. Foot treadle operated, 
square shape gives maximum stability and ca- 
pacity in minimum floor space. Raised bottom 
with air aaee provides ventilation, prevents 
vapor ee kets from forming. 5 sizes: 6, 8, 10, 14, 
21 gallons. UL-FM approval**Also available— 
— Self-Closing Drum Cover to convert 
30 or 55 gallon drum or trash can to safe 
receptacle for combustible materials. 


Write for complete Protectoseal Red Book Catalog 


THE PROTECTOSEAL COMPANY 


1928 South 
IN CANADA 


Western Avenue . 
SAFETY SUPPLY COMPANY 


Chicago 8, Illinois 


ihe) 10), hfe) 


See us at Booths +105 and +106 National Safety Congress 
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SAF-T-CLIMB 


Safety, mobility, plus 
free use of both hands! 


In event of fall, SAF-T-CLIMB* 
locks instantly and automatically. 
Worker can fall no more than 6 
inches, even if he is unconscious. 
And worker can climb easily with 
both hands free to facilitate repair 
or inspection work. 


SAF-T-CLIMB is easily and 
quickly installed on rung ladders, 
tower legs and peg ladders on wood 
or steel poles. Can also be curved 
to fit your requirements. Write for 
illustrated brochure on SAF-T- 
CLIMB. 


*Previously called ““Notch-Lok” 





AIR SPACE DEVICES, INC. 
SAFETY TOWER LADDER DIVISION 
P.O. Box 1052, Burkank, California 


See a 
demonstration 
and movie 
about 


SAF-T-CLIMB 





Booth 193 











SAFETY 
CONGRESS 








For The Very Best 


in 


Protective Equipment 


for 


Linemen 


and 


Industrial Workers 


visit 


BOOTH No. 67 


SURETY RUBBER COMPANY 


Carrollton, Ohio 


“a e ae a for 35 Years > 
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Exhibitors 
W. M. BAsHLIN Co. 


Bashlin Building, Grove City, Pa. 
BooTH 5-6 
REPRESENTATIVES: D. B. Elliott, 
D. L. Christley, John O’Brien, 
Harry Hutchison, Lou Church, J. 
L. Matthews. 
PRODUCT OR SERVICE: Linemen’s 
and industrial safety equipment. 
BAUER MANUFACTURING Co. 
Bowman St., Wooster, Ohio 
BooTtH 190 
REPRESENTATIVES: Walter G. 
Parker, Joe K. Halderman, Harold 
G. Arnold, Donald A. Dice. 
PRODUCT OR SERVICE: Wood and 
aluminum safety ladders for in- 
dustry — extensions, steps, plat- 
forms, stages, planks, trestles, 
safety shoes for ladders of all 
kinds. 


BauscH & Loms INc. 


635 St. Paul St., Rochester 2, N.Y. 
BooTH 51-52-53 
REPRESENTATIVES: Bob Robards, 
Gordon Scott, Bernie Swift, Dick 
Graham, Ralph Wilson, Al Mow- 
son, Bill Woodard, George House- 
worth, Tom Bex, Fred Gay, 
George Phreaner, Bill Cornish. 
PRODUCT OR SERVICE: Safety prod- 
ucts — eye, face, and head pro- 
tection. 


BEAM’S Mec. Co. 


1327 N. Robinson, Oklahoma 
City, Okla. 

BooTH 27 

REPRESENTATIVES: O. T. Beam, 
Bill A. Harris, Jim A. James, 
Tommy Criswell. 

PRODUCT OR SERVICE: Auto seat 
belts & employee plans for im- 
plementing. 


Best’s SAFETY PUBLICATIONS, ALFRED 


M. Best Co., INC. 

75 Fulton St., New York 38, N.Y. 
BooTH 33 

REPRESENTATIVES: Steve Banks, 
Robert Eastman, John Ellison, 
James McDonough, Payson H. 
Ryan, Harry Armand. 

PRODUCT OR SERVICE: Since 1901 
publishers of safety publications: 
Safety Engineering, Safety Main- 
tenance, Best's Safety Maintenance 
Directory, Your Safety News. 


BETHLEHEM STEEL Co. 


701 E. Third St., Bethlehem, Pa. 
BooTtH 177 

REPRESENTATIVES: W. T. Shiffer, 
L. A. Stoppel, C. A. Peterson, T. 
O. Aho, H. H. Eschbach, J. T. 
Smith, S. S. Fox. 

PRODUCT OR SERVICE: Wire rope 
slings and boom pendants. 


— To page 158 








You get the #& best features 
from 
FendALL 


America’s leading designer and manufacturer of safety glasses 





to solve bridge fitting problems with = 
MULTI-FIT BRIDGE 


In 1957, Fendall pioneered the amazingly for 
versatile Multi-Fit Bridge. Available in acetate the latest 
and metal frames, this patented one bridge size 
automatically fits 9 out of 10. Self-adapting and newest 
to wearer’s face, no involved try-ons, no bridge 
djusting. Fit practically every worker with developments 
in 
EYE WEAR SAFETY 


VISIT 
to solve temple-fitting problems with 


ADJUSTABLE TEMPLE JOINTS r ‘ a) D A [ [ 


Another Fendall engineering first, 
available only on Fendall Safety Glasses. 


Front end of temple is designed 

so it can be adjusted for perfect temple 
fitting on all faces. For a narrow 

face, bend it in; for a wide face, bend it 


out; permits temple adjustment 


o provide the right amount of tension 
event slippage. 
Ou" F 


to solve loose temple screw problems with a 


LOK-TITE HINGE PINS 


This exclusive Fendall feature eliminates 
the trouble and annoyance caused by loose 
§ and lost temple screws. Fendall’s Lok-Tite 
Hinge Pins snap in easily, lock in position, 
cannot fall out, yet are simple to remove. 


These are just a few of the features that 
ake Fendall Safety Glasses your best buy. 


FENDALL PRODUCTS ; ALL HAZAROS 


— Lee 
FENDALL COMPANY 


2222 DIVERSEY BLVD., CHICAGO 47, ILLINOIS 
Distributed in Canada by Levitt-Safety Limited 
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with an immediate 
EYE WASH! 


Chemical burns can cause a per- 
manent loss of eyesight, unless 
an immediate eye wash is given. 
Can each of your men get this 
aid immediately? 


You can protect each man by 
placing within hands reach an 
emergency eye wash bottle— 
designed to thoroughly flush out 
chemicals and particles. 


This is an inexpensive, vitally 
needed protection. 


_ EMERGENCY EYE WASH 


te 








You obviously cannot protect each 
area with eye fountains. But with the 


Barikos Eye Bath Bottle 


every man can be protected. 


Bottle without solution . . . $5.90 ea. 
Emergency station ..... $4.00 ea. 


. SEE US AT BOOTH #20 


SOLD THROUGH DISTRIBUTORS OR finn 
WRITE FOR INFORMATION 


, = GLOVE MFG. CO. 
917 W. LAFAYETTE BLVD 
DETROIT 26. MICHIGAN 


Se ee eee eee e wee ew eee ew eee ae 


LESTER I 


CAMPBELI 


Exhibitors 


BROSSARD Co. 

540 N. Michigan Ave., Chicago 

11, Ill 

BooTtH 159 

REPRESENTATIVES: Lester L. 

Brossard, Russell Stuhler, Arnold 

Greene 

Klear-Vu 

Mirrors, Klear-Vu 
Industrial Skin 


PRODUCT OR SERVICE: 
Traffic Safety 
Aisle Markers, 
Creams 

WART R. BROWNE MeBc. Co., INC. 
258 Broadway, New York 7, N.Y. 
BooTH 151 

REPRESENTATIVES: Stewart R. 
Browne Jr., Robert P. Browne, 
Robert E. Blonquist, Roy Freese, 
Paul Haas. 

PRODUCT OR SERVICE: Tuffite ex- 
plosion proof portable lights; va- 
por proof lights; nonvapor proof 
lights; inspection lights; temporary 
grounding clamps; shatterproof 
laboratory jars and flashing bea- 
cons. 

H. BUHRKE Co. 

1403 W. Congress Pkwy., Chica- 
go 7, Ill 

BooTH 111 

REPRESENTATIVES: C. E. Clark, 
M. M. Brown, Paul W. Stiegler, 
R. M. Evans, R. P. Douglas. 
PRODUCT OR SERVICE: Occupation 
safety equipment and products for 
construction, linemen, and main- 


tenance 


E.D. BULLARD Co. 


2680 Bridgeway, Sausalito, Calif. 
BooTtH 126-127-128 
REPRESENTATIVES: E. W. Bullard 
Sr.. E. W. Bullard Jr., Paul 
O'Donnell, George Andrews, Herb 
Raschke, E. M. Witzel, Norris 
Seastrom, Harry E. Douglas, For- 
rest Slack. 

PRODUCT OR SERVICE: 
safety equipment. 


Industrial 


BUSTIN STEEL PrRopuctTs, INC. 


South Salem St., Dover, N.J. 
BooTH 306 


REPRESENTATIVES: Charles W. 
Moss, Dolores D. Moreno, Leo 
Bustin. 

PRODUCT OR SERVICE: A com- 
plete line of safety gratings, lad- 
ders and platforms. Featuring 
“Firm-Grip” safety grating for 
safety, comfort and durability. 
CHAIN Co. 

Norway St., York Pa. 

BooTH 230-231 
REPRESENTATIVES: A. A. Hally, 
Charles Feiser, Robert W. Elder, 
Kendall Steinmetz, William J. 
Poglitsch, S. D. Adsit. 


THE 


CHICAGO POLICE DEPT 
CATION SECTION, TRAFFIC Div. 
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PRODUCT OR SERVICE: New Camp- 
bell SENTRY SLINGS. Sentry 
slings tell you when the sling has 
been overloaded . . . the warning 
ring elongates visibly before the 
chain itself is damaged by the 
overload. 


A. B. CHANCE Co. 


210 N. Allen, Centralia, Mo. 
BooTH | 

REPRESENTATIVES: Don Collins, 
Bob Boehmer, Cliff Bosch, Vern 
Moody, Bill Shreve, O. G. Ander- 
son. 
PRODUCT OR SERVICE: Hot line 
tools. 


CHARLESTON RUBBER Co. 


Stark Industrial Park, Charleston, 
- Se. 
BooTH 32 
REPRESENTATIVE: W. J. Prohaska, 
G. M. Hallett, W. F. Gerrow. 
PRODUCT OR SERVICE: Gloves and 
rubber sleeves for electrical work- 
ers; “Bulldog” wood safety clamps; 
Safety and danger flags, plastic 
and coated fabric aprons and 
sleeves. 

CHEMICAL CORP. 
54 Waltham Ave., Springfield 9, 
Mass. 
BooTH 40 
REPRESENTATIVES: Clarence E. 
Evans, Madeline Baird, Yoshio 
Yamashita, Harold C. Sweet 
PRODUCT OR SERVICE: Protective 
hand creams, cleaners and lotions. 


CHICAGO EYE SHIELD Co. 


2727 W. Roscoe St., Chicago 18, 
Ill. 

BooTH 72-73-74. 
REPRESENTATIVES: Robert 
Malcolm Jr., John W. Eder Jr., 
Elden Weber, J. Patrick Nicholson, 
Roger W. Williams, John Dee, 
Arthur Swanson, Emmett O’Con- 
nell, Leonard Bruce, Wayne Max- 
well, Fred La Force, John M. 
Walter, Charles M. Boyd. 
PRODUCT OR SERVICE: Safety 
glasses, goggles, respirators, weld- 
ing helmets and goggles, face- 
shields, chemical hoods, abrasive 
hoods, plastic aprons. 


SAFETY Epu- 


320 N. Clark St., Chicago 10, Ill. 
BooTH 158-D. 

REPRESENTATIVES: Ptlm. Morton 
Franklin, Sgt. James W. Casey, 
Ptlm. Thomas Madigan, 


Ptim. 
Thomas Madigan, Ptlm. John 


O’Connell, Ptlm. Robert Riordan, 
— To page 160 
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“What's in it?” 

“Fifteen brand-new MSA products.” 
“Going to open it?” 

“Not now.” 

“When?” 

“October 16th.” 


“Where?” 


“At the National Safety Congress in Chicago.” 


“What kind of products?” 

“That’s a surprise.” 

“Won't tell, huh?” 

“Tell you all about them October 16th. Drop around booths 83 to 86.” 
“Fifteen new MSA products?” 


“Fifteen.” 








Exhibitors 


Ptlm Thomas McDonough, Ptlm. 
Michael Tristano. 

PRODUCT OR SERVICE: Educational 
exhibitor. Traffic Safety Display. 


CHRYSLER Corp. 
341 Massachusetts Ave., Highland 
Park, Mich. 
BooTH 46 
REPRESENTATIVES: Robert F. 
Vaughn, Roy C. Haeusler, Joseph 
L. Knapp. 
Propucr OR SERVICE: The For- 
ward Look in Safety — A display 
of automobile safety features 
available from Chrysler Corp., 
featuring the 1961 seat belt anchor 
system which makes possible easy 
and inexpensive seat belt instal- 
lation. 


Davip CLARK Co., INC. 
360 Park Ave., Worcester 2, Mass. 
BooTH 311 
REPRESENTATIVES: Armand R. 
Casavant, Charles W. Kaufman, 
G. Wayne Gibbs Jr. 
PRoDUCT OR SERVICE: Straight- 
away ear protectors, with and 
without communications; special 
aircrew equipment and protective 
clothing fabricated of OMNI- 
CLOTH which protects the wearer 
against the detrimental effects of 


a wide range of exotic chemicals 
and adverse environments. 


THE J. R. CLARK Co. 
Spring Park, Minn. 
BooTH 222 
REPRESENTATIVES: Glenn R. 
Hovde, Rollie W. Nichols. 
PRODUCTS OR SERVICE: Rid-Jid 
wood, steel and aluminum indus- 
trial ladders. 


CoLUMBUS MCKINNON CHAIN Div. 
Tonawanda, N.Y. 
BooTH 68-69 
REPRESENTATIVES: M. C. Hender- 
shott, R. G. Hansen, F. T. Benja- 
min, M. F. Cassity, A. Sutcliffe, 
R. G. Cromer. 
PRODUCT OR SERVICE: Herc-Alloy 
sling chains, heat treated alloy 
steel sling chains; Hammerlok 
coupling links, heat treated alloy 
steel coupling links. 
THE CoRNELIus Co. 
550 39th Ave. N. E., Minneapolis 
21, Minn. 
BooTH 308 
PRopUCT OR SERVICE: Portable 
high pressure air compressors. 
Davis EMERGENCY EQUIPMENT Co. 


INC. 
45 Halleck Street, Newark 4, N.J. 


BooTtH 75-76 
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REPRESENTATIVES: F. Taylor Jr., 
F. R. Davis, Donald S. McGow- 
an, James F. Coonan, F. R. Davis 
Jr., Frank R. Lee, Robert L. Pum- 
phrey, A. V. Davis, L. E. McQuis- 
ton, Ed Hill. 

PRODUCT OR SERVICE: Respiratory 
protection, combustible gas indi- 
cators, general safety and first aid 
equipment. 

TEX WATCHCLOCK Corp. 

4147 N. Ravenswood Ave., Chi- 
cago 13, Ill. 

BooTH 162 

REPRESENTATIVES: R. C. Smith 
Jr., R. J. Morrison, P. Shupert. 
PRODUCT OR SERVICE: Watchman 
clocks. 


E. Dietz Co. 

225 Wilkinson St., Syracuse 1, 
N.Y. 

BooTH 313 

REPRESENTATIVES: John S. Dietz, 
Joseph H. Emery, Warren Wetter- 
lund. 

PRopUCT OR SERVICE: Flasher 
lights, lanterns, torches, barricades, 
safety equipment. 


DOCKSON CorpP. 


3839 Wabash Ave., Detroit 8, 
Mich. 

BootH 142 

REPRESENTATIVES: Harold E. Pig- 
gott, Joseph M. Gray, Wayne M. 
Anderson, John F. McDevitt, Mrs. 
Dorothy E. Koller. 

PRODUCT OR SERVICE: Cup and 
spectacle type goggles, face shields, 
weldor’s helmets, hard hats, dust 
masks, respirators, and goggles. 


Dow CORNING CorP. 


P. O. Box 592, Midland, Mich. 
BooTH 47 

REPRESENTATIVES: George Marx, 
John Apergis, Wally Reichman, 
Joe Lubbehusen, Charles J. Lenz, 
Lou Guglielmo, .George Coen, 
Jack Bryant. 

PRODUCT OR SERVICE: Sight Savers 
—-silicone treated tissues for clean- 
ing safety glasses. Sight Savers 
cleaning stations. Syl-Mer silicone- 
treated leather for waterproof safe- 
ty shoes. 


DRAEGER CORP. 


432 Park Ave. South, New York 
16, N.Y. 

BooTH 303 

REPRESENTATIVES: Gudrun Har- 
and, Jacques Vandevelde. 
PRODUCT OR SERVICE: Gas detec- 
ion devices, resuscitators and con- 
trol equipment. 


EAGLE Mec. Co. 


24th and Charles Sts., Wellsburg, 
W. Va. 

BootH 169 

REPRESENTATIVES: E. I, Fleming, 
J. E. Grady Jr., John Lorenz, Wal- 
ter K. Wirsing, Jos. J. Serotzke, A. 
F. Fervier, M. S. Stotler, James 
Paull Jr., Roy Richmond Sr., E. 
P. Laitner, Gerald Schluckbier. 
PRODUCT OR SERVICE: Type I and 
type II safety cans, safety bench 
cans, safety plunger cans, oily 
waste cans, safety drip and drain 
cans 


EDMONT INC. 


Coshocton, Ohio 

BooTH 25 

REPRESENTATIVES: R. M. Thom- 
as, R. L. Prindle, I. V. Fisher, K. 
L. Kendig, R. B. Robinson, Paul 
Bobolia, C. E. Leader. 

PRODUCT OR SERVICE: Over 50 
styles of coated and impregnated 
work gloves “job-fitted” for indus- 
try. Coatings include neoprene, 
vinyl plastic and natural rubber- 
providing benefits of safety, grip, 
dexterity, glove cost savings and 
employee satisfaction. 


ELECTRONIC SPECIALTIES Co. 


Island Ave., Batavia, III. 

BooTH 310 

REPRESENTATIVES: E. K. Malme, 
Clifford Thebaut, Gerald Kirk- 
ham. 

PRODUCT OR SERVICE: Warning 
lites, utility lites, slow moving ve- 
hicle lites, harbor lites, highway 
barricades. 


ELKHART Brass Mec. Co., INC. 


1302 W. Beardsley Ave., Elkhart, 
Ind. 

BooTH 182 

REPRESENTATIVES: John O’Sulli- 
van, R. L. Weir, Robert Weids- 
weaver, Steve Shriner. 

PRODUCT OR SERVICE: Fire extin- 
guishers, nozzles, couplings, muni- 
cipal fire department and industrial 
fire department brass items. 


ELLIotT SERVICE Co., INC. 


30 N. MacQuesten Parkway, Mt. 
Vernon, N.Y. 

BooTH 24 

REPRESENTATIVES: Alex Foreman, 
William Butler, Jack Lancaster, 
John Milton, Ralph T. Soule, 
James Wakefield. 

PRODUCT OR SERVICE: Publishers 
— accident prevention displays, 
safety conference programs, su- 
pervisor’s weekly bulletin, sugges- 
tion system services. 


— To page 162 
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PRODUCTS OF 


National Safety 


SAFETY 
IS DESIGNED... 


INTO EVERY 


’ FORD 


You ride and drive more safely in Ford cars 
because Ford design always considers your per- 
sonal safety. Ford engineers, in fact, pioneered 
greater car safety. They developed such an im- 
pressive number of built-in safety features that 
Fords still lead the field in providing safeguards 
for drivers and passengers. 


And Ford’s safety-first design means more than 
stronger, more durable parts. It is a design that 
considers ways of preventing accidents as well as 
more effective means of reducing injury when 
mishaps occur. And many safety-design features 
are standard. Your Ford Dealer will be glad to 
point them out. 


Ford stands out in these safety-first features: @ Lifeguard Double-Grip door locks 


that grip and hold under 3,000 Ib. of pull-apart force; 


@®) Laminated safety glass 


windshields and tempered, solid safety glass in side and rear windows for all-round 


protection; © 


Deep-dish steering wheel; 


@® Shatter-resistant mirrors; © Truck 


Size brakes that stop with authority; ® Galaxie’s safety-type frame that extends 
beyond seat edges and surrounds passengers in double-channel steel girders; large, 
highly visible taillights; plus padded arm rests and many other optional features. 


Galaxie’s Lifeguard body 

frame flares out to form 

3 Safety Zone'’’ around 
passengers 


Sard 


MOTOR COMPANY 


Whatever you're looking for in a car, look to the long Ford line... 
Ford Galaxie, Falcon and Thunderbird for 1962 
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Exhibitors 


J. H. EMERSON Co, THE FERNO Merc. Co. AND THE 
22 Cottage Park Ave., Cambridge WASHINGTON PRopucts Co. 


portable self-standing floor screen 
sold in kit form to be assembled. 


40, Mass. 
Bootu 143 


REPRESENTATIVES: John H. Emer- 
son, Haven Emerson, David L. 
Garrison, Paul Gebhard, Glenn R. 
Lucas. 


PRODUCT. OR SERVICE: Resuscita- 
tors of several models, particular- 
ly portable types for use in emer- 
gencies. 


ENCYCLOPAEDIA BRITANNICA, INC. 


425 N. Michigan Ave., Chicago 
11, Ill. 
BooTH 304 


REPRESENTATIVES: George Ray, 
Doris Philip, Charles Cobb, 
Gregory Grove, Ralph Hinckley, 
Ernie Raffey, Charles Bennett, 
Roy Dunstan, J. Kelty. 


PRODUCT OR SERVICE: New edition 
of the Encyclopaedia Britannica 
and its correlated fact finding and 
technical reference service. 


FALCON ALARM Co., INC. 


243 Broad St., Summit, N. J. 
BooTH 316 


REPRESENTATIVES: C. E. Graham 
Reeves, F. S. Drake, Lyle Reeb. 


PRODUCT OR SERVICE: Falcon au- 
tomatic fire alarms and systems, 
Falcon automatic manual horn 
signal systems, Falcon portable 
hand-held horns. Clark Cooper 
air horns, liquid level alarms, auto- 
matic timer with horn, Holbrook 
safety alarm. 


FEDERAL SIGN & SIGNAL Corp. 


136th Western Ave., Blue Island, 
Ill. 


BooTtH 192 


REPRESENTATIVES: Herb Feigen- 
hauer, Art Johannes, N. J. Kohl, 
Folger M. Smith. 


PRODUCT OR SERVICE: Sirens, 
horns, bells and warning lights for 
alarm, safety warning, paging and 
other signalling purposes. 


FENDALL Co. 


2222 W. Diversey, Chicago 47, 
Ill. 


BooTH 44-45 


REPRESENTATIVES: John N. Liau- 
taud, John R. Liautaud, Philip J. 
Liautaud, Lyndon A. Long, Gerald 
McDonald, Jerry Nicholson, Char- 
les A. Peterson, O. B. Phillips. 
PRODUCT OR SERVICE: Safety glass- 
es, cup goggles, cover goggles, 
both chippers and welders and 
face shields. 


Greenfield and Washington C. H., 
Ohio. 

BooTH 194 

REPRESENTATIVES: El Bourgraf, 
Don Hindes, Dick Ferneau, Bob 
Miller, Bernie Zoldack. 
PRODUCT OR SERVICE: Emergency 
folding stretchers and chairs; am- 
bulance cots; and related emergen- 
cy supplies and equipment. 


FIBRE-METAL PRopUCTs Co. 


Sth and Tilghman St., Chester, 
Pa. 

BooTtH 179-180-181 
REPRESENTATIVES: Charles E. 
Bowers, Robert W. Bowers, R. G. 
Tressler, Charles A. Beane, Joseph 
T. Bullock, D. B. Pepler, H. V. 
Gates, J. Richards, Frank Murphy, 
F. M. Bowers, Gil Doyle. 
PRoDUCT OR SERVICE: SUPER- 
GLAS, SUPERLITE and SUPER- 
LECTRIC safety hats and caps; 
industrial and special purpose face- 
shields and safety masks; welding 
helmets; QUICK-LOK combina- 
tions of faceshields or goggles or 
welding helmets with safety caps. 


FINE ORGANICS, INC. 


205 Main St., Lodi, N. J. 
BooTH 125 

REPRESENTATIVES: Joe Weiser, 
Gerd Semmelroggen. 

PRODUCT OR SERVICE: Safety sol- 
vents, complete line tailored to 
customer's specification. F. O.-128 
was specifically designed for the 
maintenance to electrical equip- 
ment and as a replacement for the 
highly toxic carbon tetrachloride. 
F. O.-128 has insurance-approval 
as well as the Underwriters’ Lab- 
oratory seal of approval. 


Forp Division, Forp Motor Co. 


P. O. Box 658, Dearborn, Mich. 
BooTtH 41-42 

REPRESENTATIVES: L. G. Jones. 
PRODUCT OR SERVICE: Ford auto- 
mobiles featuring lifeguard steer- 
ing wheels, sunvisors, seat belts, 
instrument panel padding and door 
latches. 


FROMMELT INDUSTRIES, INC. 


Box 419, Dubuque, Iowa 
BooTH 62 

REPRESENTATIVES: John A. From- 
melt, Paul J. Frommelt, C. P. 
Frommelt. 

PRODUCT OR SERVICE: Spa-Fla 
Wrap-Around safety shield, Saf-T- 
Screen series “60”, portable self- 
standing floor screen factory as- 
sembled. Porto-Screen Series “50” 


Ray-Foil, a protective heat and 
safety fabric. Curtains, covers, and 
blankets, approved fabrics. 


FYREPEL Propucts, INc. 


P. O. Box 503, Newark, Ohio 
BooTH 323 

REPRESENTATIVES: John H. Wea- 
ver, Alan M. Larimer, Vernon W. 
Lenz, Charles E. Swope, David 
T. McLaughlin. 

PRODUCT OR SERVICE: Aluminized 
heat protective clothing and equip- 
ment for industry and fire fight- 
ing. A complete line of fire and 
furnace entry suits, proximity suits, 
hoods, coats, trousers, aprons, 
gloves, boots, blankets, heat re- 
flective curtains, welding curtains 
and flame-proof tarps. Also air- 
cooling and environmental suits 
and liquid air-cooling and breath- 
ing apparatus. 


THE FyYrR-FYTER Co. 


221 Crane St., Dayton 1, Ohio 
BooTH 146, 147, 148, 149 
REPRESENTATIVES: George F. 
Clatk, P. R. Warren, D. B. Math- 
ewson, K. E. Rearick, A. C. Traut- 
wein, Roy C. Elder, John W. Loh- 
rey. 

PRODUCT OR SERVICE: All-purpose 
dry chemical extinguishers, carbon 
dioxide extinguishers, Penetrator 
electronic siren and public address 
system, carbon dioxide and smoke 
detection system, industrial fire 
department supplies and breathing 
apparatus. 


GENERAL FIRE EXTINGUISHER CORP. 


4444 W. Irving Park Rd., Chica- 
go 41, IIl. 

BooTH 60-61 

REPRESENTATIVES: James J. Hill, 
Agnes Vrabel, Robert O. Welch, 
James A. Dick. 

PRODUCT OR SERVICE: Portable- 
type fire extinguishers; fire extin- 
guisher cabinets, hose and acces- 
sories, etc. 


GLENDALE OPpTIcAL Co., INC. 


600 W. Merrick Rd., Valley 
Stream, N.Y. 

BooTH 198 

REPRESENTATIVES: Chester Lam- 
pert, Irving J. Volk, George A. 
White, Edward Slane Jr. 
PRODUCT OR SERVICE: Full line of 
face and eye protection consisting 
of safety spectacles and lenses, 
faceshields, plastic eyeshields, fes- 
pirators, welding goggles and len- 
ses, visitors’ spectacles, magnifiers 
and sweatbands. 
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Exhibitors 


THE GLose Co. - Propucts Div. 
4000 South Princeton Ave., Chi- 
cago 9, Ill. 

BooTtH 183-184 
REPRESENTATIVES: H. M. Don- 
nely, Dave Norris, Rod Aylmer, 
Peter Celestini, R. N. Artz. 
PRODUCT OR SERVICE: Globe Grip 
-Strut safety grating, metal parti- 
tions, channel & fittings, slotted 
angles, cable tray. Galvanize fin- 
ish is standard on complete Globe 
line of products. 

GLosBe INpustTRIES, INC., MEDICAL 

& Hospitat Div. 

125 Sunrise Pl., Dayton 7, Ohio 
BooTH 168 

REPRESENTATIVES: Laurens  L. 
Battis, Donald G. Santel, Benjamin 
Smilg, Max Isaacson, Harvey 
Whitworth. 

PRODUCT OR SERVICE: A complete 
line of equipment for resuscitation 
and breathing protection, including 
the Custom Seeler Resuscitator, 
the Globe Samaritan Resuscitator, 
Globe M/M Mouth-to-Mask Re- 
suscitator, the Globe Short-Snort- 
er, the Globe Guardsman and the 
Globe Dualife Guardsman. 


B. F. GooprRicH FOOTWEAR Co. 
Hoop RUBBER Co. 


Nichols Ave, Watertown 72, ““~ Where danger exists 





Mass. 
BooTH 302 


eA STONEHOUSE NO SMOKING SIGNS help fight fire before 
Smith, Joseph P. Devaney, Donald it starts by constantly reminding workers—particularly in places 
Q. Romay, James Straubinger, where the most danger exists—to be careful. 

Frank Knaus, Robert B. Laughlin, All Stonehouse Signs are designed and manufactured to 
Orrin W. Gould, V. Jack Reed, 7 : ‘ 

John L. Baier. accomplish this purpose in the most effective manner. They 
Propuct or SERVICE: Industrial are of the highest quality workmanship and materials and com- 
rubber and neoprene footwear of ply fully with American Standard Specifications. 

all types. Neoprene, rubber and Hundreds of different stock-worded accident-prevention 
Koroseal coated industrial gloves signs are available for prompt shipment. Usually the same day 


latex unsupported gloves. ; J 
your order is received. 
THE GRANET Corp. 


25 Loring Dr., Framingham, Mass. 

BooTH 170 

REPRESENTATIVES: W. W. Clay, 

C. E. Saunders, J. A. Casey, J. NO SMOKING. 

D. Mahoney, J. G. Mayberry, W. MATCHES OR 

D. Devlin. OPEN LIGHTS 

PRODUCT OR SERVICE: Coated fab- 

ric work gloves. Write today for our free, full-color, 64-page catalog, plus informa- 
GRINNELL Co., INC, tion about custom-printed signs to meet your specifications. 

260 W. Exchange St., Providence, 

R.I. 

BooTH 221 

REPRESENTATIVES: Mr. W. L. Signs 

Prenzno, Mr. C. F. Averill, Mr. : 

R. A. MacDuff, Mr. John L. Nor- Since 


cliffe 1863 SIGNS 


PRopUCT OR SERVICE: Manufac- 
turers and installers of fire pro- 
tection systems. 


anna 








STONEHOUSE SIGNS, INC., 9th and Larimer Streets, Denver 4, Colorado 
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Exhibitors 


Gro-Corp RUBBER Co. Robinson orthopedic _ stretcher, 


heels, conductive soling for hospi- 


807 N. Jackson St., Lima, Ohio. 
BootH 120 


REPRESENTATIVES: Forest Moor, 
Kenneth F. Trimble, John I. Wil- 


tal and general safety applications. 


. E. HALPERIN Co., INC. 


75 Northampton St., Boston 18, 
Mass 





liams, Cleo A. O’Donnell, Robert 
P. Murphy, T. J. Giblin. 

PRODUCT OR SERVICE: Shoe prod- 
ucts for safety shoes and safety 
matting. Trade names that are the 


BooTH 213 


in, L. Halperin, Robert Gold. 


“Standards for Industry”: NEO- PRODUCT OR SERVICE: Manufac- 
turers of Halco first aid kits, refills 


VINL, GRO-CORK, Gro-Cord and safety products. Featuring 


CORD, NEO-CORK, PARA- 


“burn-quel” aerosol burn spray, 


CORD-ON-END, brass washer 

















SAFETY STARTS HERE 


WITH KNAPP SAF-TEST SHOES 


Cost-conscious management knows Knapp Saf-Test Shoes keep men on the 
job. Unquestionably the finest shoes of their type, Knapp Safety Shoes pro- 
vide extra durability, greater safety margin, handsome dress styling and 
Knapp’s original, patented Cushioned Comfort construction. All Knapp 
Safety Shoes feature Austempered Stee! Toe Boxes that meet the testing 
requirements of the American Standards Association. You get maximum 
protection and comfort! For full information, write Saf-Test Dept., Knapp 


Brothers Shoe Mfg. Corp., Brockton 61, Mass. 


KNAPP SAF-TEST 
Aerotved Cushioned 


STEEL-TOE SAFETY SHOES 


PATENTED CONSTRUCTION 





CIRCLE 102 ON READER CARD 


REPRESENTATIVES: A. E. Halper- 
in, I. D. Halperin, M. D. Halper- 


Hav-a-Lift salt tablets. 


HAUS OF KRAUSE SAFETY SHOES 


Rockford, Mich. 

BooTH 43 

REPRESENTATIVES: D. L. Hunting, 
John Moyle, L. A. Long, Jerry Mc 
Donald, Ira Odle, Jack McNutt. 
PRODUCT OR SERVICE: A complete 
line of safety toe shoes, boots and 
oxfords. 


Haws DRINKING FAUCET Co. 


Fourth and Page Sts., Berkeley 10, 
Calif. 

BooTH 161 

REPRESENTATIVES: Dick Sargent, 
Dick Jonathon, Mr. Morman. 
PRODUCT OR SERVICE: Safety eye 
and face wash fountains and 
drench shower units for decontam- 
ination. 


HiILD FLOOR MACHINE Co., INC. 


1217 W. Washington Blvd., Chi- 
cago 7, Ill. 
BooTH 130 


REPRESENTATIVES: Joseph F. Roti, 
Robert Slominski, Marvin Klein, 
James Connell, Frank Capace, Or- 
lo Sterba, Ralph Mockenhaupt, 
Bill Doris, George Smith. 
PRODUCT OR SERVICE: Industrial 
maintenance equipment. UL listed 
explosionproof vacuum cleaners 
and floor polishing and scrubbing 
machines. UL listed floor finishes, 
anti-slip waxes, etc. Transferable 
head vacuum cleaners for use on 
your own 55 gal. drums. 


Himco (HOPFELD INDUSTRIAL MBG. 
Co.) 


734 A St., San Rafael, Calif. 
BooTH 228 


REPRESENTATIVES: Henry Hop- 
feld, Mrs. H. Hopfeld. 
PRODUCT OR SERVICE: Himco fi- 
berglass safety ladders. 


HORIZON INDUSTRIES 


400 Upper Midwest Bldg., Minne- 
apolis 1, Minn. 


BooTH 227 


REPRESENTATIVES: Jim Langman, 
Hal Seth, M. S. Langman. 
PRODUCT OR SERVICE: Bol-Tabs — 
pre-measured toilet bowl cleaner 
in tablet form. Provides safety in 
handling and reduces accidents 
from liquid acids. Germerase — 
nontoxic, noncorrosive disinfect- 
ant and cleaner for safety equip- 
ment and rest rooms. 


— To page 166 
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FIRE PROTECTION WHERE AND WHEN 






































Exhibitors 


HYGIENE RESEARCH, INC. 


684 Broadway, New York 12 
ag 

BooTtH 197 

REPRESENTATIVES: N. M. Elias. 
PropuctT OR SERVICE: VEREX 
protective cream, CLEREX sol- 
vent protection, H-R CREAM 
solvent protection, SILICONEX 
(77 per cent Silicone) OINT- 
MENT, SEECLOTH (for fog- 
proofing glasses, goggles, wind- 
shields, etc.). 


Hy-Test SAFETY SHOE Div. INTERNA- 
TIONAL SHOE Co. 


1509 Washington Ave., St. Louis 
66, Mo. 

BooTH 94-95 

REPRESENTATIVES: Jack Cum- 
mings, Bob Cary, J. O. Burgess, 
Max Alvarez, Vic Girolani, Joe 
Hyde, Leathe Kline, Sidney May- 
er, Roy Pyne, George Rhoads 
Frank Riley, H. D. Scott, Neil 
Sheppard, Frank Webb, Jack 
Whitsett, Chester Williams, Gene 
Mohan, Vincent V. LoDuca, Ro- 
bert E. Crenshaw, Otto Andre, 
Norman C, Whitsett. 


PRODUCT OR SERVICE: New super- 
visory line; also metatarsal guard 
shoes and boots as well as 120 
other styles of men’s and women’s 
dress oxfords, shoes and boots. 


INDUSTRIAL Acoustics Co., INc. 


341 Jackson Ave., New York 54, 
N.Y. 

BooTtH 215 

REPRESENTATIVES: Ellis E. Sing- 
er, A. C. Hawthorne, Daniel R. 
McAuliffe, Jim Mitchell, Jim Tib- 
betts. 

PRODUCT OR SERVICE: Audiome- 
tric examination rooms, complete 
hearing conservation program for 
industry. Also on display: prod- 
ucts, associated with the medical, 
engineering and environmental as- 
pects of a hearing conservation 
program. 


INDUSTRIAL GLOvEs Co. 


700 Garfield St., Danville. Ill. 
BooTH 16-17 

REPRESENTATIVES: I. W. Millard, 
Jess A. Brewer, J. C. Finegan, 
John R. Redenbaugh, B. J. Fullen, 
E. C. Rassett, Neil B. Von Lanken, 
Wilbur Huckstadt, T. D. Clark, 
Elvin Shaffer, D. F. Didier. 
PRODUCT OR SERVICE: Finger 
guards, hand pads, gloves, mittens, 
arm guards, sleeves, aprons, spats, 
leggings, knee guards, metatarsal 
guards, hoods, helmets, winter 
liners, sweatbands, coats, pants, 
shirts, coveralls, fire-fiter suits, fire- 


mens coats and pants, safety ap- 
parel made to specification, cur- 
tains, blankets. 


INSTITUTE OF INDUSTRIAL LAUNDER- 
ERS, INC. 


1833 Jefferson Pl. N. W., Wash- 
ington 6, D.C. 

BooTH 212 

REPRESENTATIVES: John J. Roche, 
Kenneth Barr, Jack Maag, Ted 
Pence, Herman Hoekstra. 
PRODUCT OR SERVICE: Industrial 
launderers and cleaners. Flame- 
proofing and renovating of indus- 
trial garments. 


INsto-Gas Corp. 


998 E. Woodbridge Ave., Detroit 
7, Mich. 

BooTH 7 

REPRESENTATIVES: J. F. Hirshfeld, 
William W. Steinert, William F. 
Carroll, John L. Drennan. 
PRopUCT OR SERVICE: Underwrit- 
ers’ and Factory Mutual Labora- 
tories approved plumbers’ torches 
and furnaces and portable LPG 
salamanders, blower heaters and 
infra-red heaters. Also electric in- 
frared heaters for both portable 
use and permanent installation. 


INTER-AMERICAN SAFETY COUNCIL, 
INC. 


2 Rector St., New York 6, N.Y. 
BooTH 158-B 
REPRESENTATIVES: William T. 
Rogers, Francis E. Fernandez, 
Julian M. Magdaleno. 

PRODUCT OR SERVICE: Educational 
exhibitor. Inter-American, the 
safety council of Latin America, 
will exhibit educational safety 
publications, visual aids, films, etc. 
in Spanish for industry, highway 
and home safety. 


INTERNATIONAL FILM BUREAU, INC. 


332 South Michigan Ave., Chica- 
go 4, Il. 

BooTH 195 
REPRESENTATIVES: Wesley H. 
Greene, Carl J. Ross, S. J. Sper- 
berg, John Burkey, Frank Syoen. 
PRODUCT OR SERVICE: Safety films 
and film library supplies, includ- 
ing reels, cans, mechanical rewinds, 
storage cabinets for filmstrips, 
sound slide films, tapes, and Syn- 
chromat (combination recorder 
and projector). 


INTERSTATE RUBBER PRODUCTS CorpP. 


908 Avila St., Los Angeles 12, 
Calif. 

BooTH 152 

REPRESENTATIVES: Charles Terry, 
R. S. Peterson, C. R. Fitzsimons, 
Jack E. Crysler. 

Propuct OR SERVICE: Traffic 


cones. All sizes. All types: Rub- 
ber, plastic, polyprene, butyl, neo- 
prene, all-yellow rubber, painted 
or pigmented, reflectorized, fluor- 
escent, etc., Port-A-Guides. The 
portable all-rubber sign that will 
withstand wind velocities up to 80 
mph. New polyprene directional 
arrow. 


IRON AGE Div., H. CHiL_ps & Com- 
PANY, INC. 


1205 Madison Ave., Pittsburgh 12, 
Penn. 

BooTH 49-50 

REPRESENTATIVES: Albert J. Bel- 
asco, Mrs. Grace R. Christie, 
Richard H. Greene, Olis Farley, 
Charles E. Garmann, Charles E. 
Goffe, Andrew J. May, H. D. Mel- 
ton, Donald A. Waples, James H. 
Childs Jr., Martin J. Mitchell, 
Harvey Childs Jr., Robert H. 
Lohr, Richard Gutowski. 


PRODUCT OR SERVICE: A complete 
line of safety leather footwear for 
men and women as well as safety 
rubber footwear, rubber overshoes 
and boots. 


JACKSON PRODUCTS 


5523 E. Nine Mile Rd., Warren, 
Mich. 

BooTH 153-154 
REPRESENTATIVES: A. C. Gilbert, 
B. C. Lee, C. E. Benner, H. 
A. Jackson, George A. Terbeek, 
George W. Sloan, Truman Bald- 
win, Edward F. Cummiskey, How- 
ard N. Simms, Kenneth T. Tate. 
PRODUCT OR SERVICE: Safety hats 
and caps, faceshields and goggles, 
safety helmets, safety electrode 
holders. 


JAMIESON LABORATORIES INC. 


7900 Haskell Ave., Van Nuys, 
Calif. 

REPRESENTATIVES: John Aymond, 
Jean Fontaine. 

PRODUCT OR SERVICE: Jamieson 
filter/ blower provides contaminant 
free air to the user via a light- 
weight helmet that provides the 
protection of a hard hat, goggles 
and a respirator, all in one com- 
fortable to wear unit. Jamieson 
Whitecap is an air filtration device 
for use in construction and _ in- 
dustry. 


. Jay Propucts, INc. 


P. O. Box 797, 56 Elm St., New- 
ark 5, N. J. 

BooTH 216 

REPRESENTATIVES: G. W. Berry, 
F. L. Latella, Bert W. Lief. 


PropuctT oR SERVICE: Safety 
marking rope, BLUE JAY brand. 
Triple strand polyethylene safety 

— To page 168 
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FROM PRINTING PLANT 


-.« TO LOADING RAMP 





There’s never a slip on A.W. ALGRIP 


(the only ABRASIVE rolled steel floor plate) 


Step up your plant safety with Algrip—the world’s 
only abrasive rolled steel floor plate. It provides 
safer footing where splashing water, grease, oil, ink 
mist or other slippery substances might otherwise 
pose serious plant hazards. Even on steeply inclined 
surfaces, Algrip creates firm traction for workmen’s 
shoes and the wheels of rolling stock. 


This high quality steel plate is light enough to use 
as flooring overlay and is strong enough for inde- 
pendent flooring. Fabrication is simple. You can 
shear, form, weld and drill it with standard shop 
equipment. Fire and chemical resistant, Algrip 
flooring is approved for safety by Underwriters’ 
Laboratories. Write today for Bulletin AL-S1. 


ALAN WOOD STEEL COMPANY 


Conshohocken, Pa. - STEEL PRODUCERS WITH THE CUSTOMER IN MIND 


DISTRICT OFFICES AND REPRESENTATIVES: Philadelphia *« New York e Los Angeles « Boston « Atlanta 


Cincinnati + Cleveland e« Detroit « Houston e« Pittsburgh « Richmond e St.Paul « SanFrancisco « Seattle 
Montreal, Toronto and Vancouver, Canada: A. C. Leslie & Co., Ltd. 
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Exhibitors 


marking rope for marking off 
dangerous chemical, electrical, nu- 
clear, etc. areas. High visibility, 
resistant to acids, alkalai, weather. 
Nylon and dacron rope. U. S. 
Navy specifications. Maintenance 
and industrial. %4” to 1” diame- 
ters. Breaking strengths 1800 to 
23,000 Ibs. 


Jomac, INc. 


6128 N. Woodstock St., Philadel- 
phia 38, Penna. 

BooTH 12-13 

REPRESENTATIVES: Howard E. EI- 
dridge, Jack Seeburger, Michael 
Miller, John Gwin, John Douglas. 


PRODUCT OR SERVICE: Jomac in- 
dustrial work gloves, hand guards, 
and safety sleeves, North PVC 
coated gloves, North PVC wet 
weather clothing, North PVC 
chemical resistant clothing. 


JONES AND Co. 


861 Broad St., Providence 7, R. I. 
BooTtH 57 


REPRESENTATIVES: Kenyon Jones, 
Dwight M. Lowe. 

PRODUCT OR SERVICE: Jones full 
vision visor goggles and lenses. 


JUNKIN SAFETY APPLIANCE Co., INc. 


3121 Millers Lane, Louisville 16, 
Ky. 

BooTH 89 

REPRESENTATIVES: John I. Jun- 
kin, Juanita B. Junkin. 
PRODUCT OR SERVICE: Power press 
guards, grinding wheel shields, 
stretchers, stretcher cases and kits. 


JUSTRITE Mec. Co. 


2061 N. Southport Ave., Chica- 
go 14, Ill. 

BooTH 22 

REPRESENTATIVES: C. S. Packer, 
C. L. LaFountaine, P. V. Miles, 
R. Van, J. N. Grimshaw. 
PRODUCT OR SERVICE: Manufac- 
turers of safety cans for flamma- 
ble liquids, bench cans, oily waste 
cans, safety flashlights, portable 
electric lanterns, railroad lanterns 
and carbide lamps. 


KAREL First Atp SuppLy Co. 


4342 W. Ogden Ave., Chicago 23, 
Ill. 

BootH 82 

REPRESENTATIVES: Louis X. Kar- 
el, James S. Karel, Thomas J. 
Mackey, Edward C. Jarosz, Joseph 
Mazanek. 

PRopUCT OR SERVICE: Industrial 
hospital equipment and. medical 
supplies. 


KEYSTONE VIEW Co. 


Meadville, Pa. 


KIMBALI 


BooTtH 150 


REPRESENTATIVES: R. E. Carlson, 
C. J. McLaughlin, E. H. Bailey, 
Carl O. Backstrom. 

PRODUCT OR SERVICE: Industrial 
vision screening: equipment and 
materials for checking employee 
vision. Provides tests for all safety 
and fatigue factors involving vis- 
ion. Also provides specialized tests 
for special jobs. 

Driver vision screening: Equip- 
ment and materials for checking 
all visual skills involving safe 
driving. 


WALTER KippE & Co., INC. 


675 Main St., Belleville 9, N. J. 
BooTH 96-97 

REPRESENTATIVES: L. C. Bailey, 
F. S. Buckley, W. E. Morgan Jr., 
Warren Vodak, J. E. McAllister, 
Mr. Truman Young, Mr. W. J. 
Fielding, Mr. Clinton Smith Jr., 
Mr. Delmer Roark, Mr. W. E. 
Healy, Mr. S. C. Marsh, Mr. Ver- 
non Haack, Mr. H. B. Livingston, 
Mr. Rudolph Kaipus, Mr. Frank 
Jaeger, Mr. R. J. Fischer, Mr. W. 
A. McFadden. 

PRODUCT OR SERVICE: Portable 
fire extinguishers, carbon dioxide, 
dry chemical, water, anti-freeze, 
soda-acid, foam, vaporizing liquid, 
and pump-tank types; carbon di- 


oxide fire extinguishing systems; 
fire and smoke detecting systems. 
Also new Tri-Class ABC 10 and 
20 Ib. multi-purpose dry chemical 
extinguishers. 


SAFETY PRopucTs Co. 
9310 Wade Park Ave., Cleveland 
6, Ohio 

BooTtH 114 

REPRESENTATIVES: Don Kimball, 
Rich Vogler. 

PRODUCT OR SERVICE: Personal 
protective devices for industrial 
employees. 


MATHIAS KLEIN & Sons, INc. 


7200 McCormick Rd., Chicago 45, 
Ill. 
BooTH 65-66 


REPRESENTATIVES: Mathias A. 
Klein, Mathias A. Klein Jr., Rich- 
ard T. Klein, Harry B. Wilson, 
Charles F. Castino, Robert Hoer- 
ger, Harry Segessman, Arnold L. 
Moore, Crit L. Woolsey, Donald 
E. Swanson, Ervin P. Suess, Wil- 
liam O. Walley, Bamford E. Rog- 
ers, Stafford P. Gavin, Richard 
Colsant. 


PRODUCT OR SERVICE: Lineman’s 
personal and safety equipment, in- 
cluding body belts, safety straps, 
climbers, climber straps and pads, 


pouches and hand tools. Utility 
construction tools; grips, wrenches, 
splicing clamps, hand lines, block 
and tackle, etc. 


KNAPP BROTHERS SHOE MANUFACTUR- 


ING 


Corp. 

173 Spark St., Brockton 61, Mass. 
BooTtH 220 

REPRESENTATIVES: Gordon P. 
King, Emil M. Bistow, Jack Sah- 
ling, C. E. Knapp. 

PRODUCT OR SERVICE: Knapp Saf- 
Test shoes. 


J. KUNZ GLOvE Co. 


2141 W. North Ave., Chicago 47, 
Ill. 

BooTH 156 

REPRESENTATIVES: Joseph Yauch, 
Joseph A. Yauch, Edward P. 
Yauch, William Hampel. 
PRODUCT OR SERVICE: Lineman’s 
construction and safety protector 
gloves, structural works gloves and 
work gloves for railroad industry. 
Distributors of safety clothing and 
tools. 


LAWTER CHEMICALS, INC. 


Wa 


3550 Touhy Ave., Chicago 45, Ill. 
BooTH 209 

REPRESENTATIVES: Jack C. Heath, 
Don McAllister, Dick Hacker. 
PropuctT oR SeErRvicE: HI-VIZ 
fluorescent safety paint for high 
visibility safety markings for in- 
dustrial and municipal applica- 
tions. 

LTER G. LEGGE COMPANY, INC. 
101 Park Ave., New York 17, 
N. Y. 

BOOTH 36 

REPRESENTATIVES: Walter G. Leg- 
ge, C. V. Starrantino, John Walk- 
er, George A. Parenty, W. N. Bry- 
ning, Claude Hinderlider. 
PRODUCT OR SERVICE: Safety floor 
maintenance materials. On dis- 
play: flooring treated with slip- 
resistant floor polish; literature and 
information on treatment and 
maintenance of all types of floor- 
ing; grounding devices for person- 
nel; and equipment for the preven- 
tion of fire and explosions due to 
static electricity. 


LEHIGH SAFETY SHOE Co. 


First and Minor Sts., Emmaus, Pa. 
BooTH 87-88 

REPRESENTATIVES: N. E. Moore, 
R. A. Warner, A. F. Warner, J. 
W. Spooner, J. E. Ellis, W. E. 
Hallman, F. Hoppes, R. Codrea, 
Al Roy, B. O. Longnecker, S. W. 
Dean, Miller Hunter. 

PRODUCT OR SERVICE: Safety foot- 
wear — Leather and rubber for 


— To page 170 
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WATCHEMOKET 


SAVERS 


WATCHEMOKET €:3%23 SAFETY EQUIPMENT 


TUC-AWAY 
and 
VISOR-TUC 


= 
Lightweight, comfortable. Replaceable, shatter-proof 
lenses with integral side shields. Adjustable Retrax ** 
temples; universal nose bridge. Integral over-eyes 
visor. Write for Bulletin 601 


SOFT VINYL 
FRAME 


Fits over all glasses. Stac-Vent prevents fogging. 
Patented metal lock bar makes lens* changing easy. 
Write for Bulletin 604 


RAPIDO 


Retrax** temples, universal nose bridges. Spread-end 
frame for easy lens replacement. Available with or 
without side shields. Accommodates glass, plastic or 
prescription safety lenses. Write for Bulletin 606 


CHEEPEE 
\ \> 
Lightweight, close fitting, comfortable one-piece pro- 


tection. Optically correct clear or medium green ace- 
tate lens. Write for Bulletin 609 


*HEAVY (MPACT ACRYLIC LENSES 

Won't pit, splinter or shatter. Resist chemicals, even some 
that etch glass. Green lenses filter out 96-100% of harm- 
ful ultra-violet rays. Finer, clearer, optically correct, 
guaranteed no distortion. Impax lenses exceed Fed. Spec. 
for “drop ball” and “drop needle” tests, provide light- 
weight, comfortable protection. 
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' METHASPEC 


J. 


Fits everyone — even over most prescription glasses. 
Adjust temples, lens angle for greater safety and com- 
fort. Write for Bulletin 609 


RESP-R-AID © 


Pat. Applied for 


Barely an ounce; over 50 square inches filtering area 
protection against nuisance dusts, sprays, mists, pollens 
and non-toxic fumes. Washable — replaceable — 
comfortable. Write for Bulletin 6012 


WELDING 
GOGGLE 


Opaque, black, soft vinyl frame. Replaceable 50MM 
Fed. Spec. filter lenses protected by inside and outside 
lenses. Stac-Vent ventilation. Write for Bulletin 608 


**RETRAX TEMPLES 


Tele 
Lock in place. Available 
ple 


ast or meta 


DOING NEW THINGS WITH PLASTICS FOR BETTER 
EYE AND RESPIRATORY PROTECTION IN INDUSTRY 


WATCHEMOKET OPTICAL COMPANY, INC. 


232 West Exchange St., Providence 3, R. |. * Throughout Canada: Levitt-Safety Limited 
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men — Leather for women — 
Non-safety rubber footwear de- 
signed to fit over safety shoes for 
men and women. 


LIBERTY MUTUAL INSURANCE CO., OF 
BosTON 


1 S. Wacker Dr., Chicago 6, Ill. 


Booth Outdoor Display: Parking 
Lot, 7th & Wabash Ave. 
REPRESENTATIVES: G. E. French, 
C. N. Stevens. 

PRODUCT OR SERVICE: New Sur- 
vival Car II” A modified four 
door sedan, incorporating safety 
design elements designed and 
developed by Liberty Mutual Ins. 
Co. Over twenty four design 
features have been incorporated 
into the car. 


LOGAN EMERGENCY SHOWERS, INC. 


P. O. Box 111, 136 North Mary- 
land, Glendale, Calif. 


BooTtH 211 


REPRESENTATIVES: Ralph Struck, 
M. J. Johnson, Elmer Dixon. 
PrRopuCT OR SERVICE: Logan 
emergency showers and decontam- 
ination showers, Logan emergency 
eye, nose, and mouth wash foun- 
tains, Logan “Swing-Down” emer- 
gency eye, nose, and mouth wash 
fountain, Logan new emergency 
head wash and decontamination 
fountain. 


LYNRUS FINISHING Co., INC. 


South Water at Union St., Pough- 
keepsie, N.Y. 

BooTH 222A 

REPRESENTATIVES: C. F. Russell, 
H. J. Franklin, Harry G. Ken- 
nedy. 

PRODUCT OR SERVICE: Flame-re- 
tardant fabrics. 


THOM MCAN SAFETY SHOE DIVISION 


25 West 43rd St., New York 36, 
Rm... Y. 

BooTtH 118 

REPRESENTATIVES: John Yudt, 
Martin Bitler, Edward Serrapede, 
Jack Speer, Troy Corder, George 
Weyl, Albert Taber, Sidney Wake- 
ley, Albert Duncan, Herbert Kel- 
ley, George Kiesewetter, Bob Beil, 
Marvin Mudd, William J. Smith. 
PrRopUCT OR SERVICE: Safety 
shoes. 


JULIAN A. McDERMOTT Corp. 


1639 Stephen St., Ridgewood, L. I. 
at. Te Be 

BooTH 37 

REPRESENTATIVES: Julian A. Mc 
Dermott, Robert Fleming. 


PRODUCT OR SERVICE: Emergency 
warning lights for vehicle and 


work area protection, barricade 
lights, barricading and fencing sys- 
tems. Portable work-warning and 
flood lights. 


THE McKay Co. 


1005 Liberty Ave., Pittsburgh 22, 
Pa. 

BooTH 312 

REPRESENTATIVES: Jack Douglass, 
Joseph C. Carey, Robert M. Gee, 
John H. Bradbury, Harry F. Reid, 
Jack W. Thompson, Thomas S. 
Collins. 


PRODUCT OR SERVICE: Complete 
line of welded chain and chain 
products. Featured will be McK- 
Alloy chain designed for heavy 
overhead lifting. The exhibit will 
illustrate the many operations nec- 
essary to manufacture chain. 


Maico ELECTRONICS, INC. 


21 N. 3rd St., Minneapolis 1, 
Minn. 

BooTH 223 

REPRESENTATIVES: Arne T. Dar- 
bo, James C. Keyes, Edward Men- 
alis. 

PRODUCT OR SERVICE: Complete 
line of audiometers (hearing test 
instruments), along with a sound- 
conditioned hearing test enclosure 
especially designed for use in in- 
dustrial hearing conservation pro- 
grams. 


MarsH & MCLENNAN, INC. 


231 S. La Salle St., Chicago, Ill. 
BooTH 134-135 
REPRESENTATIVES: George Dan- 
ke, Robert Kimball, Ralph J. Cros- 
by, C. S. Grant-Watters, Wayne 
Pearson, Robert W. Hutchinson, 
Fred J. Boles, John Sandel. 
PRODUCT OR SERVICE: Insurance 
brokers providing accident preven- 
tion services and materials. 


MARTINDALE ELECTRIC Co. 


1375 Hird Ave., Cleveland 7, 
Ohio. 

BooTH 229 

REPRESENTATIVES: John W. Ack- 
erman, R. E. Blersch, Wm. N. Os- 
bun Jr. 

PRODUCT OR SERVICE: Protective 
masks and respirators, protective 
eyeshields, electrical testing in- 
struments. 


MEDICAL SuPPLY Co. 


1027 West State St., Rockford, Ill. 
BooTtH 136-137-138 

REPRESENTATIVES: Gordon P. St. 
Clair, Richard G. Babbitt, Paul W. 
Saunders, Douglas M. Boyd, Jack 
P. Campbell, Harry J. Ellis, Nor- 


man B. Hall, Robert D. Mulhall, 
A. F. Johnson. 

PRODUCT OR SERVICE: Unit-Type 
first aid kits and refills, resuscita- 
tion aids, snake bite kits, burn 
spray kits, stretchers, and first aid 
specialty items. 


METROPOLITAN LIFE INSURANCE Co. 


1 Madison Ave., New York 10, 
N. Y. 

BooTH 139 

REPRESENTATIVES: Dr. Melvin M. 
Udel, Thomas J. Berk, Elizabeth 
Kasey, Mary Conway. 

PRODUCT OR SERVICE: Materials 
available for employee safety and 
health education — off-the-job 
and community safety programs. 


MEYER MACHINE, INC. 


P. O. Box 131, Red Wing, Minn. 
BooTH 318-319 
REPRESENTATIVES: Roy E. Meyer, 
Merle Meyer. 

PRODUCT OR SERVICE: Tulito safe- 
ty clamp and Tulito service car 
and Tulito safety climbers. 


Micro SwitcH, A _ DIVISION’ OF 
MINNEAPOLIS-HONEYWELL REGULA- 
ror Co. 


Chicago and Spring, Freeport, III. 
BooTH 163-164 
REPRESENTATIVES: F. N. Burt, 
D. K. Fryer, G. E. Van Heule, O. 
F. McIntyre, J. H. Lamy. 
PRODUCT OR SERVICE: Safety in- 
terlock switches and electric con- 
trols for power machines. 


MILBURN Co. 


3246 E. Woodbridge, Detroit 7, 
Mich. 

BooTH 59 

REPRESENTATIVES: Mary D. 
Leach, Glen E. Leach, William 
Weber. 

PRODUCT OR SERVICE: Protective 
creams and liquids for the pre- 
vention of industrial dermatitis— 
PLYGARB — safety and protec- 
tive clothing. 


MILLER EQUIPMENT Co., INC. 


13th and New, Franklin, Pa. 
BooTtH 144-145 
REPRESENTATIVES: R. J. Miller, 
J. C. Nelms Jr., E. Claude Shaw- 
go, Dave Friggle, N. A. Cobb, J. 
A. Cowan. 

PRODUCT OR SERVICE: Industrial 
safety belts, auto seat belts, line- 
men’s equipment, barrier nettings, 
nylon webbing slings, canvas prod- 
ucts, plastic insulating sleeves, rope 
and webbing life nets. 
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Hahnfeldt, R. A. Pohl, K. S. But- 
ler, F. A. King, L. F. Little, R. M. 
Ladick, R. F. Yule, J. T. Williams, 
G. J. Gruber, C. E. Cullen, J. T. 
Whelan, J. I. Hagarman, M. K. 
Deutsch, J. H. Hast, J. J. Murphy 
Jr., C. W. Bird, D. R. Cronin, V. 
W. Buys, C. L. Barnhart, C. V. 
Miller, R. G. Repaire, D. F. Mc 
Elhattan, E. W. Allen, J. T. Leech, 
E. M. White, C. M. Donahue, H. 
E. Redenbaugh, G. L. Alston. 
PRODUCT OR SERVICE: Everything 
for mine and industrial safety. 
MINNESOTA MINING AND MANUFAC- 
TURING Co 
900 Bush Ave., St. Paul 6, Minn. 
BootH 173-174 
REPRESENTATIVES: Bruce Scott, 
Jim Kelly, Don Hershey, Dick 
Fellows, Bob King, Fred Allen, 
Jim Higgins, Chuck Blabolil, Ed 
Garrity. 
PRODUCT OR SERVICE: THERMO- 666. Jomac work glove. Reversible—any two make a pair. Men’s knitwrist. 
FAX brand copying and visual 
communications products, includ- ’ 
ing a complete line of “Thermo- It S GLOVEMANSHIP that makes 
Fax” dry process copying ma- 
chines and papers, portable and 
standard overhead projectors and JOMACS 
THERMO-FAX brand projection 
transparency film from which 


transparencies ean be made for VOUT Dest buy in industrial work gloves 


the overhead projector 


MoBILE CLASSROM RENTAL, INC. 
2406 W. Bryn Mawr Ave., Chi- 
cago 45, Ill. 


GLOVEMANSHIP is an art. It involves combining the ideal yarns, process- 

ing the cloth by techniques which will impart the wearing and protective 
enomneieninian: Ciena qualities desired, creating patterns, styling cuffs and, finally, producing 
Bert Paul D. Shiensky. Albert T. the finished gloves with real craftsmanship. Jomac practices GLOVEMAN- 
Smith, Neal H. Rothjen. SHIP. 
PRODUCT OR SERVICE: On display What does GLOVEMANSHIP mean to you? It means lower glove costs 
will be a 55 by 10 foot mobile with quality gloves that afford maximum dexterity, more comfort; that 
classroom equipped with Drivo- resists oils, greases and stains; that protect hands and forearms against 
trainers. Unit available for sale or such hazards as cuts, burns, bruises and abrasions; that can be washed 
rental. time after time. 

NATIONAL CHEMSEARCH Co. 
1550 Page Industrial Blvd., St. 
Louis 32, Mo. 


BooTH 186 a * For better fit, greater dexterity, more 
- * comfort, longer wear, and maximum 


REPRESENTATIVES: Manne Hoff- ” * safety in handling most chemicals, 
man, Phil Siegel, Russell Fish- oils, greases, etc. — specify North 


man, Stu Schwartz. PVC Coated Gloves. 


> SeoRY safety sol- 

PRODUCT OR SE RVICE: Safety sol 1 To keep workers dry and comfortable 

vents and other safety chemicals. ; in foul weather and to give them 

=e , Superior protection against chemi- 

Nat =. Al ME DICAL SuPPLy Co. cals, oils and greases—specify North ee 
6121 W. Belmont Ave., Chicago PVC Protective Clothing. , 


34, Ill. 4 


BooTtH 235 Write for more information about Jomac industrial work gloves today. 
REPRESENTATIVES: William F. Ex- 


ner, William S. Hampton, Mary Jomac Inc., Dept. D 
C. Barton, R. N., Rosalyn Mc Phila. 38, Pa. 
Bride, R. N. 


PRODUCT OR SERVICE: Industrial In Canada: James North Canada Company, Ltd., Simcoe, Ont. 
first aid supplies, equipment in- 


struments, pharmaceuticals and | ““Jomac Sells Quality ... and Quality Sells Jomac!” 
chemicals. 
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MINE SAFETY APPLIANCES Co. E & J REsuscITATORS - OHIO CHEMI- 
201 North Braddock Ave., Pitts- CAL & SURGICAL EQUIPMENT Co. (A 
burgh 8, Pa. DivIsiON OF AIR REDUCTION Com- 


BooTH 83-84-85-86 PANY, INC. 
1400 East Washington Ave., Madi- 


municipalities, fire departments, 
hospitals, doctors, dentists, and 
individuals suffering from respira- 
tory deficiencies. 


REPRESENTATIVES: D. M. An- OXYGEN EQUIPMENT & SERVICE Co. 


keny, C. R. Dever, J. T. Ryan Jr., 
G. H. Deike Sr., G. H. Deike Jr., 
E. W. Merry, H. N. Trice, N. W. 
Hartz, D. F. West, D. E. Albert, 
J. W. McCrackin, W. H. Gates, 
H. N. Gruber, J. S. Moore, C. H. 
Mehaffey, E. C. Brainerd, E. F. 


NATIONAL SOCIETY FOR THE PREVEN- 
TION OF BLINDNESS 


16 East 40th St., New York 16, 
M. . 


BooTtH 158-C 


REPRESENTATIVES: James E. 
O’Neil, Regina Wronieski. 
PRODUCT OR SERVICE: Educational 
exhibitor. Wise Owl Club Eye 
Safety Incentive Plan; educational 
material on conservation and utili- 
zation of eyesight in industry. 


Newco MANUFACTURING Co., INC. 


3636 Main St., P. O. Box 5939, 
Kansas City 11, Mo. 
BooTtH 187-188 


REPRESENTATIVES: Evelyn Gale, 
J. G. (Jack) Gale, Frank V. Mc 
Clure Jr., Frank P. Wilson, W. W. 
(Budge) Abernathy. 

PRODUCT OR SERVICE: Miniature 
crane demonstrating the various 
lifts and usages of Newco wire 
rope fittings. 


NOTIFIER CorRP. 


3700 N. 56th St., Lincoln 4, Nebr. 
BooTH 321 


REPRESENTATIVES: Oliver T. Joy, 
Mrs. Oliver T. Joy, Jack Damke, 
Henry Burgess, Ralph E. Nelson, 
George Crane, Dutch Pehlman. 
PRODUCT OR SERVICE: Complete 
proprietary class A fire detection, 
security control, watch tour and 
inter-communication system, items 
such as vibrating bells, chimes, 
flow switches, printer recorder, 
thermostats, etc. 


OCCUPATIONAL HAZARDS MAGAZINE 


812 Huron Rd., Cleveland 15, 
Ohio 

BooTtH 54 

REPRESENTATIVES: Edwin M. 
Joseph, Ivan L. Weinstock, J. 
Arlen Marsh, Charles E. Noyes, 
Kenneth L. Jones, Donald E. Mur- 
ray, Peter J. Sheridan, Joanne 
Owens. 

PRODUCT OR SERVICE: Safety pub- 
lication. 


son 10, Wisc. 
BooTtH 322 


REPRESENTATIVES: Henry W. 
Beck, T. G. Cunningham, James 
.. Balch, &. CC. Bosry, &.. G. 
Brown. 

PRODUCT OR SERVICE: New E & J 
MERCURY Mark I resuscitator. 
Designed, built and arranged for 
fast, sure action — it can be put 
into service in seconds. It is com- 
pact, lightweight and reasonably 
priced. Other models of E & J 


resuscitators will also be on dis- 


play 


Onox, INC. 


121 Second St., San Francisco 5, 
Calif. 
BootH 14-15 


REPRESENTATIVES: Robert de 
Fremery, Kenneth J. Ferrell. 
PRODUCT OR SERVICE: Onox Skin- 
Toughener solution for the treat- 
ment and prevention of athletes 
foot. Onox Footsprayer and Foot- 
mat dispensers are for large num- 
bers of bathers in industrial shower 
rooms, schools or clubs. The NEW 
6-0oz. Onox spray bottle is for in- 
dividual use in the home, dispen- 
sary, or by small numbers of 
bathers. 


OsBORN MANUFACTURING CORP. 


Warsaw, Ind. 

BooTH 226 

REPRESENTATIVES: Ann_ Taylor, 
Robert E. Osborn. 

PRODUCT OR SERVICE: Osborn alu- 
minum Safety pliers, lockout de- 
vices, Silenc-Air. 


Oxy-GEAR INCORPORATED 


30 N. La Salle St., Chicago 2, Iil. 
BooTH 325 


REPRESENTATIVES: Anthony 
Franz, A. M. Berets, Eugene 
Lovy, Edward Muraski, Edward 
Hmura, Harry Hmura, Joseph 
Walan, Rudolph Campagna, Frank 
Campagna, Earl Spears, John 
Manuel, Rudy Andreas, Donald 
Overbay, George Seaman, Peter 
Doyle, Howard W. Schendorf, 
James Katchis, G. C. Weber. 

PRODUCT OR SERVICE: Three mod- 
els of portable oxygen inhalators. 
These inhalators have been na- 
tionally accepted by _ industry, 


8335 S. Halsted St., Chicago 20, 
Ill. 
BooTH 314 
PRODUCT OR SERVICE: Reviv-a-life 
resuscitators and oxequip inhala- 
tors. 

Pac-Kit SAFETY EQUIPMENT 
Co., INC. 
175 Greenwich Ave., Greenwich, 
Conn. 
BooTH 39 
REPRESENTATIVES: Cecil R. 
Brown, Cecil V. Brown. 
PRODUCT OR SERVICE: First aid 
kits and supplies for industry, 
truck, automobile, airplane and 
boat. Treatments for burns, scalds 
and abrasions. 


. H. Packwoop Mec. Co. 


1545 Tower Grove Ave., St. Louis 
10, Mo. 

BooTH 110 

REPRESENTATIVES: A. J. Mce- 
Laughlin, M. S. Gravely, Art 
Carter, Dick Lamping. 

PRODUCT OR SERVICE: Granulated 
skin cleansers, waterless hand 
cleaners, dispensers, silicone and 
lanolin lotions, maintenace clean- 
ers, floor cleaners, metal cleaners 
and degreasers. 


THE PATENT SCAFFOLDING Co., INC. 


38-21 12th St., Long Island City 
ae. te. 

BocTH 98-99 
REPRESENTATIVES: Lee M. 
Kabbaz, Nels F. Borgaard, Robert 
J. Mohr, Chester Rakowski, David 
E. Wilson. 

PRODUCT OR SERVICE: Wood and 
light metal ladders, stee! and alu- 
minum rolling scaffolds for main- 
tenance. 


PECK’s PRopuUcTs Co.,—INDUSTRIAI 
DIVISION 


610 E. Clarence Ave., St. Louis 
15, Mo. 

BooTH 185 

REPRESENTATIVES: W. R. Dawson, 
Andrew M. Bono, R. J. Korty, 
Lawrence W. Peck 

PRODUCT OR SERVICE: Pepco 685 
—safety solvent, Pepco 418— 
powdered hand soap—super duty, 
Pepco 420—powdered hand soap 
—heavy duty, Pepco 415—pow- 
dered hand soap—antiseptic, 
Pepso 412—powdered hand soap 
—office use. 
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[THE PIONEER RUBBER Co. 
Tiffin Rd., Willard, Ohio 
BooTtH 19 


HOW 
PIONEERING RESEARCH 
REPRESENTATIVES: John R. Jones, INTO SAFE-TEE SOLVENTS — 


Alice Williams, True Read, J. Begun More Than 20 Years Ago By 

H. Gibson, Don Evans, Jack 

Knight, Jim Alpine, Bill Cassel- FINE eo} ie7 \, ites 
man, Al Marshall, A. P. Yonis, — PAYS OFF IN BETTER 

Bill Krafft, Lester Koenig, Charles MAINTENANCE PRODUCTS! 
Allen, J. Stone Carlson, M. J. 

Craver 


Propuct on Senvice: Gloves for More than 2 decades ago, FINE ORGANICS inaugu- 

industry, over 65 styles of liquid- rated a program of research into the ways and 

proof gloves, hand protection from means of producing safer solvents. Statistics were 
chemicals, abrasion, temperature. analyzed to determine how to more fully meet indus- 

Sheer gloves for product protec- trial maintenance needs. We reviewed countless case 

tion histories, spoke to maintenance personnel every- 

where. We asked ourselves how much could be done, 

: . how far could we go to close the safety gap. As a 

65 Passaic Ave., Kearny, N.J. result of these studies, we instructed our laboratories 

BooTtH 155 to develop a complete new family of fine SAFE-TEE 

REPRESENTATIVES: J. R. “Joe” Solvents with these — among many other safety 

Menzella. R. A. “Bob” Steeber. characteristics: flash point high enough to materially 

reduce or completely eliminate fire hazard; high MAC 

for relative non-toxicity; solution stability. 

Fine Organics’ SAFE-TEE SOLVENTS are truly safe 

.. safe for personnel, safe for the jobs they were 
created to perform, safe for the equipment with which 

. ; ae they come in contact. 

PorRTO-CLINK INSTRU MENTS, Inc . The rest of our story — efficiency, economy and speed 
298 Broadway, New York 7, N.Y. of performance — is better told by more than 4,700 
BooTH 28 customers ... for whom, incidentally, we continually 

formulate special maintenance products “hand- 

tailored’ to do specific jobs SAFELY. 


For Example... 


THE PORTABLE LIGHT Co., INC. 


PRopuCT oR SERVICE: Lights for 
emergencies, fork lift trucks, 
warning devices, auxiliary lighting 
units, vehicle lights, guard use. 


REPRESENTATIVES: Dr. Herbert J. 

Sheppard, Theodore Kole, Joseph 

Milanese, Eber Philips 

PRODUCT OR SERVICE: Porto-Clinic 
complete psychophysical driver 


and testing unit. Porto-Glare— SAFE-TEE SOLVENT 


automatic, portable and self-con- 
tained unit for night vision and a .  @ a 1 2 ‘4 
glare recovery. Saf-T-Rater—com- 


plete low-priced portable driver Does These ELECTRIC MOTOR 


testing and training workshop. Cleaning and Degreasing 
SAFETY Mea. Co. Jobs BEST: 


4408 Perkins Ave., Cleveland 3, 
Ohio 


THE POosItTIvt 


ELECTRIC MOTORS * CONTACT POINTS 
REPRESENTATIVES: K. W. Fobes, e POWER GENERATORS * BEARINGS 
W. J. Marshall, G. A. Short, Miss CONDENSERS * ARMATURE & FIELD WINDINGS 
nen Ree... | STARTERS * MECHANICAL & METAL PARTS 
eT eee FINELY FINISHED SURFACES 

e PRE-PAINT & PRE-PLATE Operations 


BooTtH 38 


PRAIRIE STATE PRODUCTS Co. 


3822 Lawrence Ave., Chicago 25, “AN INDEX TO SOLVING 
ii _ | ° MAINTENANCE PROBLEMS 
Informative Technical Booklet. 


REPRESENTATIVES: George Write today to Dept. NS-10 
Blumenthal, S. S. Blumenthal, 


Marilyn Grey. FINE ORGANICS, INC. 
205 MAIN ST., LODI, NEW JERSEY 
Warehouses in Principal Cities 


PRODUCT OR SERVICE: Safety, ra- 
diation, lost time bulletins, phos- 
phorescent exit signs illuminated 
or plain. Also illustrated safety 
signs, in steel, plastic and alu- SEE BOOTH 125, NATIONAL SAFETY CONGRESS 


minum 


e@eeeeeeeeeeeeeeeeeeeeeeeeeeeee@ 


A COMPLETE FAMILY OF FINE MAINTENANCE PRODUCTS 
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PROGRESS INDUSTRIES, INC. 
15 Manson Ave., Warwick, R. I. 


. 
BootH 233 ; RADIATOR SPECIALTY Co. TRAFFIC 
REPRESENTATIVES: David Freed- CONTROL DIVISION 
man, Henry Schwartz. i400 W. Independence Blvd., 
PRODUCT OR SERVICE: Safety gog- Charlotte 8. N. C. 
gles. BooTH 165-166 

THE PROTECTOSEAL Co. REPRESENTATIVES: Herman 
1920 S. Western Ave., Chicago 8, Blumenthal, David Hoffman, Plumb, Betty Plumb. 

Ill. Richard Alexanderson, R. M. PRODUCT OR SERVICE: Safeguard 
BooTH 105-106. Johnsen, E. C. Pesta. pull-out guards, adjustable en- 
REPRESENTATIVES: G. T. Mc- PRODUCT OR SERVICE: Safe-T- closure guards, rivetor guards. 
Carty, Roy P. Gaffke, Patrick J. Cones rubber traffic cones. Poly- SAFETY Box Tor Co. 
Fairman, J. J. McGinnis, A. M. Cones— PVC traffic cones. Safe- 812 Statler Office Bldg., Boston 
Stevens Jr.. R. H. Folckemer. T-Post—PVC traffic delineators. 16. Mass. 
PRODUCT OR SERVICE: Fire pre- iecaatan ee Flag BooTH 9 
vention equipment for flammable adaptors, base weights—accessories : . wi . 
solvents _— for Safe-T-Cones. REPRESENTATIVES: Wirt G. 
, ; : Greenan. 

RECREATIONAL SHOOTING SAFETY ; " 

: ea epg PRODUCT OR SERVICE: Nineteen 

COMMITTEE, NATIONAL SAFETY COUN- 

styles of safety steel toes including 


flame-proofed materials. Traffic safety devices, industrial safety 
control apparel and flags. belts, shock absorbers, rope grab, 
tool holders, automobile safety 
belts. 


SAFEGUARD Mec. Co. 
Pomeraug Ave., Woodbury, Conn. 
BootH 172 
REPRESENTATIVES: Edwin W. 


DIVISION OF ACCIDENT PREVENTION, 
PuBLIC HEALTH SERVICE on 


U. S. Department of Health, Edu- 
cation & Welfare, Washington 25, 
Bp. Cc. 

BooTtH 158-E 

REPRESENTATIVES: Mel White, 
John W. Wydro, Dr. Lyman A. 
Page, John O. McCracken, Edward 
S. Sands, Mrs. Elizabeth W. Bar- 
ton, Theodore M. Lorenzen. 
PRODUCT OR SERVICE: Educational 
exhibitor. Accident prevention 
program & materials. 


PULMOSAN SAFETY EQUIPMENT Corp. 


644 Pacific St., Brooklyn 17, N. Y. 
BooTH 63-64 

REPRESENTATIVES: Samuel Weiss, 
Howard M. Weiss, Louis Lasker, 
Emil Miksch, Jack D. Rockel, 
William Carr, W. Sessel Waters, 
Rudy Weldy, Frank Kohler, An- 
gelo Pisani, George Jennings, 
Lawrence Foley, Don _ Ferris, 
Henry Maxon, Ted _ Huston, 
Berry Temple, Richard Russell, 
Ed Haas, Jr., Ray Baxter. 
PRODUCT OR SERVICE: Respirators, 
eye protection, helmets, protective 
clothing, asbestos and _ leather 


425 N. Michigan Ave., Chicago 
11, Il. 

BooTH 158-F. 

REPRESENTATIVES: Ralph Kubhli, 
Louis F. Lucas, Col. Peter W. 
Agnell, Dr. William H. Creswell, 
Jr., Capt. Otto A. Finley, Thomas 
L. Kimball, Edward L. Kozicky, 
William A. Riaski, Lt. Col. Thomas 
J. Sharpe, Dr. Julian W. Smith, 
Frank L. Wyman. 

PRODUCT OR SERVICE: Educational 
exhibitor. Display of recreational 
shooting safety program mate- 
rials available from the organiza- 
tions represented on the Recrea- 
tional Shooting Safety Committee 
and other sources. 


RHETT WOODWORKING SAFETY 
GUARDS 


P. O. Box 1394, Wilmington, N. 
Car. 

BooTH 189 

REPRESENTATIVES: Haskell S. 
Rhett, Mrs. Haskell S. Rhett. 
PRODUCT OR SERVICE: Jointer and 
shaper guards. 


many WINGARD styles for both 
dress and work type safety foot- 
wear. 


-ETY CLOTHING AND EQUIPMENT 


1990 East 69th, Cleveland 3, Ohio 
BootH 55-56 

REPRESENTATIVES: Lee Debes, 
Edward Harris, Al Carr, Art 
Henke, Earl H. Brooks, Mrs. 
Lillian Brooks. 

PRODUCT OR SERVICE: Safety 
clothing and equipment for every 
type of industrial worker. 


-ETY First Propucts Corp. 


175 Saw Mill River Road, Elms- 
ford, N. Y. 

BooTH 232 

PRODUCT OR SERVICE: Fire Ex- 
tinguishers. 

ETY First SHOEs, INC. 

9th and Greenleaf Sts., Allentown, 
Pa. 

BooTH 18 

REPRESENTATIVES: Frank Gris- 
wold, Lou Kreamer, William 
McGaha, Ed McCuiston, Cleone 
Griswold. 


PRODUCT OR SERVICE: Safety steel 
toe shoes for men. 


Rockwoop SPRINKLER Co. Div. OF 
THE GAMEWELL Co. 
38 Harlow St. Worcester 5, Mass. 


gloves. 


RACINE GLOVE Co., INC. 
SAFETY TOWER LADDER Div.; AIR 


P. O. Box 38 Rio, Wisc. 

BooTtH 199 

REPRESENTATIVES: O. R. Bigelow, 
Frederick P. Otting, Kennet Ehr- 
hardt, Andrew J. Campbell, Jack 
Knight, A. P. Yonis, C. R. Mc- 
Kee, Vern Bennett, O. D. Kulman, 
H. M. Kulman, John Schroeder. 
PRODUCT OR SERVICE: Safety 
gloves and apparel for industry 
and fire protection; safety spe- 
cialty products. Leather, asbestos, 
dynel, wool, aluminized materials, 
coated materials, plastics, and 


BooTtH 112-113 

PRODUCT OR SERVICE: New Rock- 
wood Pocketaire breathing unit. 
Foam, fogfoam, waterfog nozzles, 
firefighting products. 


RosE MANUFACTURING Co. 


2700 West Barberry Place, Denver 
4, Colo. 

BooTH 30-31 

REPRESENTATIVES: Clarence W. 
Rose, Mrs. Clarence W. Rose, 
Jon E. Sharp, James Camp. 
PRODUCT OR SERVICE: Ladder 


Space Devices, INc. 


1024 Burbank Blvd., Burbank, 
Calif. 

BooTH 193 

REPRESENTATIVES: Bernard O. 
Stjernquist, Harold A. Lane. 
PRODUCT OR SERVICE: Safety equip- 
ment for fixed ladders and scaf- 
folds. 


’ H. Sacispury & Co. 


9 


401 N. Morgan St., Chicago 22, 
Ill. 
BooTH 90-91 
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PRODUCT OR SERVICE: Complete 


line of protective devices for line- a IN A FEW SECONDS OX iE 6 2 | \ Kt 
SAROLE, IN¢ “¥ INHALATORS RESTORE 
228 N. Wood Ave., Linden, N. J. : LIFE- GIVING oh 0404," 


~ 


BooTH 2 ’ 
REPRESENTATIVES: David Sacks, ' — TO THE |] Bele) e) 


Ralph G. Rohner M. D. 
PRODUCT OR SERVICE: Non-Trau- SAFE iMPOSSIBLE TO INHALE AN OVERDOSE. 
gree Control gauge regulates flow of oxygen. 

matic Carrier originally designed 


back and neck injuries is now | baal INSTANT USE WHEN SECONDS MEAN THE 
for + - _ yr be’ pee DIFFERENCE BETWEEN LIFE AND DEATH ... place 
pene My — ” egg ee mask on face, turn oxygen cylinder to left and flow 
work. Exhibited by the United . ‘ of oxygen begins. Turn right to close. 


ae te ee ee 7 ~- \ PORTABLE COMPACT, HANDLES WITH 
Fair, 1901 as America s Newest =< EASE. Requires minimum storage space. Fits on 
Concept in First Aid.” \ \\\ table, bench, chair, or bed. Regular mode! weighs 
= % only 6% Ibs. Deluxe model weighs only 7% Ibs. Size 
SAWYER-TOWER, INC. \ = .} of both models, 16” x 4”. 


76 Stanley Ave., Watertown 72, 

, i e GAUGE SHOWS OXYGEN IN TANK 
Mass e NO MOVING PARTS 
BooTH 131 /.e CONTROLLED FLOW 
REPRESENTATIVES: W. A. Reilly, ™ A4.\0¢ TAMPER PROOF 
Robert W. Keleher, Leonard : 
Hatch, David A. Turnock, J. 
Pee Manning cent ESTP: | oxy-cenn nits oper. —peRsONAL ADAPTOR ony 3° “gy f5nsonat 


William E. Fox, Willard A. Cook. long. convemently nestsin either 
ATE ANYWHERE kit COMMERCIAL ADAPTOR 15ML 


PRODUCT OR SERVICE: Protective Generous PURE OXYGEN — 39” jong for servicing multiple DELUXE 
industrial clothing, raingear, pants, supply. Kits can be used units in factory, shop. institution ALLIGATOR 
wen . nig iis twenty to thirty times for etc. EITHER ADAPTOR PER- COMMERCIAL CASE 


coats, jackets, coveralls, hats, leg- emergency trestment. aren ADAPTOR 
gings and aprons. , 


SEE US AT BOOTH #325 
ScoTT AVIATION Corp. () OVENS C a/t\ i 
225 Erie St., Lancaster, N. Y. Y SS Lr uf C. 30 N. LaSalle St. ¢ Chicago 2, Ill. 


BooTH 121-122 





REPRESENTATIVES: E. M. Scott, 


: selcv +35 ha Mame = | EAR J EANT 
Pskman, RP Banks 1D Boe, UN Me 
A. E. Miller, T. P. Schaefer, L. E. | 


Jordan 


PRODUCT OR SERVICE: Scott Ajir- POWER PRESS GUARDS 


Pac demand inhalator, demand 

respirator, hydro-pak. 

Sasiseaeey bavin: Gabbe Mae Searjeant makes many types of guards de- 
adn Ok signed to fit any make of press. Whether you 

want to equip presently unguarded machines 

BootH 301 or replace old type guards, Searjeant is ready 
REPRESENTATIVES: W _ .H. Sear- for any press guarding problem. Tell us yours. 
jeant, Robert L. Searjeant, I. L. 
Searjeant 


PRODUCT OR SERVICE: Punch press POWER PRESS CONTROLS 


safety equipment with working 

model presses demonstrating use Automatic, electric Searjeant controls elim- 
of: Universal gate guard, hand inate unnecessary delays that cost you time, 
i bring significant increases in production. Spe- 
cially designed pre-wired controls are suitable 
for all types of presses and clutch mechanisms. 


controls, sweep-type guard, non- 
repeat device, basket enclosure 
guard, end zone barrier guards, 
and hand feeding tools such as 


pliers, tongs, suction cup, etc. pees reepING HAND TOOLS 


SEIBERLING LATEX PRODUCTS 


Gain added margins of safety through a variety 
New Bremen, Ohio 


of specially-made Searjeant hand tools: pliers, 
stock positioners, vacuum lifters . . . and lock 


, 
i 
REPRESENTATIVES: F. K. McCraw, i outs. ——_— _ 
R. G. Russell, Oscar Kahan, Ray Write for literature ie eo 
) ' he 


Baxter EARJEANT METAL PRODUCTS, INC. 
— Continued 1339 Pittsford Rd., Mendon, N. Y. . In Leh, SAFETY SUPPLY CO., Toronto, Ont 


BooTH 317 
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REPRESENTATIVES: M. J. Allison, 
W. H. (Bill) Salisbury, T. R. 
Claffy, R. J. (Dick) Arens. 
PropucT OR SERVICE: Natural 
rubber latex and neoprene rubber 
latex industrial gloves. Smooth or 
firm grip. 


SELLSTROM MANUFACTURING Co. 


Highway 53 at U. S. 14, Palatine, 
Ill. 


BootH 132-133 


REPRESENTATIVES: Vernon 
Clauson, Lester Gooch, Fred 
Schaefer, Roger E. Sellstrom, Jack 
Thesenga. 

PRODUCT OR SERVICE: Complete 
line of face and eye protective 
equipment. 


THE SERVUS RUBBER Co. 


1100 Second St., Rock Island, Ill. 
BooTtH 320 


REPRESENTATIVES: L. M. Rishell, 
Paul S. Corry, Robert W. Gaylor, 
Willard Hanley, Joseph Smolarski, 
Jack Semon, Binc Bawden. 


PRODUCT OR SERVICE: Rubber 
footwear of all types, insulated 
and non-insulated, with and with- 
out steel toes and shanks, for the 
industrial irrigation, fireman, and 
dairy boot suppliers. 


SPEAKMAN Co. 


30th & Spruce Sts., P. O. Box 191, 
Wilmington 99, Del. 


BootH 167 


REPRESENTATIVES: W. A. Speak- 
man Jr., W. Glenn Oslin, John J. 
Traynor, Robert J. Koch, C. C. 
Gerow, Jr., W. A. S. Denham, Ro- 
bert E. Riley, Thomas Stoddard, 
S. C. Lasley, William Lasley, Wil- 
liam Skoglund, Gary Fonkin. 

PRODUCT oR SeERvicE: LIFESAV- 
ER emergency impeller action de- 
luge shower, new EYESAVER 
aerated eye and face wash fixture. 


STANDARD SAFETY EQUIPMENT Co. 


431 N. Quentin Rd., Palatine, Ill. 
BooTH 34-35 


REPRESENTATIVES: L. E. Dickson, 
George G. Dickson, Arthur O. 
Schmidt, Robert J. Dee, Robert 
Christensen. 


PRODUCT OR SERVICE: All types of 
personal protective equipment in- 
cluded among others the following 
items: Face shields, goggles, acid 
and chemical resistant clothing of 
all types, salt tablets, salt tablet 


dispensers, sweatbands, steel toe 
clips, saw guards, etc. 


STANDARD SIGNS, INC. 


3190 E.-65th St., Cleveland 27, 
Ohio. 

BooTtH 315 

REPRESENTATIVES: Stephen A. 
Messner, Andrew F. Messner. 
Propuct OR SERVICE: Signs for 
industrial accident prevention, 
traffic control. Warning equipment 
for road work area protection. 
Signs manufactured of porcelain 
enameled steel, Scotchlite brand 
reflective sheeting mounted on 
aluminized steel, and _ synthetic 
baked enamel on aluminized steel. 


STEPHENSON CORP. 


P. O. Box 392, Red Bank, N. J. 
BooTH 29 

REPRESENTATIVES: William H. 
Stephenson. 

PRODUCT OR SERVICE: New indus- 
trial model “Minuteman” Resusci- 
tator weighing only 28 pounds. 
Quite small and compact and ex- 
tremely versatile for use in respir- 
ator accidents. In addition to hav- 
ing adjustable pressures and oxy- 
gen-air concentrations, it carries 
a manual override which makes it 
possible to get past a throat spasm 
or other obstructions in the pa- 
tient’s air passages. 


STONEHOUSE SIGNS, INC. 


842 Larimer St., Denver 4, Col. 
BootH 129 

REPRESENTATIVES: Lee Stone, Jim 
Adkins. 

PRODUCT OR SERVICE: Industrial 
accident prevention signs, tags and 
devices. 


Stop-Fire, INc. 


U. S. Highway | at Black Horse 
Lane, New Brunswick, N. J. 
BooTH 70 

REPRESENTATIVES: Paul Nurkie- 
wicz, Edward S. Nurkiewicz, Ro- 
bert J. Boylan. 

PRODUCT OR SERVICE: Fire extin- 
guishers. 


SURETY RUBBER Co. 


N. High St., Carrollton, Ohio. 


BooTH 67 


REPRESENTATIVES: S. S. Hall, 
David S. Clark, Carl Gotschall, 
Jack De Frees. 
PRODUCT OR SERVICE: Industrial 
gloves, aprons, sleeves. Linemens’ 
safety apparel. 


SWITZER BROTHERS, INC. 


4732 St. Clair Ave., Cleveland 3, 
Ohio. 


BooTH 214 


REPRESENTATIVES: Jerry Peter, 
Bob Rosene, Leon Klesman, Gor- 
don D. Russell, R. J. Perrin, Ray 
Phares, Arnold Lozzi. 

PRODUCT OR SERVICE: DAY-GLO 
daylight fluorescent industrial, avi- 
ation and marine safety finishes. 
DAY-GLO Safety Paints are avail- 
able in five standard colors: blaze 
orange, fire orange, rocket red, 
lightning yellow and signal green. 


SWIVELIER Co., INC. 


30 Irving Place, New York 3, 
ny. Y. 

BooTH 208 

REPRESENTATIVES: H. C. Brand- 
man, Joseph V. Marcus, Irvine 
Kuchar, A. W. Schwind, Alan 
Schwind. 

PRODUCT OR SERVICE: Swivelier 
universally adjustable “Dextra- 
Lites” —— for modern industrial 
and commercial lighting. 


>. G. TAYLOR CHAIN Co. INC. 


3-141st St., Box 509, Hammond, 
Ind. 


BooTH 8 


REPRESENTATIVES: Owen W. 
Sandstrom, E. W. “Ted” Chap- 
man, E. O. “Ed” Sandstrom, J. W. 
Rhind, Clyde Northrop, D. M. 
Taylor, E. W. Taylor. 

PRODUCT OR SERVICE: Complete 
line of Taylor-Made alloy sling 
chains, hooks and fitting for use 
in all types of industry, transpor- 
tation, and commerce where max- 
imum safety and strength may be 
required. Since 1873. 


TeEcT, INc. 


254 Livingston St., Northvale, 
N. J. 
BooTH 175 


PRODUCT OR SERVICE: Vythene 
safety solvent and new teclene sol- 
vent detergent. 
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[itMUS OPTICAL Co., IN« 
Petersburg, Va. 


BootH 194-A “GARDWELL” 


REPRESENTATIVES: R. A. Sher- AFETY CLOTHING 
man, H. P. Collier, Jr., George H. y — UIPM =a a 
Thomsen, J. J. Stewart, N. A. Tale Whe) 4.4443 
Nordquist eeu 
Propuct or Service: CRISTYL >. 

a new non-glass lens designed ' For maximum protection at lowest cost specify 
for safety uses — _ lightweight, GARDWELL, designers and manufacturers of 


highly resistant to welding spatter safety clothing and equipment since 1924. 


and pitting. Planned programs for | - 

industrial vision and eye protec- “  } “FRANK” 
tion. Programs for personalized | za LEGGINGS 
handling of safety prescription — oe | AND 
glasses. Individualized plant visi- “ SPATS 
tors’ spectacles. Seminars for safe- 


ty engineers. ‘ 


Lite MANUFACTURING Co. APRONS 


1050 W. Hubbard St., Chicago oly ; | ae — 
22, Ill | i % FIRE 
BootH 217 hm a BLANKET 


' | Dealerships 
REPRESENTATIVES: Aaron Tilkin, ‘ - | “A Invited : | CONTAINER 


Robert Cagen, Richard Elwell, = °; om 

Ray Green, Robert S. Knoblauch, 

Robert Schrank, Alfred H. Davis. See us at our Exhibit—National Safety Congress 
PRODUCT OR SERVICE: BIG BEAM Oct. 16-20, Conrad Hilton Hotel, Chicago, Booths 55 and 56 
portable electric explosion-proof WRITE FOR OUR COMPLETE CATALOG 

hand lamps, barricade flashers, 

(transistorized) automatic emer- EQUIPM i 
gency lighting equipment, dry cell ‘CLOTHING & ENT 

and storage battery operated, port- 69th ST. 

able hand lamps and combination Sh Ee ere es 


hand lamps and flashers. 


Union Wine Rope, Armco STEBL National Demand for Notifier 


CORP 
? { . - " Y ‘a . os 
2Ist and Manchester, Kansas City SS 72] RS) § els CeO) 2) LOMA 
BooTH 11 
REPRESENTATIVES: R. B. “Bob” NOTIFIER—fast growing and largest independent 
Boand, Ray G. Noble, R. L. manufacturer of automatic fire protection, security con- 
Dick” Creamer, Harold Mussel- trol and municipal alarm systems—needs qualified deal- 
man ers and representatives with fire protection or electrical 
PRODUCT OR SERVICE: Union Wire background, to take care of the increasing demand for 
Rope will again exhibit their pat- NOTIFIER PRODUCTS. 
ented machine braided “Tuffy” 
slings and samples of their hand 
braided sling lines, Uni-Ply, Press- 


YOU WILL HAVE technical engineering counsel from 
NOTIFIER'’S skilled home-office staff, and support of 
complete coverage in SWEET’S Architectural, Industrial 
Grip and Uni-Grip. A copy of the Construction, and Plant Engineering Catalog Files, plus 
‘Tuffy” sling handbook is available extensive National Advertising. 

to those registering at booth No. DEALERSHIPS are still available in some areas to sub- 
11 at the show. stantial sales organizations willing to give NOTIFIER 
sales the time and effort deserved. Your profit potential 


S. Forest SERVIC Washington 
: : —. excellent. 


22.: 0. 4 


BootH 158-A Send full resume of business experience and character references. 


REPRESENTATIVES: Seth Jackson, | | Your inquiry will be treated in strictest confidence. 
Fred Heinrich, Miss Ruth Ann p 
Shenk, Norman Gibbert, Paul 


Madden = See wee 


-_ ——— 
PRODUCT OR SERVICE: Educational : r . 
—7 : aa lee ——————- 


exhibitor. “Smokey Bear for- a 


est fire prevention, Forest Service NOTIFIER reole)-1-10)-7-wnle), 


safety material. 
Continued 3706 North 56th St Lincoln, Nebraska 
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UNITED STATES RUBBER Co. 


1230 Ave. of Americas, New 
York 20, N. Y. 

BooTtH 178 

REPRESENTATIVES: E. J. Milota, 
A. M. Brady, W. A. Hagedorn, 
J. A. Kuhn, J. R. McMenamin, 
A. C. Ware. 

PRODUCT OR SERVICE: Rubber and 
plastic protective footwear and 
clothing. 


UNITED STATES SAFETY SERVICE Co. 


1535 Walnut St., Kansas City 8, 
Mo. 

BootH 100-101-102 
REPRESENTATIVES: A. F. Parme- 
lee, R. J. Russell, E. E. McDaniel, 
G. R. Adair, R. M. Shirvanian, J. 
H. Ensminger, N. G. Friesenborg, 
J. D. Holdsworth, Robert Char- 
ette, D. F. Stiver, J. V. Shea, B. 
F. Simmons, R. R. Bengert, W. E. 
Ward, F. L. Bartlett, R. W. Fitz- 
Gerald, E. J. Keenan, H. B. Clegg, 
D. F. Spoerer, R. J. Gann, John 
Stanton, W. W. Duncan, R. M. 
Bremer, E. B. Robb, W. E. Phelps, 
A. V. Foard, T. R. Rast. 
PRODUCT OR SERVICE: Modern in- 
dustrial eyewear sold direct to the 
user. 


WAGNER SIGN SERVICE, INC. 


218 So. Hoyne Ave., Chicago 12, 
Il. 

BooTH 234 

REPRESENTATIVES: W. F. Jacob- 
sen, C. J. Meyer, A. B. Balch, R. 
Wohlberg, W. Schubert. 
PRODUCT OR SERVICE: Wagner 
changeable copy displays for em- 
ployee relations and safety pro- 
grams. Products include Wagner 
Enduronamel panel assemblies, 
plastic and aluminum letters; rail- 
ock for plant or departmental iden- 
tification, stainless steel track and 
the Wagner mechanical hand for 
letter changing — no ladders need- 
ed. 


WAMSUTTA-PACIFIC INDUSTRIAL FAB- 
RICS 


1430 Broadway, New York 18, 
N. Y. 


BootH 305 


REPRESENTATIVES: Arthur C. 
Weick, Martin O. Hahn. 

PRopUCT OR SERVICE: Safetex 
flame retardant apparel fabrics. 
(Remains fire resistant after re- 
peated launderings.) Pacifate pro- 
tected shoe linings (Protects shoe 
uppers from perspiration decay). 


WATCHEMOKET OPTICAL Co., INC. 


232 West Exchange St., Provi- 


2ST SIDE 


WILLSON 
ELECTRIC STORAGE BATTERY Co. 


dence, R. I. 

BooTH 140-141 
REPRESENTATIVES: Ernest A. 
Ring, Mrs. E. A. Ring, Mrs. Ma- 
rie Cook, Harold T. Connors, Jr. 
PRODUCT OR SERVICE: Safety gog- 
gles, welding goggles and filter 
respirators. 


WELSH MANUFACTURING Co. 


9 Magnolia St., Providence 9, R. I. 
BooTtH 123-124 
REPRESENTATIVES: Thomas John- 
son, B. C. Josselyn, William D. 
Gross, J. Kenton Speel, F. A. 
Stevens. 

PRODUCT OR SERVICE: Industrial 
safety equipment for the eyes, 
face, head and respiration, safety 
and welding goggles, spectacles, 
faceshields, welding helmets, hard 
hats and caps, respirators, safety 
& welding lenses and plates. 


IRON Works, INC. 
327-329 Front Ave., N. W., Grand 
Rapids 1, Mich. 


BooTH 218 


REPRESENTATIVE: E. James Jack- 
oboice, Darrell S. Dunakin. 

PRODUCT OR SERVICE: Barricades; 
guard gate standard models. Plant 
safety models. Barricades; guard 
gate economy models. Flasher 
warning lights. Safety vests. 


WHEELER PROTECTIVE APPAREL, INC. 


224 W. Huron St., Chicago 10, 
Ill. 

BooTH 77 

REPRESENTATIVES: Hudson L. 
Wheeler, Florian J. Nicpon, Hel- 
mut R. Jenke, Edward Piotrowski, 
Jean Lucas, Gladys Whittingham. 
PRODUCT OR SERVICE: Safety wear- 
ing apparel for heat, abrasive, 
chemical and impact hazards. 


WILLIAMS JEWELRY & Mec. Co. 


10 S. Wabash Ave., Chicago 3, III. 
BooTH 48 

REPRESENTATIVES: C. B. Williams, 
Dennis J. Williams, Richard Duda, 
Marie Williams. 
PRODUCT OR SERVICE: 


Trophies, 
plaques, emblems, safety-service, 
safe driver, incentive awards — 


practical and functional awards 
for safe driver or no accident rec- 
ords. 


Propucts DIVISION, THE 


2nd & Washington Sts., Reading, 
Pa. 

BooTtH 107-108-109 
REPRESENTATIVES: P. D. Brown, 
A. R. Karstaedt, Michael F. 


Shields, Ray E. Green, William C. 
Weeks, C. L. Royer, Don C. 
Breckle, R. L. Haack, E. C. Mar- 
tin, S. P. McGarvey, J. C. Sim- 
mons, R. E. Spear, R. Fitterling, 
V. Gongoll, W. G. Wood. 


PRODUCT OR SERVICE: Complete 
line of industrial personnel safety 
equipment: safety glasses and gog- 
gles, hard hats and caps, respira- 
tors, gas masks, welding helmets 
and goggles, and ear muff hearing 
protectors. 


WILSON RUBBER Co. Div. oF BEC- 
TON, DICKINSON & Co. 


1200 Garfield Ave. S. W., Canton, 
Ohio. 


BooTtH 23 


REPRESENTATIVES: John Yacos, 
Jr., Gerald S. Wilson, Richard L. 
Moody, T. L. Peterson, Robert 
Jones, Robert Burrell, Carl Gott- 
wik, Kenneth Masters. 


PRODUCT OR SERVICE: Linesman 
rubber gloves & protectors of 
leather, rubber, latex, neoprene, 
plastic, tru-touch & poly-D dis- 
posables. 


WOOLRICH WOOLEN MILLS 


Woolrich, Penn. 
BooTH 219 


REPRESENTATIVES: John E. Rich, 
Michael B. Rich, John Rich VI, 
J. W. Rich. 


PRODUCT OR SERVICE: Richlon 
— Acid resistant industrial safe- 
ty clothing. Shirts, Pants and Coats 
— 80 per cent Wool, engineered 
for action, fit and easy comfort. 
High degree of resistance to acids 
and other corrosive chemicals. 


ZENITH RADIO CORPORATION — HEAR- 


ING 


AID DIVISION 
6501 West Grand Ave., Chicago 
35,: i. 


BooTtH 307 


REPRESENTATIVES: Frank J. Blan- 
chard, Gilbert Melone, Eugene M. 
Kinney, Steve L. Eaton, Alfred J. 
Smith, R. D. Stuart, William Maa- 
ser, Earl Cizek, Wm. Balmer, 
Robert Mack. 


PropucT oR SERVICE: Zenith’s 
complete line of transistor hearing 
aids — Zenith’s all-new fully tran- 
sistorized, portable diagnostic au- 
diometer, plus Zenith’s all transis- 
tor audiometer calibration check 
unit. Zenith’s ZA-200 table model 
diagnostic audiometer — “Ap- 
proved for listing” by the Amer- 
ican Academy of O. & O. 
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Looking for a Product? 


Safety equipment is listed here alphabetically 
for your convenience in finding all 
the exhibitors who display a particular 
item or line of items. To find exhibitors’ 
booths directly, turn to page 154. 


Booth 
ALARMS AND SIGNALING DEVICES 

Antrex Corporation ..210 
Charleston Rubber Co. <a 
Falcon Alarm Co. ... ..316 
Federal Sign & Signal Corp. a 
Fyr-Fyter Company 146-149 
Portable Light Co., Inc. . shan 


AIR, EMERGENCY SUPPLY 
Cornelius Co ae . .308 


ATHLETE'S FOOT PREVENTION 
Onox, Inc 14-15 
AUDITORIAL TESTING AND EQUIPMENT 
Industrial Acoustics Co. .215 
Maico Electronics, Inc. .223 
Zenith Radio—Hearing Aid Div. .307 


AUTOMOBILE SAFETY 
Auto-Crat Mfg. Co. . . .224 
Beam’s Mfg. Co. .... soe 
Chrysler's Corporation . .46 
Ford Division—Ford Motor Co 41-42 
Liberty Mutual Ins. Co. Parking Lot, 
7th & Wabash Ave. 
.....Parking Lot, 
7th & Wabash Ave. 
Rose Manufacturing Co. 30-31 


Mobile Classrooms 


AUTOMOBILE SEAT BELTS 
Auto-Crat Mfg. Co. .224 
Beam’s Mfg. Co. 5 ies ee 
Ford Motor Co. _ 41-42 
Miller Equipment Co. 144-145 


AWARDS, SAFETY 
Williams Jewelry & Mfg. Co. .48 


CHAIN AND WIRE ROPE, SLINGS, 
ACCESSORIES 

American Chain & Cable Co. 3-4 
Bethlehem Steel Co. ..... ev 
Campbell Chain Co. 230-231 
Columbus McKinnon Chain Div. .68-69 
McKay Co ; ..312 
Newco Manufacturing Co. 187-188 
Taylor S. G. Chain Co. 

Union Wire Rope, 

Armco Steel Corp. 


CLOTHING, PROTECTIVE 
Advance Glove Mfg. Co. 
American Optical Co. 
Charleston Rubber Co. 
Chicago Eye Shield Co. 
Frommelt Industries, Inc. 
Fyrepel Products, Inc. 
Industrial Gloves Co. 
Jomac, Inc. 
Kimball Safety Products Co. ..114 
Lynrus Finishing Co., Inc. . «+ eee 
Milburn Co. .59 
Mine Safety Appliances Co..83- 84- 85- 86 
Pioneer Rubber Co. ee 
Pulmosan Safety Equipment Corp. .63-64 
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Racine Glove Company, Inc. 
Safety Clothing and 

Equipment Co. ...............55-56 
Sawyer Tower, 16... 6. sc cdei deuce 131 
Standard Safety Equipment Co. . .34-35 
United States Rubber 
Wamsutta-Pacific Industrial Fabrics .305 
West Side Iron Works, Inc. 
Wheeler Protective Apparel, Inc. 
Woolrich Woolen Mills 


CONTAINERS, CANS, SAFETY 
Eagle Mfg. Co. 
Justrite Mfg. 


Protectoseal Co. . 105-106 


DISINFECTANTS AND SSCCSRNSS 
Bullard, E. D. Co 
Fine Organics, Inc. 
Horizon Industries 
Karel First Aid Supply Co. 
Walter G. Legge Co., Inc. 
Packwood G. H. Mfg. Co. . 


EDUCATIONAL AIDS, SAFETY 

Aetna Casualty & Surety Co. 

Elliott Service Co., Inc. 

Encyclopedia Britannica .......... 304 

Marsh & McLennan, Inc. ...... 134-135 

Metropolitan Life Insurance ...... 139 

Mobile Classrooms Parking Lot, 
7th & Wabash Ave. 

National Safety Council ..Lower Lobby 


ELECTRIC TEST INSTRUMENTS 
Martindale Electric Co. 


EMERGENCY SHOWER AND EYEWASH 
Haws Drinking Faucet Co. 
Logan Emergency Showers, Inc. ...211 
Speakman Co. 


FIRE FIGHTING EQUIPMENT 
Akron Brass Mfg. Co. 
American LaFrance Corp. ..... 116-117 
Ansul Chemical Co. 
Elkhart Brass Mfg. Co., In 
The Fyr-Fyter Company 
General Fire Extinguisher Corp. .. 
Grinnell Co., Inc. 
Walter Kidde & Co., Inc. 
Safety First Products Corp. 
Stop-Fire, Inc. 


FIRE PROTECTION SYSTEMS 
American LaFrance Corp. . 116-117 
Falcon Alarm Co., Inc. 
Grinnell Co., Inc. 
Walter Kidde & Co., Inc. 
Notifier Corp. 
Rockwood Sprinkler Co. 


inch oad 96-97 


FIRE RESISTANT CLOTHING 
Antrex Corp. 
Fyrepel Products, Inc. 
Industrial Gloves Co. 
Lynrus Finishing Co., 
Safety Clothing and 
Equipment Co. 
Standard Safety Equipment Co. 
Wamsutta-Pacific Industrial Fabrics. 305 
Wheeler Protective Apparel, Inc. ....77 


FIRST AID AND MEDICAL SUPPLIES 
Bullard, E. D. 126-128 
Davis Emergency Equipment Co. .75-76 
Ferno Manufacturing Co. & 

Washington Products Co. .......194 
SS ee ee 
Junkin Safety Appliance Co. 

Karel First Aid Supply Co. 
Medical Supply Co. 

Mine Safety Appliances Co. 
National Medical Supply Co 


Pac-Kit Safety Equipment Co. 
Sarole, Inc. 


FLOOR GRATING AND PLATING 


Alan Wood Steel Co. 
Bustin Steel Products, Inc. 


FOOTWEAR, SAFETY 

Goodrich B. F. Footwear Co. 

Hood Rubber Co. 
Haus of Krause Safety Shoes 
Hy-Test Safety Shoes 
Iron Age Safety Shoes 
Knapp Brothers Shoes 
Lehigh Safety Shoes 
Thom McAn Safety Shoe Division ia 
Safety First Shoe Co. + 
Servus Rubber Co. TENE 
United States Rubber Co. ........178 


FOOTWEAR, SAFETY, ACCESSORIES 
American Biltrite Rubber Co. . 
Dow Corning Corp. 

Gro-Cord Rubber Co. 
Safety Box Toe Co. 


GOGGLES, FACE SHIELDS, SAFETY GLASSES 
American Industrial Safety 
Equipment Co. 
American Optical Co. 
Bausch & Lomb Inc. 
Bullard, E. D. Co. 
Chicago Eye Shield Co. 
Dockson Corp. 
Dow Corning Corp. 
Fendall Co. 


— To page 180 
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CIRCLE 112 ON READER CARD 


BARRICADES 
and LIGHTS 


MODEL EFS 4000 


These industry leaders by Esco 
assure you greater safety, better 
performance, 


MODEL 1001 
MODEL 705 


Esco Flare transistorized lights pro- 
vide maximum brilliance, feature 
side light for 4-way protection. 


Our Model 703 
Utility Light avail- 
able with 2 or 3 
flags; collapsible 
stand extends to 

8 ft. 





MODEL 703 
ELECTRONIC SPECIALTIES CO. 


BATAVIA, ILLINOIS 


oy SG Fe. 


Product Directory 


Fibre-Metal Products Co. 179-181 
Glendale Optical Co. legs ex kee 
Jackson Products 153-154 
Jones and Co 57 
Martindale Electric Co. 

Mine Safety Appliances Co. 

Progress Industries, Inc. a ; 
Pulmosan Safety Equipment Corp. . 63-64 
Sellstrom Manufacturing Co. 132-133 
Standard Safety Equipment Co. . .34-35 
litmus Optical Co., Inc. .194-A 
United States Safety Service Co.. 100-102 
Watchemoket Optical Co., Inc. . . 140-141 
Welsh Manufacturing Co. . 123-124 
Willson Products . 107-109 


GLOVES AND HAND PROTECTION 


Advance Glove Mfg. Co. 
Charleston Rubber Co. 
Edmont, Inc Beate 
Goodrich, B. F. Footwear Co. 

Hood Rubber Co. 
Granet Corp 
Industrial Gloves Co. 
Jomac, Inc 
Kunz Glove Co 
Milburn Co BT re, 
Pioneer Rubber Co. , oe 19 
Pulmosan Safety Equipment Corp. . 63-64 
Racine Glove Company, Inc. BORN 
Riegel Textile Corp : sa 19] 
Seiberling Latex Products 317 
Surety Rubber Company ....... 67 
Wilson Rubber Co. ; 23 


HEAD PROTECTION EQUIPMENT 


American Industrial Safety 

Equipment Co 
American Optical Co. 
Apex Safety Products 
Bullard E. D. Co. 
Chicago Eye Shield Co. 
Davis Emergency Equipment 

Co., Inc 75-76 
Dockson Corp 142 
Fendall Co 44-45 
Fibre-Metal Products Co. . 179-181 
Jackson Products 153-154 
Jamieson Laboratories Inc. 191 
Kimball Safety Products Co. 114 
Mine Safety Appliances Co. 83-86 
Pulmosan Safety Equipment Corp. . 63-64 
Sellstrom Manufacturing Co. 132-133 
Welsh Manufacturing Co. . . 123-124 
Willson Products Division ....107-109 


INDICATORS, GAS 


Bacharach Industrial Instrument Co. .324 
Davis Emergency Equipment 

Co., Inc. . 75-76 
Draeger Corp. .303 
Mine Safety Appliances Co. ....83-86 


INDUSTRIAL CHEMICALS 


Fine Organics, Inc. 
National Chemsearch Co. 
Peck’s Products Co 

Tect, Inc 


INDUSTRIAL HYGIENE PRODUCTS 
(CREAMS AND LOTIONS) 


Lester L. Brossard Co. 
Chemical Corp. 

Hygiene Research, Inc. 
Milburn Co 

National Chemsearch Co. 
Packwood, G. H. Mfg. Co. 
Peck’s Products Co. 


INDUSTRIAL SAFETY BELTS AND 
ACCESSORIES 
Atlas Safety Equipment Co., Inc.. .255 
Bashlin W M. Co 5-6 
Buhrke, R. H. Co. 111 
Meyer Machine, Inc. 318-319 
Miller Equipment Co., Inc 144-145 
Rose Manufacturing Co. 30-31 


INSURANCE 
Aetna Casualty & Surety Co. 103-104 
Liberty Mutual Ins. Co. Parking Lot, 
7th & Wabash Ave. 
Marsh & McLennan, Inc. 134-135 
Metropolitan Life Insurance Co. 139 


LADDERS, SCAFFOLDING AND ACCESSORIES 
American Allsafe Co., Inc. . 21 
Bauer Manufacturing Co. 190 
Clark, J. R. Co 222 
Himco (Hopfeld Industrial 
Manufacturing Co.) 228 
Patent Scaffolding Co., Inc 98-99 
Rose Manufacturing Co 30-31 
Safety Tower Ladder Co. 193 


LANE MARKERS 
Lester L. Brossard Co. 159 
D. Jay Products, Inc. 216 


LAUNDERERS 
Institute of Industrial 
Launderers, Inc 


LIGHTS AND LANTERNS 
Stewart R. Browne Mfg. Co., Inc 
Dietz, R. | Co 
Electronic Specialties Co 
Federal Sign & Signal Corp. 
Justrite Manufacturing Co. 
Julian A. McDermott Corp. 
Portable Light Co., Inc 
Swivelier Co., Inc 
U-C Lite Manufacturing Co 
West Side Iron Works, Inc. 


LINEMEN’S EQUIPMENT 
Bashlin, W. M. Co. 
Buhrke, R. H. Co 
Charleston Rubber Co. 
Mathias Klein & Sons, Inc. 
Miller Equipment Co., Inc 
Salisbury, W. H. & Co. 


MACHINE GUARDS AND CONTROLS 
Junkin Safety Appliance Co., Inc 89 
Micro Switch, Div. of Minn.- 

Honeywell Reg. Co. 
Positive Safety Mfg. Co. 
Rhett Woodworking Safety Guards 
Safeguard Mfg. Co. 

Searjeant Metal Products, Inc. 
Standard Safety Equipment Co. 


163-164 


MAINTENANCE EQUIPMENT 
Hild Floor Machine Co., Inc. 
Walter G. Legge Co., Inc. 
National Chemsearch Co. 
Packwood, G. H. Mfg. Co. 


MATERIALS HANDLING EQUIPMENT 
American Chain & Cable Co., Inc.. .3-4 
Bethlehem Steel Co. .. 177 
Bullard, E. D. Co. 126-128 
Campbell Chain Co. 230-231 
Columbus McKinnon Chain Div. .68-69 
McKay Co. 312 
Newco Manufacturing Co., Inc. . 187-188 
Taylor, S. G. Chain Co., Inc. .8 
Union Wire Rope, Armco Steel Corp..11 
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Product Directory 


MATTING, SAFETY 


Emerson, J. H. Co. 


MIRRORS, PLANT 


Lester L. Brossard Co. 


NOISE PROTECTION ACCESSORIES 


American Optical Co. 78-81 
Bausch & Lomb Inc. 51-53 
David Clark Co., Inc. 311 
Industrial Acoustics Co., Inc .215 
Mine Safety Appliances Co 83-86 
Willson Products 107-109 


PAINTS, SAFETY 


Lawter Chemicals, Inc. 
Switzer Brothers, Inc. 


PLANT PROTECTION 


Detex Watchclock Corp 
Notifier Corp 


PUBLICATIONS, SAFETY 


Best's Safety Publications, 

Alfred M. Best Co., Inc 33 
Elliott Service Co., Inc. .24 
National Safety Council Lower Lobby 
Occupational Hazards Magazine 54 


RESPIRATORY EQUIPMENT 


Acme Protection Equipment Co 71 
American Optical Co. 78-81 
Chicago Eye Shield Co. 72-74 
Davis Emergency Equipment 

Co., Inc 75-76 
Dockson Corp 142 
Draeger Corp 303 
Emerson, H. J. Co. 143 
Fyr-Fyter Co 146-149 
Glendale Optical Co., Inc 198 
Globe Industries, Inc., 168 
Jamieson Laboratories Inc 191 
Martindale Electric Co. 229 
Medical Supply Co. 136-138 
Ohio Chemical & Surgical 

Equipment Co 322 
Oxy-Gear Inc 325 
Oxygen Equipment & Service Co 314 
Pulmosan Safety Equipment Corp. . 63-64 
Rockwood Sprinkler Co. 112-113 
Scott Aviation Corp 121-122 
Stephenson Corp 29 

itchemoket Optical Co., Inc 140-141 
Welsh Manufacturing Co 123-124 
Willson Products 107-109 


SAFETY FILMS AND SUPPLIES 


International Film Bureau, Inc 195 


SERVICE AGENCIES 

Aetna Casualty & Surety Co 
American Society of Safety 

Engineers 309 
Chicago Police Dept. Safety 

Educ. Sec. Traffic Division 
Inter-American Safety 

Council, Inc 158-B 
Marsh & McLennan, Inc. 134-135 
Metropolitan Life Insurance Co 139 
National Safety Council Lower Lobby 
National Society for the 

Prevention of Blindness 158-C 
Recreational Shooting Safety 
National Safety 


103-104 


158-D 


Committee 
Council 

l S. Forest Service 

Division of Accident Prevention, 
Public Health Service 


158-F 
158-A 


158-E 


National Safety News, October, 1961 


SIGNS, SAFETY 

Prairie State Products Co. 
Standard Signs, Inc. 
Stonehouse Signs, Inc. 
Wagner Sign Service, Inc. ie 
Watchemoket Optical Co., Inc.. 140-141 

SPECIALIZED SAFETY EQUIPMENT 
American Allsafe Co., Inc. 
American Optical Co. 
Bausch & Lomb, Inc. 
David Clark Co., Inc. 
Davis Emergency Equipment 

Co., Inc. 

Draeger Corp. AB 
Halperin, A. E. Co., Inc. 
Jamieson Laboratories Inc. 
Kimball Safety Products Co. 
Mine Safety Appliances Co. 
Pulmosan Safety Equipment Corp.. 
Rose Manufacturing Co. 
Safety Clothing & Equipment Co.. .55 
Standard Safety Equipment Co. 
Surety Rubber Co. oe 
Wheeler Protective Apparel, Inc. 
Willson Products 


TOOLS, SAFETY 
Ampco Metal, Inc. 
Chance, A. B. Company 
Meyer Machine, Inc. 
Osborn Manufacturing Corp. 
Rose Manufacturing Co. 


TOOLS, SPARK-RESISTANT 
Ampco Metal, Inc. 


TORCHES AND FURNACES 
Insto-Gas Corp. 


TRAFFIC SAFETY EQUIPMENT 
Dietz, R. E. Co. ee | 
Interstate Rubber Products re orp... . 152 
Portable Light Co., Inc. ... — 
Racine Glove Company, Inc. .199 
Radiator Specialty Co. . 165-166 
West Side Iron Works, Inc. ..218 


TRAINING AIDS 
Elliott Service Co., Inc. ota 
Minnesota Mining and 
Manufacturing Co. 
Mobile Classrooms 


173-174 

Parking Lot, 

7th & Wabash Ave. 
National Safety Council ..Lower Lobby 
Porto-Clinic Instruments, Inc. .28 


VEHICLE ALARMS 


Bullard, E. D. Co. 126-127-128 


VISION TESTING EQUIPMENT 
Bausch & Lomb Inc. 51-53 
Keystone View Co. 

Titmus Optical Co., Inc. 


WATCHMAN’S CLOCKS 
Detex Watchclock Corp. 


WELDING EQUIPMENT, ACCESSORIES 
Chicago Eye Shield Co. 72 
Dockson Corp. 

Fendall Co. ... ‘ 

Fibre-Metal Products Co. 

Frommelt Industries, Inc. 

Glendale Optical Co., Inc. 

Insto-Gas Corp. 

Jackson Products . 153-154 
Pulmosan Safety Equipment Corp. .63-64 
Titmus Optical Company, Inc. 194-A 
Watchemoket Optical Co., Inc. . 140-141 
Welsh Manufacturing Co. 

Wheeler Protective Apparel, Inc. 
Willson Products 


(Continued) 
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CHARCO 


HIGH VOLTAGE 


PROTECTIVE 


EQUIPMENT 


Charleston Rubber Company 

leads the field in the manu- 
facture of superior protective 
products for linemen and high 
voltage workers. 


CHARCO 


FLEX-SAF ° 


LINEMEN RUBBER GLOVES 
AND 


FLEX-FIT ° 
LINEMEN RUBBER SLEEVES 


CHARCO Filex-Saf Gloves and 
Flex-Fit Sleeves ave made of the same 
top quality rubber. Both well exceed 
ASTM specifications, and also the 
most critical inspection and testing 
standards of the industry. 


----FREE--__ 


LINEMENS PROTECTIVE 
EQUIPMENT CATALOG 
This new illustrated catalog, 
for use in public utility and 
industrial electrical fields, 
illustrates many products and 
gives concise instructions 
on proper care and use 


GLOVE CARE POSTER 


18” x 22” Poster Shows How 
To Properly Care For and Use 
Linemen's Gloves and Sleeves 


CHARLESTON 
RUBBER CO. 


16 Stark industrial Park 
CHARLESTON, S.C. 


| 
| 
| 
| 





Reader 
Card No. 


Advance Glove Mfg. Co. 
Emergency Eye Wash 

Alan Wood Stee! Co. ............ 104 
Abrasive Floor Plate 

American Biltrite Rubber 
Safety soles 

American Chain & Cable Co., Inc. 
(Chain Sling) 

American Chain & Cable 
(Wire Rope Sling) 

American Chain & Cable 
(Wright Hoist) 
Electric Hoist 

American LaFrance 
Fire protection systems 

Ansul Chemical 
Fire extinguishers 

Apex Safety Products 
Safety hats 

Atlas Safety Equipment Co. 
Skygenie 


W. M. Bashlin Co. 
Linemen's safety equipment 
Bausch & Lomb Optical 
Safety glasses 
Beams Mfg. Co. 
Safety Belts 
R. H. Buhrke ; 
Climbing protection 
Bustin Steel Prod. Inc. 
Safety steel plate 


Campbell Chain Co. 
Sling chain 

Charleston Rubber Co. 
Linemen protection 

Chemical Corp. 
Hand cleaner 

Chicago Eye Shield Co. 
Safety glasses 

Gs SE ee 86 
Ear protectors 

Columbus McKinnon Chain Corp. 
Sling chains 


Davis Emergency Equipment Co. 
Emergency equipment 
Detex Watchclock Corp. 
Watchmen equipmert 
Dockson Corp. 
Eye protection 
Dow Corning Corp. 
Sight Savers 
Draieger Corp. 
Breathing apparatus 


Electronic Specialties 
Barricades and lights 
Elkhart Brass Mfg. Co., Inc. 

Fire extinguishers 


Federal Sign & Signal Corp. ...... 70 
Warning systems 
Fendall Co. 
Safety glasses 
Fibre-Metal Products Co. 
Safety hats 
Fine Organics, Inc. 
Safety solvent 
Peel Mater Gar Ge... eve ccese. 100 
Automobile safety. 
Frommelt Industries, Inc. 
Safety shield 
Fyr-Fyter Co. 
Fire extinguishers 


Glendale Optical Co., Inc. 
Safety glasses 
Globe Industries, Inc. 
Rescue breather 
Goodrich, B. F. Footwear 
& Flooring 
Safety boots 


‘advertisers’ index®* 


112-113 
120 
135 


186 


Reader Page 
Card No. No. 


Granet Corp. - 88 143 


Industrial gloves 


Halperin, A. E. Co., Inc. 
First aid kits 
Haus of Krause 
Safety shoes 
Haws Drinking Faucet Co. 
Emergency showers 
Hild Floor Machine Co. 
Floor maintenance 
Hood (B. F. Goodrich) 
Industrial gloves 
Hopfeld Industrial Mfg. Co. 
Ladders 
Horizon Industries 
Bow! cleaner 
Hygiene Research, Inc. 
Dermatitis protection 
Hygiene Research, Inc. 
Lens cleaner 
Hy-Test Safety Shoe Div. 
Safety shoes 


Iron Age Safety Shoes 
Safety shoes 


Jackson Products 
Safety hats 
Jay, D. Products Corp. 
Safety lines 
Jomac, Inc 
Industrial gloves 
Jones & Co 
Eye protection 
Justrite Mfg. Co 


Safety cans 


Keystone View Co 
Vision testing 

Kidde, Walter & Co., Inc. 
Fire protection systems 

Kimball Safety Products Co. 
Safety glasses 

Klein, Mathias & Son 
Linemen 's equipment 

Knapp Bros. Shoe Mfg. Corp. 


Safety shoes 


Lehigh Safety Shoe Co 


Safety shoes 


McAn, Thom Safety Shoe Div. 
Safety shoes 
McKay Co 
Chains & attachments 
Medical Supply Co 
Rescue breathing device 
Micro-Switch Corp 
Safety switches 
Miller Equipment Co., Inc. 
Safety belts 
Mine Safety Appliances 
Safety equipment 
Mount Vernon Mills 
Flame retardant fabric 


National Chemsearch Corp. 
Safety solvent 

Newco Mfg. Co 
Safety hooks 

Notifier Corp 
Automatic fire detectors 


Ohio Chemical & Surgical 
Equipment Co., Inc. 
Resuscitative equipment 
Onox Inc. 
Athlete's foot prevention 
Osborn Mfg. Corp 


Safety tools 


Oxy-Gear, Inc. 108 
Portable breathing equipment 


Packwood, G. H. Mfg. Co. 
Hand cleaner 

Pecks Products Co 
Hand cleaner 

Protectoseal Co. 
Safety cans 

Pulmosan Safety Equipment Co. 
Eye protection 


Rockwood Sprinkler Co. 
Safety lights 
Rockwood Sprinkler Co. 
Fire fighting equipment 
Rockwood Sprinkler Co. 
Breuthing equipment 
Rose Mfg. Co 
Safety belts 


Safety Clothing & Equipment Co. 
Safety clothing 

Safety First Products Corp. 
Fire extinguishers 

Safety Tower Ladder Co 
Climbing device 

Salisbury, W. H. & Co 32 
Linemen's protection 

Sawyer Tower, Inc. 83 
Protective clothing 

Scott Aviation Corp 92 
Portable breathing equipment 

Searjeant Metal Products 109 
Machine guards 

Selistrom Mfg. Co. 59 
Head & eye protection 

Servus Rubber Co 52 
Rubber footwear 

Speakman Co 
mergency shower 

Standard Signs, Inc. 
Sofety signs 

Stonehouse Signs, Inc 
Safety signs 

Surety Rubber Co 
Protective clothing 

Switzer Bros. Inc 
Industrial paints 


Taylor, $. G. Chain Co 
Sling chains 

Tect, Inc 
Industrial cleaner 

Titmus Optical Co., Inc. 
Safety glasses 


United States Rubber Co 
Protective clothing 

United States Safety Service Co. 
Eye protection 


Wagner Sign Service, Inc. 102 
Safety signs 

Wamsutto-Pacific 

Industrial Fabrics 89 

Fire retardant fabric 

Watchemoket Optical Co. 169 
Eye protection 

West Side Iron Works, Inc. 104 
Safety barrier 

Wheeler Protective Apparel 122 
Protective clothing 

Williams Jewelry & Mfg. Co. 128 
Safety incentives 

Willson Products Div. 
Eye protection 

Wilson Rubber Co. 97 
Industrial gloves 


141-142 


Zenith Radio Corp. 


Diagnostic aucliometers 





advertising staff advertising sales representatives 


425 N. Michigan Ave 
Chicago 11, Ill., WHitehal!l 4-4800 


Macintyre-Simpson & Woods 

75 E. Wacker Drive, CEntral 6-1715 
Macintyre-Simpson & Woods 

101 Park Ave., LExington 2-0020 


Chicago: 


New York: 
advertising manager: 
Duncan A. Scott & Co. 

85 Post St., GArfield 1-7950 


Duncan A. Scott & Co. 
1901 W. 8th St., HUbbard 3-6211 


Douglas Sturgeon San Francisco: 


advertising production manager: 
John Tribble 


Los Angeles: 
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cader Serwice 


Send now for free literature about the safety 
products and services in this issue. 


You'll find Key Numbers throughout this 
issue. To get more information, just circle 
the Numbers of the products you’re inter- 
ested in on one of the Reader Cards below. 
Here’s a check list ' Fill out the mailing information — detach 
the Card — and put it in the mail. Product 
of types of literature will be sent to you free and without 
information obligation by the manufacturer. 


available 
quickly ... ae : 
free of charge 





Please send me information on items circled below OCTOBER 1961 
use before December 31 


24) 271 301 316 
242 272 317 
243 273 318 
244 274 319 
245 275 320 
246 276 321 
247 322 
248 323 
249 324 
250 325 
251 326 
252 327 
253 328 
254 329 
255 330 


@ PRODUCTS 
ADVERTISED 

The Advertisers’ Index 

on the opposite page 

briefly describes prod- 

ucts advertised and lists 

Key Numbers. 


217 
218 
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220 
221 
222 
223 
224 
225 
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@ NEW SAFETY 
EQUIPMENT 


Check this special sec- 
tion for newly intro- 
duced or improved 
safety products and 
services that you want to 
know more about. 


@ PRODUCT 
LITERATURE 
Following the New 
Safety Equipment Sec- 
tion you'll find a listing 
of catalogs, special re- 
ports, other printed ma- 
terial that is valuable as 
reference data. 
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COMPANY if ‘ wraivs 





ADDRESS , os P oe Bm eee ee 








Please send me information on items circled below OCTOBER 1961 
use before December 31 


271 301 316 
272 «(287 317 
273 318 
274 319 
275 320 
276 321 
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323 
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IMPORTANT 


Be sure to print your 
name, title, company 
and address legibly 
on Reader Card be- 
fore mailing. 
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CITY & STATE 











. +e your guide to products 
for your plant safety program 


Within the pages of National Safety News you'll 
find more safety products advertised than in any 


other safety magazine. 


To get more information about any product adver- 
tised use one of the Reader Cards below. Just circle 
the Key Numbers of the products you’d like more 
information about and drop the Card into the mail 
—no postage necessary (if mailed in U.S.A.). Prod- 
uct literature sent free without obligation. 
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postage will be poid by 


NATIONAL SAFETY NEWS 
425 N. MICHIGAN AVENUE 
CHICAGO 11, ILLINOIS 





First Class 
Permit No. 834 
Chicago 11, lil. 
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IMPORTANT 


PRINT CLEARLY, 

FILL IN YOUR NAME, 
TITLE, FIRM NAME, 
AND ADDRESS. 


CIRCLE KEY 
NUMBERS ON 
OPPOSITE SIDE 
OF CARD. 


Printed in U.S.A 





NOW...A FIRE EXTINGUISHER WITH 
THE UNIQUE “SPARE” FEATURE—IN 


SPHERICAL OR CYLINDRICAL SHAPE. 


In 1959 Ansul created and introduced 
the exciting idea of instant, on-the-spot 
recharging with its popular MONITOR. 
Now MERRIMAC—Ansul’s new cylin- 
drical 2% Ib. dry chemical fire extin- 
guisher, like the spherical MONITOR, 
features a throw-away shell and a spare 
charge that screws in like a light bulb. 
And like the MONITOR, it’s Coast 
Guard Approved...carries a U.L. rating 
of 4 B:C...is admirably suited for the 
protection of boats, homes, autos, 
trucks, summer cottages. The only 
significant difference between the 
MERRIMAC and the MONITOR ts 
shape—there are some places where 
the cylindrical MERRIMAC will fit 
better: others where the spherical, 
compact MONITOR is a more logical 
choice. The MERRIMAC also carries the 
same low list price as the MONITOR: 
$15.95...the same attractive discount 
schedule for marine dealers. For addi- 
tional information or to place your 
initial order contact your marine jobber 


or write to us directly. 
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ANSUL CHEMICAL COMPANY, MARINETTE, WISCONSIN 





Here’s why genuine 


SIGHT 
SAVERS 


are all ways your 





best buy for cleaning 
safety glasses 








Standardize on Sight Savers as a basic part of your eye 
safety program. Order from your safety supply distributor. 


Dow Corning CORPORATION 
MIDLAND. MICHIGAN 
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More silicones! 

Sight Savers® have a higher 
silicone content than other tis- 
sues. They’re completely soaked 
in silicones (on both sides) for 
greatest cleaning and polishing 


action. 


Best size! 

Years of experience have proved 
Sight Savers to be exactly the 
right size for most efficient 


cleaning. No wasted paper. 


Universally preferred! 
Millions of eyeglass wearers are 
already loyal users of nationally 
advertised Sight Savers. And 
Sight Savers are endorsed by 


many leading opticians. 


Government approved! 
Sight Savers meet Federal Gov- 
ernment Specification UU-P- 


313c for lens cleaning tissues. 


Efficiently dispensed! 
Sight Savers Cleaning Stations 
provide the easiest way imag- 
inable to put greatest eye safety 
at everybody’s fingertips: They 
deliver one Sight Savers tissue 
at a time; They’re sturdy — 
all-steel construction — easy to 
install anywhere; Require no 
maintenance; Refillable before 
empty ; Fool-proof, pilfer-proof; 
And their attractive blue and 
gold design blends with any 


decor in plant or office. 


Note: If you use 
PLASTIC 
eyewear- 
specify 


RAYON 
SIGHT SAVERS 


GUARANTEED NOT TO SCRATCHI 





CIRCLE 125 ON READER CARD 


by 


@ SANI-MIST dispensers are 


join 


rely 
ting to use. 
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U pokes 
By PAUL E. SHEPPARD o> “4 OY) 
Director, OTJ Safety Activities WNL 
National Safety Council 


shower drippings. 
trouble-free. 


Write today for generous FREE SAMPLE of Sani-Mist 


and details of our RENT-FREE-LEASE. 


SAN MIST wwe 


e@ SANI-MIST 
@ SANI-MIST is undiluted 


3018 Market Street, Philadelphia 4, Pa. 


Dept. NSN 


in equipmen 
revention of Athlete’s Foot in 


and industrial plants that 


Seat Belts Receive Company-wide Promotion 

The Detroit Edison Co. sponsored and a special display of belts. The 
a seat belt program this summer, film “Safety Through Seat Belts” 
and by June 2, more than 700 em- was shown. Employees could pur- 
ployees had purchased over 2,000 chase belts on a payroll deduction 
belts. The program was promoted plan or by cash, and arrangements 
by a letter from vice president S. F. were made for installation while the 
Leahy, along with posters, bulletins employees were working. 


: : 


ASTEN YOUR SEAT BELT 


and Save \: a 
Your Life ¥. 
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LOAN THIS 











Two employees of the Detroit Edison Company demonstrate the company's seat belt installation 
display. At left proper method of anchorage is shown, and at right is sound slide projection 
viewer for step-by-step illustration of full installation procedure. 





Ten Commandments mandments of Hunting Safety.” 


Of Hunting Safety Rules were listed as follows il- 
lustrated with cartoons. 
Now is the time to develop your 


plans for fall and winter off-the-job 
promotions. In November 1960, The 
Southwestern Telephone News ran 2. When carrying guns into auto- 
a feature article on “The Ten Com- mobile, camp or home—make sure 


1. The most important rule of all: 
treat every gun as if it were loaded. 





protection 
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Leading industrial doctors advise immedi- 
ate washing with plenty of running water as 
the best first aid treatment for any chemical 
in the eyes. Records prove that washing with 
water for ten minutes or more, close to the 
accident, is necessary to reduce or eliminate 
eye damage. 

Forehead operation leaves hands free to 
open eyelids so water can be directed wher- 
ever chemicals might be lodged. Sanitary white 
baked enamel bow! is resistant to most fumes. 

Over 500 industrial plant installations have 
been made to date. 

Write For Details. 


The B & A Shower is the 
quickest and most satisfac- 
tory way to saturate a work- 
er with gallons of water the 
instant an accident occurs, to prevent a dis- 
figuring burn—even a fatality. 

Special shower head, no holes to clog—can 
be used where unfiltered water prevails. 

Write For Details. 


30 to 40 
G. P.M. 


GLASs 
AND cHeriVERS 


iN ey eo’ L 


OISFIGURING 
FACIAL curls, 
AND BURNS 


LOW COST 
Bé&A 
SAF-T-BAGS 


are widely used for the safe 
handling of glass bottles con- 
taining harmful chemicals; also 
the storage and recovery of 
expensive serums, biologicals, 
and other costly products. 

Painful cuts, disfiguring 
burns, loss of eyesight, or even 
a fatality, do result from corro- 
sive liquid splash and flying 
glass when unprotected bottles 
shatter. 


Write For Details. 


5 PINT 
1 GALLON 
5 GALLON 


BENSON & ASSOCIATES INC. 


Dept. NS—P.O. Box 7542, Chicago 80, III. 


they’re empty, taken down, or have 
their action open. 

3. Before you load, see that the 
barrel and action are clear of obstruc- 
tions. 

4. Always carry your gun so that 
you can control the direction of the 
muzzle even if you stumble. 

5. Be sure of your target before 
you pull the trigger. 

6. Never point a gun at anything 
you don’t intend to shoot. 

7. Never leave your gun unattended 
unless you unload it first. 

8. Never climb a tree or fence with 
a loaded gun. 

9. Never shoot at a flat hard sur- 
face or the surface of water. 

10. Like drinking and driving... . 
gun powder and alcohol are a dan- 
gerous mixture. 


Winter Driving Tips 
Focus on the Driver 


Another promotion idea comes 
from the Bell. Telephone Company 
of Pennsylvania. In November 1960, 
they published an article on winter 
driving called “Winterize Yourself 
as Well as Your Car.” They used 
illustrations to outline various winter 
driving techniques and included such 
ideas as keeping windshields clean, 
checking mufflers and exhaust sys- 
tems, not following too close, and 
how to drive on ice and snow. 


Life Saved, 
Thanks to Belt 


M. J. Hattier, Wesson Div., Hunt 
Food and Industries Inc., reports an 
excellent seat belt testimonial from 
one of their district engineers. A few 
months ago the company started a 
seat belt campaign on an optional 
basis. After talking to Hattier, the 
district engineer had a set installed 
in his vehicle. Near the end of June 
he was involved in an accident. The 
car was severely damaged. The en- 
gineer felt he would have been 
thrown out if he had not been wear- 
ing the belt. 


Steel Institute Book 
Plugs Home Safety 


Copies of a booklet produced by 
the American Iron and Steel Insti- 
tute, 150 E. 42nd St., New York 17, 
N.Y., are available for distribution 
to employees at cost. 

The booklet has a check list of 
home safety precautions and a guide 
to basic emergency first aid. The 
main portion of the booklet com- 
pares safety in industry to safety in 
the home. Covered are falls, fire- 
arms, fires and burns, drowning and 
suffocation, poisons, electricity, pow- 
er lawn mowers, and home work- 
shops. 


Off-the-job Accident Facts 


At the end of the second quarter 
1961, firms reporting to the National 
Safety Council indicated a total of 
332,676 days lost through disabiing 
injuries, with 120 fatalities in off-the- 
job accidents. 

The reports showed 2,227,101,- 
552 exposure hours for a mid-year 


total accident frequency rate of 7.69 
per million hours. Al- 
though this rate appears to be down 
2 per cent from the similar period 
of 1960, no real comparison is pos- 


exposure 


sible because of changes in the sam- 
ple reporting to the NSC. 
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AT NO EXTRA COST! 





CHEMIGUM OIL PROOF SOLES 


TODAY’S BEST BUY IN SAFETY SOLING! 


It’s been proved by every technical test . . . it’s been 
demonstrated in actual use—Chemigum Oil Proof Soles 
are easily today’s greatest soling for safety shoes. And 
you get all this extra safety at the usual price of ordi- 
nary safety soles. So, why settle for less? 

Chemigum will not absorb oil, will not swell or sof- 
ten... its oil resistant qualities far surpass those of 
any other soling material used on safety shoes. You 
can depend on Chemigum to keep shoes in shape, too. 

In addition, Chemigum Oil Proof Soles have an 
“engineered tread”’ .. . for sure-grip, non-slip walking, 
even on floors cluttered with steel chips and other fac- 
tory debris. What’s more, they are lighter in weight 


LOTS OF GOOD THINGS COME FROM 


than other brands of soling material designed for most 
other safety shoes. And Chemigum Oil Proof Soles 
have these other outstanding features: Remarkable 
resistance to picking up steel shavings and chips... 
New handsome amber color . . . Non-Marking. 

Many manufacturers of safety shoes are replacing 
old-style soling with these remarkably safer Chemigum 
soles. If you, too, are looking for extra safety at no 
extra cost, specify Chemigum Oil Proof Soles. 


CHEMIGUM Heels are made of the same sensational 
oil proof material as Chemigum Soles. 


Mr. Neolite says: 


‘‘We’re proud to bring you another pioneering product 
of GOODY EAR research.” 


<a 


GOOD, YEAR 


NEOLITE AND CHEMIGUM, T.™.'°S— 


THE GOODVEAR TITE & RUBBER COMPANY, AKRON, OHIO 
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The man on a 


HI-REACH TELESCOPER 


feels safe, works better 
on overhead servicing 














ree 
| | 


wy 


Via = "| 


Model PUL 

(illustrated) 
Lift 10’°9”—$370.00 Lifts 20’ to 40’ 
Lift 150” — .00 $1510.00 up 


Custom built Hi-Reach Telescopers up to 100 ft. 
Write for complete catalogue 


Headquarters for standard and special 
built overhead servicing lifters and 
material handling equipment since 1901. 


CONOMWY 
] SDPVGUINEERING 
4518 West Lake Street, Chicago 24, Illinois 


190 


THE SAFETY LIBRARY 


Reviews of books, pamphlets and periodical 


articles of interest to safety men 


By LOIS ZEARING, Librarian, NSC 





Author Analyzes 
Laboratory Administration 


LABORATORY MANAGEMENT by J. A 
Edwards. 207 pp. London, England, 
1960: Butterworth & Co., United States 
office, 7235 Wisconsin Ave., Washington 
14, D. C. $7 


Since laboratory management has 
become very complex, it is desirable 
that the manager be both scientist 
and businessman; he should have a 
wide knowledge of electronics, work- 
shop practice, laboratory design, ac- 
counting, and human relations. The 
author, superintendent of laborato- 
ries, Department of Chemistry, 
Birmingham University, exhibits ex- 
tensive knowledge and experience in 
these facets of his work. 

Although the book is primarily 
concerned with college and univer- 
sity laboratories, the information 
given is applicable to industrial fa- 
cilities. 

The author discusses building 
layout, equipment, and _ storage; 
laboratory organization and mainte- 
nance; safety, fire prevention, and 
first aid; the radioactive materials 
laboratory, lecture theatre, visual 
aids, photographic processes, work- 
shops, library; purchases and rec- 
ords, customs and excise; and staff 
problems and human relations. 

It is not the intention of the au- 
thor to cover the subject of labora- 
tory safety in detail. The reader may 
find the information given in this 
section meager. The author, how- 
ever, does provide many helpful 
suggestions for the prevention of ac- 
cidents in laboratories. He stresses 
the importance of knowing first aid 
procedures. He discusses, extensive- 
ly, the need for eye irrigation in 
case of eye contact with chemicals. 
He describes an inexpensive eye ir- 
rigator consisting of a rubber eye 
bath connected by plastic tubing to 


the main cold water supply pipe and 
controlled by a pre-set valve. 
rhe book is to be recommended 
particularly to those who are plan- 
ning a new laboratory and are in- 
terested in learning the general as- 
pects of organization, administra- 
tion and management. 
J. T. SIEDLECKI 


BOOKS AND PAMPHLETS 


Accidents 

Work Injuries in California A eri- 
culture, 1960. 1961. 61pp. Depart- 
ment of Industrial Relations, Div. 
of Labor Statistics and Research, 
San Francisco, Calif. 

Aeronautics 

Statistical Review—General A via- 
tion Accidents, 1959. 1961. 37pp. 
Civil Aeronautics Board, Washing- 
ton. 22. Bs ©. 

Transportation of Explosives and 
Other Dangerous Articles. Federal 
Aviation Agency. 1961. Superin- 
tendent of Documents, Washington 
25, D. C. (Civil Aeronautics Ma- 
nual 49). 40c. 


Clay Products 

Safety in the Operation of Pottery 
Kilns and Ovens. 1960. 16pp. Joint 
Standing Committee for the Pottery 
Industry, Federation House, Station 
Road, Stoke-on-Trent, England. 27c 
plus postage. 


Construction 

Specifications for Control and 
Protection of Traffic on Construc- 
tion and Maintenance Projects. 
1961. Proc. Pennsylvania Dept. of 
Highways, Harrisburg, Pa. (Bulle- 
tin 43). 


Electricity 
Standards for Safety—Flexible 
Cord and Fixture Wire. April 1961. 
138pp. 6th edition. Underwriters’ 
— To page 229 
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Let the Hillyard ‘’Maintaineer “—a trained floor care specialist— 
prove fo you that the best floor treatments not only give you 
greater beauty and added years of wear—but in the long run 


save you money! Write us. 


For CLEANING © SEALING @ FINISHING © WAXING © SWEEPING 
1T PAYS TO CHOOSE 
ST. JOSEPH, MO 





BRANCHES AND WAREHOUSES IN PRINCIPAL CITIES 
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THE VITAL 4 MINUTES 


When life-sustaining oxygen is indicated in illness or 
injury, the first four minutes are of vital importance. 


Oxygen should be administered immediately 
when symptoms indicate asphixia or shock, two 
of the three leading causes of accidental! death. 
Serious complications can be avoided—a life 
may be saved—if emergency medical oxygen 
is readily at hand. 


The safety and dependability of Metrox places 
it unexcelled in the field of portable oxygen 
equipment. In your selection of equipment to 
meet the many medical emergencies that re- 
spond to oxygen there can be no compromise 


with quality. 


Completely portable, Metrox oxygen units may 
be conveniently bracket-mounted at your first 


aid stations. 


Each Metrox unit is unconditionally guaranteed 


against any mechanical defects for one full year. 


Gentiemen: | am interested in tearning more about Metrox 


Portable oxygen equipment. 


() Please nave a representative call. 

(] Please senda more information. METROX 
portabie 

medical 


NAME 
oxygen 








ADDRESS 





Manufactured by: METROX, INC., 4335 Governor Printz 


STATE__ Bivd., Wilmington 2, Delaware 





Distributed by: National Cylinder Gas, division of Chemetron 
Corp., 840 N. Michigan Ave., Chicago 11, Illinois 
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Mark Your Calendar 
for These Sessions 


The Associations and Small Busi- 
ness session at the 1961 National 
Safety Congress will be held this 
year on Wednesday morning, Octo- 
ber 18, in private dining room No. 
| of the Conrad Hilton Hotel, Chi- 
cago, Ill. 

Frank Laderer, director of safe- 
ty, Nationwide Insurance Co., and 
chairman of the Small Business and 
Associations Committee will con- 
vene the session at 9:45 that morn- 
ing. 

Featured this year will be a pres- 
entation by Ivan LeGore, safety 
director of the Portland Cement 
Assn. covering “The Why-and-How 
in Initiating and Developing an As- 
sociation Safety Program.” He will 
discuss safety as an integral part 
of an association’s activities and also 
provide a step-by-step illustration 
for the development of a progres- 
sive and effective accident preven- 
tion program. 


Indoctrination Is Key 
To a Good Start 


Indoctrination, the art of intro- 
ducing a new worker to his job in 
such a way that he will become a 
profitable addition to the team, car- 
rying out his assignment safely and 
efficiently, is the responsibility of 
every supervisor. 

But some supervisors fumble this 
job, perhaps because they fail to 
understand how simple it can be. 
Without proper indoctrination, new 
workers may make many mistakes, 
suffer from accidents, cause high 
spoilage. As a result, they either 
get fired or get disgusted and quit. 
Furthermore, excessive labor turn- 
over often accompanies high spoil- 
age and accident rates. 

Here are some points which a 
supervisor should consider in the in- 
doctrination of new employees in his 
department. 
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1. Did you receive the new em- 
ployees cordially? 


2. Were they impressed by your in- 
terest in their welfare and your desire 
to help them as much as possible? 


3. Did you carefully explain all 
danger points on machines to be oper- 
ated and those in the vicinity? 


4. Did you show them the guards 
which have been provided and what 
the employee’s responsibility is if 
guards are inadequate, defective, or 
removed? 


5. Have you forcefully told them 
they must never oil, clean, or adjust 
machinery while it is in motion ex- 
cept when special instructions have 
been issued by you as foreman? 


6. Were the employees told what to 
do if a machine does not seem to be 
operating properly? 


7. Did you review the possibility 
of smashed or lacerated fingers or 
hands as a consequence of improper 
material and tool handling? 


8. Was the importance of keeping 
tools, stock, finished materials, etc., in 
the designated places emphasized? 


9. Did you congratulate or compli- 
ment the new employee on a job well 
done? 

10. Were particular locations 
pointed out where employees must 
watch their step to avoid falls and 
possible serious injury? 

If the answer to any of these ques- 
tion is “no,” you are on your way to 
a bad safety record. 


1961 AGA Conference 
Will Show How-to-do-it 


How-to-do-it demonstrations of 
safety meetings using audio-visual 
aids will highlight the American Gas 
Association’s 13th annual Accident 
Prevention Conference slated for 
Sept. 12-13 in Dallas. The two-day 
conference at the Statler Hilton 
Hotel, will be co-sponsored by the 
American Gas Association and the 
Southern Gas Association. 
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ALPENCO COMBINATION 
LENS CLEANER 

AND ANTI-FOGGING 
LIQUID ¢ ’ 


Cleans and treats in a single application. 
Keeps lenses safety clear — prevents 
fogging in the hottest, steamiest areas. 
Wall units — 4 oz. bottles — pint and 
gallon refills. Write for Bulletin A-79. 





ALPENCO 
METAGARD 


Phantom 
View 


Protection that starts where the steel 
toe ends. Attaches through the laces of 
shoe. One style fits both high and low 
shoes — all sizes — all widths. Strong, 
light and comfortable. No interference 
with walking, stooping or climbing. 
Write for Bulletin M-61. 








LUORESCENT 
DANGER 


FLAGS 


Flame red, vinyl coated nylon. Higher 
visibility gives better protection to work 
crews and to foot and mobile traffic. 
A complete assortment of styles and 
sizes shown on Bulletin F-80. 


For your complete safety needs 


ALBERT W. PENDERGAST 
SAFETY EQUIPMENT CO. 





THE MODERN 


LIGHTWEIGHT HOSE THAT MAKES 
SO RELIABLE 


make THE GAL Choice FROM ANY OF 


“EZflex’’ 


Imagine —only 18 Ibs. 
for 100 feet of fire 
hose! That's “EZflex.” 
300 LB. TEST, SINGLE 
JACKET; 400 LB. TEST, 
DOUBLE JACKET. Can 
also be furnished in 
special 600 LB. TEST, 
DOUBLE JACKET. 

50, 75 and 100 FT. 


@ 


SPECIAL Vine-Wr CONSTRUCTIONS 


“SYN-FLEX” 


Neoprene Covered—fully 
protected from damage by 
rain and moisture—does 
away with costly hose 
boxes. Highly abrasion- 
resistant. Especially de- 
signed for the chemical, 
petroleum and allied in- 
industries. 300 LB. TEST. 
MAX. LENGTHS, 50 FT. 


LENGTHS. 


“LITE-FLEX” 


Another lightweight “Fire-Flex" construction, with gray 
Synplastic® coated cover—resistant to oils, acids, moisture 
and severe abrasive wear. Very compact—maximum 
length fits regular racks and reels. 300 LB. TEST. 

50, 75 and 100 FT. LENGTHS. 


Jacket more highly resistant to abrasive wear 
than that of any other fire hose. 


“DRI-RACK” 


The non-weeping, compact 
lined hose that fits foot-for- 
foot on racks designed for 
unlined linen hose. You don’t 
need new racks. 300 LB. TEST. 
50, 75 and 100 FT. LENGTHS. 





“RED-FLEX’’. The 400 LB. TEST Neoprene Covered 
Fire Hose. Has all the features of 300 Ib. test “Syn- 
Flex". Neither UL nor FM has a specification for a 
400 ‘Lb. test rubber or synthetic covered fire hose, but 
—you can get it in “RED-FLEX”! 












































"If it’s GOODALL, it MUST be Good!” 


Mail Coupon, or Contact Our Nearest Branch 


Goodall Rubber Co. 

449 Whitehead Rd., Trenton. 4, N.J. 
Send copy of your Fire Hose Cataloy 
D “EZflex" 
D “Lite-Flex” 


D “Dri-Rack” 
2) “Red-Flex” 


Send prices on 
D “Syn-Flex” 











Manufacturers of Mechanical Stondard of Quality HOSE - BELTING - FOOTWEAR 
Rubber Products — Since 1870 CLOTHING - EXPANSION JOINTS « PACKINGS - LINERS, ETC. 


GOODALL Rubber C 


of GENERAL OFFICES, MILLS and EXPORT DIVISION, TRENTON, N. J. 
Branches and Distributors Throughout the United States and in Canada 





4 
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The Goodall products described below are made. 
to the highest standards for quality in materials 
and workmanship, with their safety features 
thoroughly proven in service to many industries. 
You can purchase them with complete confidence 

that they will fulfill their intended purpose to p RO UCTS 


your entire satisfaction. 














‘“TOE-SAVER’’ © SAFETY BOOTS | “HARDBOILED”’ 
Surest protection against toe injuries, SAFETY HATS 


with all the wearing comfort of a . FIBREGLASS OR ALUMINUM 
first-quality boot. Built-in, reinforced ‘ ha’ edie ti toatl wii, 
steel toe cap tested to withstand hoes “esa ae s 
2,000 Ibs. pressure per square inch. aif é eee wel Sane oe ate a 
Covered by a white toe cap for quick a hehe ret tix betes 
identification by Safety Engineers. 9 of eae Ang sere 
This boot is made of smooth, tough, , A) sa . 4 . cane y RNs 
flexible black rubber, lined with “ey ae hia ire and moisture resist- 
ae ance; and dielectric tests. 
heavy duck. A cushion insole Wid f col 
adds to its comfort, and a ice range OF colors. 


tire-tread outsole guards “GOODSEAL” 


against slipping on wet or 


greasy floors. Available in = SAFETY GLOVES 


all boot sizes, in full hip, 
three-quarter and short. 


Made of a special 
rubber compound 
‘“RUBBERHIDE’’ that withstands con- 
stant contact with 
SAFETY INNERSOLES virtually all solids and 
solutions. Smooth, 
Eliminate foot injuries re- flexible, and highly 
sulting from punctures by resistant to snagging 
nails and other sharp- and puncturing. 
pointed underfoot ob- “Goodseal” Gloves 
jects. Made with sheet are available in light, 
of thin, high-tensile medium and heavy weights, some styles having turned-up 
spring steel, inseparably cuffs to keep chemicals and acids from arms and clothing. 
bonded between layer of 


top-grade sole leather, PROTECTIVE SUITS, COATS, APRONS 


and layer of rubberized 

canvas duck. Extremely A style for every kind of work in field, plant or laboratory, 
flexible, light in weight, in rubber, neoprene latex and oiled. Designed for maxi- 
“easy to wear”. In all mum protection and comfort, and made to assure un- 
rubber boot and boot- equalled value through durability and long wear. 

last shoe sizes. 


GOODALL RUBBER COMPANY 


GENERAL OFFICES, MILLS and EXPORT DIVISION: 710 WHITEHEAD RD., TRENTON 4, N. J. 


Philadelphia » New York * Boston » Pittsburgh * Niagara Falls * Indianapolis * Kansas City, Mo. * Cleveland * Chicago * Detroit 
St. Paul * Milwaukee * Los Angeles * San Francisco * Seattle * Spokane * Portland « Salt Lake City * Denver * Houston * Charlotte « Atlanta 
Miami and Stuart, Fla. * Goodall Rubber Co. of Canada, Ltd., Toronto, Montreal, Vancouver * Distributors in Other Principal Cities. 
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YOUR BEST MOVE... MOVE 


with MERRILL 


MATERIAL HANDLING 
DEVICES FOR THE MOST 


Imitated, but never duplicated, 
Merrill Lifting Clamps are Drop 
Forged to give you Safety in Hand- 
ling and Economy in Operation. 





The President's Medal 


Awards made by the National 


Safety Council for successful ap- 


plication of artificial respiration 




















FEATURING 
THIS 
MONTH 


AUTOMATIC SAFETY LOCK 
FORK LIFT ATTACHMENT 
Transforms any fork lift truck 
into a safe, efficient mobile over- 

head lifting unit. 











Over 25 Material Handling 
Devices described in our 
catalog C-3. 


Ask for a copy. 
MERRILL BROTHERS 


RITCHIE, lineman 
journeyman, Ontario Hydro-Elec- 
tric Commission, Elmvale, Ont., 
Canada—tresuscitation after drown- 
ing. 


ROBERT E. 


T. HOUDYKER, waterworks in- 
spector, Scarborough Public Utili- 
ties Commission, Scarborough, 
Ont., Canada—tresuscitation after 
electric shock. 


Bruce F. R. COLLINs, hydro 
lineman, Port Stanley Public Utili- 
ties Commission, Port Stanley, Ont., 
Canada—resuscitation after drown- 
ing. 

Rev. E. E. COLEMAN, Presbyter- 
ian Church, Raymond, IIl.—resus- 
citation after electric shock. Certi- 
ficate of assistance to GEORGE J. 
SANBORN, journeyman lineman, 
Illinois Power Co., Decatur, Ill. 


HARLAN S. HALL, high school 
student, Sauk City, Wis.—resusci- 
tation after gas asphyxiation. 


THEODORE MCDONALD, forest 
engineer, Dillon, Mont.—resuscita- 
tion after smoke asphyxiation. 


AUBREY D. RIAL, electrician, 
United States Tennessee Valley Au- 
thority, Greenfield, Tenn.—resusci- 
tation after electric shock. 

JOSEPH A. ABEARE Jr., tree 
trimmer, Consumers Power Co., 
Flint, Mich. —resuscitation after 
choking. 

CLYDE A. IAMs, lineman, Peo- 


ples Natural Gas Co., Graysville, 
Pa. — resuscitation after drowning. 


GEORGE JAMES, foreman, Otter 
Tail Power. Co., Wahpeton, N.D. — 


resuscitation after drowning. 


RUDOLPH LANGSTON, mechanic, 


Otter Tail Power Co., Foxhome, 
Minn. — resuscitation after drown- 
ing. 


Mr. AND Mrs. ELLSWORTH 
WHIPPS, Fergus Falls, Minn. — re- 
suscitation after drowning. 


EDWARD LASEWICZ, guard, Pratt 
and Whitney Aircraft, Southington 
Plant, Hartford, Conn. — resuscita- 
tion after gas asphyxiation. 


DONALD W. CLARKE, civil engi- 
neer, Stran Steel Corp., Terre Haute, 
Ind. — resuscitation after drowning. 


JAMES BUCKMASTER, | student, 
Sarasota, Fla. — resuscitation after 
drowning. 


ARTHUR E. GIDDENS, sales repre- 
sentative, Texas Electric Co., Fort 
Worth, Tex.—resucitation after ces- 
sation of respiration. 


EUGENE KWIATKOWSKI, installer, 
Public Service Electric and Gas Co.., 
Newark, N.J. — resuscitation after 
smoke asphyxiation. Certificate of 
assistance to JOHN PENDER JR., labor- 
er, Public Service Electric and Gas 
Co., Newark, N.J. 

Wip P. CRAWFORD, nutritionist, 
Chas. Pfizer & Co., Inc., Terre 
Haute, Ind.—resuscitation after elec- 
tric shock. 

ERLON N. BricGs, line sub-fore- 
man, Central Maine Power Co., Au- 
gusta, Maine — resucitation after 
heart attack. 

JOHN MATEJA, machinist, Ameri- 
can Oil Co., Whiting, Ind.—resucita- 
tion after epileptic seizure. 

FREDERICK W. KILBY, lineman 
helper, Philadelphia Electric Co., 
Philadelphia, Pa.—resuscitation after 
drowning. 
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for FLASHERS and WARNING LIGHTS 






(ONE HALF : MPLPELY COMPARISON CHARTS SHOW SIGNIFICANT INCREASE IN 
Sot i. EFFICIENCY OF NEW 781-H LENS 
SIZE) eo SUMSONT TE CY OF NEW 78 
Sides te . = i a ee 
i =~ ~~ o a 4 oe 
ae Cie 
a 3 
= Joon) 
/f at... ed 
4 . ' 
7  ~ a ‘ ® %\ *) 
eae my i 
. AAA Av Af “§ 
=~ ‘\ ; “.4 ..) 
; Shy us VERE \ fo? 
‘na / }} Li Be F 
® ; 4 te: d ui ‘” 
rea RU) he of 
.. We 


rather: 





* 





Remarkable new lens system projects 
a rectangular beam of light 


The STIMSONITE HAZARD OPTIC SYSTEM COMPARISON — New: Stimsonite Hazard Lens 
gathers previously wasted (loss) light—pécks it Gilet amelain cele MelaleMmayelerl e-lel FTI AES Taslanlctalerl in cial 
—than projects it for full illumination orf flash i 

ing barricades and other warning devices as viewed from various angles 

Efficient wget means increased intensity 

—thus the HAZARD signal stands out night ; — 

and day. The large uniform signal commands FULL ILLUMINATION with HA FAR D 
greater attention—is seen at greater distances MEANS: — 


and from greater angles. 


Specify Stimsonite HA AR D , s 
for vital safety features: No thin “propeller” of light 


@ Full illumination—thigh signal intensity No loss of signal due to mis-aim 
largest signal size. 


t Mis iinle)ce)'/-10 Mm e(-1¢-1e0d(e)aMm-lale mm leler-11P2-halela 

@ Added ring of reflex for signal maintenance 
at all times.* 

@ Fits all standard 7” barricade units 

@ Permits saving of battery power 

life and less servicing. 


No “‘fire-flies’’ 


* Also available as an all optical lens wit! 





-— = 


en * 


specifications and detailed 


engineering study available from — 
Patent Applied for (su) 
STIMSONITE DIVISION Ela Stop Nut Corporation of America 


3445 N. KIMBALL AVENUE, CHICAGO 18, ILLINOIS . Ee Oe ee 
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PLUG UP 

THE HOLES IN 
YOUR FLOOR 
MAINTENANCE 
BUDGET! 


Unretouched 
photomicrograph 
of asphalt tile at 

40X magnification. 


CUT FLOOR 
MAINTENANCE 
COSTS 2 WAYS WITH 
MYCO FIRST COAT 


(1) Cut cost of materials 
(2) Cut cost of labor 


You slash the cost of maintenance 
materials when you use Myco First 
Coat because this colorless, semi- 

rmanent primer forms a tough bond 

tween your composition floors and 
dressings. Preserves and restores 
floors without yellowing or streaking. 
Top dressings adhere better, stay 
lustrous, last longer. So you save on 
labor costs which account for 90% of 
your floor maintenance costs. It will 
pay you to get all the facts — they 
cost you nothing. Mail this cou- 
pon today! 





MASURY- 


YOUNG 
® 


co. 
Dept. N-10 


76 Roland Street, Boston 29, Mass. 


00 Send MYCO FIRST COAT Specifica- 
tions and Methods Guide. 


Co. Name. 





























FOUR TYPES of awards are given 
by the National Safety Council to 
members for outstanding achievement 
in accident prevention. 
1. Award of Honor 

Available to (a) units which complete 3,000,- 
000 man-hours without a disabling injury, and 
(b) units whose records, though not perfect, 
meet exacting standards. These standards take 
into account the previous experience of the unit 
as well as the experience of the industry in 
which it operates. A unit must qualify on both 
frequency and severity rates. 


2. Award of Merit 
Has similar but less exacting requirements. 
Minimum number of man-hours is 1,000,000. 


3. Certificate of Commendation 

For injury-free records covering one or more 
calendar years and totaling 200,000 to 1,000,000 
man-hours 


4. President's Letter 

For injury-free records covering one or more 
calendar years and totaling less than 200,000 
man-hours 

Details of eligibility requirements may be ob- 
tained by writing to Statistics Division, National 
Safety Council 


AWARD OF HONOR 


Laboratory 
Idaho Falls, 


Argonne _ National 
(2): Argonne, IIL; 
Idaho. 

Celanese Plastics Co., 
Plant, Newark, N.J. 

Cessna Aircraft Co., Military 
Aircraft Div., Wichita, Kan. 

Ford Motor Co. (4): Engine 
and Foundry Div., Cleveland Foun- 
dry; Automotive Assembly Div., 
Dallas Assembly Plant; Metal 
Stamping Div., Dearborn Stamping 
Plant; Glass and Chemical Products 
Div., Nashville Glass Plant. 

General Electric Co., Ordnance 
Dept., Pittsfield, Mass. 

Hercules Powder Co., Inc., Rad- 
ford Arsenal, Radford, Va. 

Hughes Aircraft Co., Field Serv- 
ice & Support Div., International 
Airport Site. 

Mobil Oil Co., Augusta Refinery, 
Kan. 

Monsanto Chemical Co., Wm. 


Newark 


G. Krummrich Plant, Monsanto, 
Ill. 

National Distillers Products Co., 
Old Crow Distillery, Frankfort, Ky. 

Red River Arsenal, Ordnance 
Corps, Texarkana, Tex. 

Sandia Base, Sandia Laboratory, 
Albuquerque, N. M. 

Western Electric Co., Inc., Mfg. 
Div., Baltimore Works. 

Westinghouse __ Electric 
Lima Works, Lima, Ohio. 


Corp., 


AWARDS OF MERIT 


Air Vue Products Corp., Miami, 
Fla. 

Alabama Gas Corp. (2): Anniston 
Dist., Anniston, Ala.; Gadsden Dist., 
Gadsden, Ala. 

Allegheny Ludlum Steel Corp., 
West Leechburg Works, Leechburg, 
Pa. 

Aluminum Co. of America (3): 
Alcoa Smelting Plant, Alcoa, Tenn.; 
Edgewater Works, Edgewater, N.J.; 
Fabricating Works, Massena, N.Y. 

American Can Co. (2): Philadel- 
phia Plant, 27-A, Philadelphia, Pa.; 
Hudson Plant, 17-A, Jersey City, 
N.J. 

American Sugar Refining Co. (3): 
Franklin Sugar Refinery, Philadel- 
phia, Pa.; Baltimore, Md.; Franklin 
Sugar Refinery, Philadelphia, Pa. 

Bethlehem Mines Corp. (2): Mine 
74, Johnstown, Pa.; Mine 101, Cen- 
tury, W. Va. 

Celanese Chemical Co., Chemcel 
Plant, Bishop, Tex. 

Central of Georgia Railway Co. 

Chicago and Western Indiana Rail- 
road Co. 

Chrysler Corp. (8): New Process 
Gear Div., Syracuse, N.Y.; Ohio 
Stamping Plit., Stamping Div., Twins- 
burg, Ohio; Missile Div., Huntsville, 
Ala.; U.S. Army Mich. Ordnance 
Missile Plant, Detroit, Mich.; Conant 
Stamping Plant, Stamping Group; 
Jefferson Assembly Plant, Car & 
Truck Assembly Group; Airtemp 
Div., Special Products Group; Ex- 
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NGG ' wherever 


emergency strikes... 


Handy Resuscitators 
automatically breathe when 


the breath of life is gone. 


The Handy Resuscitator does three 

important things: 

1. It automatically inhales and ex- 
hales, adjusting automatically the 
depth of respiration to the pa- 
tient’s lung capacity, for an adult, 
child or even infant. 

2. It can be quickly switched to “‘In- 
halation’’ to supply oxygen to be 
absorbed by the spontaneous res- 
piration of the patient. 

3. It provides sufficient suction as 
an Aspirator to remove obstruct- 
ing material from the throat, such 
as water, mucus, etc. 


"BE 

PREPARED” 

for drownings, 
carbon monoxide 

poisonings, heart attacks, 
electric shock, 
strangulation, asthma, 
asphyxia of 
the new-born. 


Get complete information ioday. 
Phone or write now. 


NATIONAL CYLINDER GAS 
DIVISION OF CHEMETRON CORPORATION 


840 North Michigan Avenue, Dept. M-12-K 
Chicago 11, Illinois 


/ CHEMETRON / 


*Trademark 





© 1960, cxemerron CORPORATION 








port-Import Div., International Oper- 
ations Group; Indianapolis Plant, 
Power Train Group. 
City of Detroit Municipal Govern- 
ment, Detroit, Mich. 
Duluth Missabe and 
Railway Co 


Iron Range 


Eaton Manufacturing Co. (2): 
General Offices, Cleveland, Ohio; of- 
fices, laboratories, Detroit, Mich. 

Fieldcrest Mills Inc., Gen. Office 
and Specials, Spray, N.C. 

Food Machinery & Chemical Corp., 
Chemical Research and Development 
Center, Princeton, N.J. 

General Foods Corp., Birds Eye 
Div., Gloucester, Mass. 

Harbison Walkter Refractories Co. 
(2): Clearfield No. 2 Works, Clear- 
field, Pa.; Kentucky Works, Olive 
Hill, Ky. 

Houston Contracting Co., M. L. 
Thompson Spread. 

Huron Portland Cement Co., Al- 
pena, Mich. 

IHinois Central Railroad. 

International Paper Co., Container 
Div., San Jose, Calif. 

Kansas Gas and 
Wichita, Kan. 

Lukens Steel Co. and Divisions, 
By-Products — Lukenweld. 

McLouth Steel Corp., Detroit - 
Trenton — Gilbraltor, Detroit, Mich. 

Norfolk and Western Railway Co. 

Ohio Edison Co., Niles Generating 
Station. 

Olin Mathieson Chemical Corp., 
Forest Prod., Huttig Sawmill, Huttig, 
Ark. 

Ontario Hydro, Niagara Region, 
Niagara Falls, Ontario, Canada. 

Pittsburgh Plate Glass Co. (2): 
Ditzler Color Div., Detroit, Mich.; 
Pittsburgh Plate Glass Co., Works 4, 
Ford City, Pa. 

St. Regis Paper Co., Panelyte Div., 
Kalamazoo, Mich. 

Schenley Distillers, 
Ind. 

Texas Power & Light Co., Dallas, 
Tex. 

United Biscuit Co., Div. of Amer. 
Keebler Weyl Baking Co., Philadel- 
phia, Pa. 

Washington Gas-Light Co., Wash- 
ington, D.C. 

Western Electric Co., Inc. (3): 
entire; Denver Area Installation, Den- 
ver, Colo.; Lincoln Shops, Lincoln, 
Neb. 

Westinghouse Electric Corp. (5): 
Lamp Div., Warehouse-Sales; Lamp 
Div., Reform, Ala.; Electronic Tube 
Div., Elmira Plant, N.Y.; Atomic 
Power Dept., Forest Hills, Pa.; East 
Pittsburgh Div. 


Electric Co., 


Lawrenceburg, 


John S. Gleason Jr. — VA 


Glenn T. Seaborg — AEC 


President’s 
Safety Awards 


THE 1960 President’s Safety 
Awards were presented by Secretary 
of Labor Arthur Goldberg to the 
Veterans Administration for federal 
agencies with more than 75,000 
employees, to the National Aero- 
nautics and Space Administration 
for the 10,000 to 75,000 category 
and to the Atomic Energy Com- 
mission for agencies with fewer than 
10,000 employees. 
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SAFETY SHOES ; 


No. R-31 

Antique Brown Loafer. *Quilon 
Processed. Lightweight VYLYT 
Molded Sole and Heel. Full 
Cushion Insole with Soft Glove 
Leather Cover. Leather Toe 
Lining. Dacron Stitched. 


presents a NEW type of 
1. CYA ae ON Sen al 
these PRACTICALLY WEARPROOF 


Lightweight — he 7a; 


No. R-82 


Genuine Cheyenne Natural Full Grain 
Rawhide 6" Blucher Moccasin. Light - 
weight VYLYT Molded Sole and Heel. 
Full Cushion Insole. Leather Toe Lining. 
Stormwelting. Rawhide Laces. Dacron 

Stitched. Treated with Special Water 
Repellant Materials That Penetrate Each 


*QUILON is DuPont's Reg? 
Trademark for its 
Chrome Complex 


: Name 


RECORD INDUSTRIAL COMPANY : 


DEPT. CV, 3301 ARCH STREET + PHILADELPHIA 4, PA.}: 
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No. R-32 


Antique Brown, New Low-Line 
Moc Pattern. *Quilon Processed. 
Lightweight VYLYT Molded Sole 
and Heel. Full Cushion Insole with 
Soft Glove Leather Cover and 
Full Quarter Linjng. Leather Toe 
Lining. Dacron Stitched. 


MULTI-DIRECTIONAL 
CHEVRON CLEATS 
FOR BETTER 
TRACTION 


WON-CLOGGING 
SLANTING 
RIDGES FOR 
FIRM GRIP 


BEVELED HEEL 
FOR MORE SUPPORT 


NON-MARKING 
OIL 
and 


ACID 
RUGGED — yet RESISTANT ! 
EXTREMELY FLEXIBLE! 

Ail pm Immediately Available 


“From Stock: / 


> RECORD INDUSTRIAL ‘COMPANY Dept. cv : 
: 3301 ARCH ST., PHILA. 4, PA. . 
: [_] PLEASE SEND US A COPY OF YOUR ILLUSTRATED 


CATALOG FEATURING SAFETY SHOES AND RUBBER * 
FOOTWEAR. : 
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Quality Fabrics by 


Now, Worklon offers work clothes of 
100% Polypropylene, a new fabric devel- 
opment providing superior resistance to 
strong acids and caustics. 


Especially designed for corrosive areas, 
Polypropylene apparel is lightweight 
with good fabric strength, dries quickly, 
and offers greater wearing comfort and 
better shape retention. 


Polypropylene garments are featured in 
Worklon’s new Fall Catalog along with 
the latest industrial colors—green, grey, 
blue —in Dynel and Dacron. 


For the latest styles in acid-resistant, 
lint-free and static-free work clothes, 
choose from America’s largest selection 
of special-purpose industrial apparel . . 
all illustrated in Worklon’s new 1961 
Fall Catalog. Write for your copy, today! 


WORKLON 


& Worklon, Inc., Dept. 101 
BB 253 West 28th St. N.Y.1, N.Y. 


g Kindly send free Worklon catalog. 
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The Engineer 


— From page 16 


spread of the newer potential haz- 
ards. In the early days of the United 
States’ atomic energy program, for 
example, only a handful of plants 
and laboratories had to be con- 
cerned with the dangers of radia- 
tion. The scope of this problem has 
increased enormously since then. 
Now, over 1600 companies are 
licensed and authorized to use ra- 
divisotopes for industrial purposes, 
and are required to maintain elabo- 
rate safeguards against the possibil- 
ity of accidental exposure. Those 
interested in a more comprehensive 


review of this particular problem 
should read The Industrial and Safe- 
ty Problems of Nuclear Technology, 
by Shamos & Roth,? and Construc- 
tive Uses of Atomic Energy, by 
Rothmann.* 

I have already referred to the 
“team system.” This article is con- 
fined to the role of the engineer ex- 
clusively. Before proceeding further, 
it would be well to clarify certain 
basic concepts. 

Engineering. Engineering, as de- 
fined by the dictionary is “the ap- 
plied science concerned with utiliz- 
ing inorganic products of earth, 
properties of water, sources of pow- 
er in nature and physical forces for 
supplying human needs in the form 
of structures, machines, manufac- 


Local exhaust ventilation hood for painting large jet aircraft exteriors. 


1F YOU WORK WITH 


SKYDROL 500 


USE THESE... 








FOR YOUR OWN | PROTECTION! 


MERERE CUET CTARTS, APTER 'OR6OKS 400 LaWCW PEROE 


Display makes skin protection unmistakably clear to employees. 
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INSPECTION OF FABRICATED PARTS FOR STEP LADDERS 


INSPECTION OF FABRICATED PARTS FOR RUNG.-TYPE LADDERS 


ae “GOLD MEDAL” LADDERS 
—< 


INSPECTION OF ASSEMBLED STEP LADDERS 


ee > a 


INSPECTION OF ASSEMBLED RUNG-TYPE LADDERS 


Only Under Rigid Inspection Standards... 


do we produce the safer, longer-lasting 


industrial ladders you need 


While premium-grade stock for ‘‘Gold Medal” 
Ladders is being properly seasoned in our yard at 
Newark Valley, N.Y., a detailed and continuous 
program of inspection and quality control begins. 


Ladder stock, fabricated ladder components, and 
finished ‘‘Gold Medal’”’ Ladders are closely inspected 
at nine points during manufacture. These formal 
inspections, some of which are shown above, are in 
addition to the constant check on quality at each 
step in manufacture. 


The standards on what to pass and what to reject 
are taken from the codes for wood ladder stock, as 
published by Underwriters’ Laboratories, Inc., and 


American Standards Association. After these nine 
inspections and the many quality checks, “Gold 
Medal” Ladders obviously equal or exceed the speci- 
fications of UL and ASA. 


What does this mean to you, the ladder buyer 
and user? Just this: Ladders made from premium 
quality, carefully seasoned ladder stock, fabricated 
under rigid inspection standards, provide dependable 
safety, longer life, and lower cost in the long run. 


““Gold Medal” Ladders are available in all types 
and sizes to meet the needs of industrial plants, 
institutions and contractors. For complete details, 
write for Catalog L-97. NSN 


Step up to Brand Name Quality... 


= THE PATENT SCAFFOLDING CoO., INC. 
PSS -’. 


38-21 12th Street, Long Island City 1, N.Y. ¢ 1550 Dayton Street, Chicago 22, Ill. 
Branches in All Principal Cities 
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Technician monitoring microwave radiations. 


tured products, precision instru- 
ments, industrial organizations, the 
means of lighting, heating, refriger- 
ation, communciation, transporta- 
tion, sanitation, public safety, and 
other productive work.”’4 

The term engineering is, there- 


No. 2-FA— 
Automatic 
fast charge 
emergency 
light « 
lead acid 
or nickel 
cadmium 
battery « 
Manual fast 
charge units 


No. 700A—2000 ft. beam 
e Large and small bulb « 
Four No. 6 batteries* 


Lights the Way to a Better Job 


Powerful Bic Beam hand lamps, 
flares and emergency lights fit every 
requirement! Finest quality 
American made. 


*WRITE FOR CATALOG 
on lamps ond accessories 


U-C-LITE Mfg. Co. cricsts22'm 


Canada: Bernard Marks 4 Co., 32 Alcorn, Toronto 7 


No. 1711C—POWERHOUSE 
¢ 2000 ft. beam « 2 bulbs « 
Clamps on 72 V. battery* 





No. 1000—Most powerful— 
2500 ft. beam « 2 bulbs « 
9 V. battery* 





available* i 
eH 








Wing cleaning and sealing shop showing local exhaust ventilation, 


fore, obviously extremely broad in 
scope, embracing the many branches 
of technology which in turn de- 
velop and control the materials and 
forces of nature. Despite the dif- 
ferences within the various branches 
of technology—in terms of scope, 


~ 


No. 408F —Steady or flash- 
ing flare « Also transistorized 
models* 





| ote. 164—1500 ft. ray « 
Sealed beam bulb and red 
flasher* 


No. 2-75— | 
LIFESAVER 

e Low-cost | 
emergency 
light « Dry | 
cell battery 

e 5 hours | 
continuous 
operation* | 


No. 211—1500 ft. beam « 
2 bulbs « Two 6 V. batteries, 
1130 «| one as spore* 
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204 


historical background and areas of 
specialization — certain characteris- 
tics common to all of them do exist, 
namely: 


1. The application of basic scientific 
principles, judged and interpreted in 
the light of experiences, and applied 
within the limits of economic feasi- 
bility. 

A common concern for “practical” 
results, achieved through technical 
planning, design, execution, and op- 


erations. 


The ability to organize and direct 
the varied human skills which, in- 
dividually and collectively, spell the 
difference between technical success 
and failure 
Occupational Risks. In industry, 
the problems of protecting men, ma- 
chinery, and material from occupa- 
tional risks fall into certain logi- 
cal categories. These, in turn, are 
determined by the nature of the 
risks involved, and are usually de- 
scribed in relation to the types of 
insurance coverages. Thus, we speak 
of risks in terms of accident, fire, 
illness (workmen’s compensation), 
catastrophe, or product liability. 
During the past ten years, great 
technical advances have been made 
in the prevention of, and protection 
from, fire and explosion. Equally 
noticeable advances have been made 
in the prevention of on-the-job ac- 
cidents and illness. Both manage- 
ment and labor can take credit for 
these encouraging results. However, 
perhaps the lion’s share of credit 
properly belongs to the unsung 
heroes in the field of industrial en- 
vironmental loss prevention § en- 
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Now! lee-Pak any injury 
in just 2 seconds! 


Remarkable new discovery! 
NEW KWIK-KOLDINSTANT ICE-PAK. 
Gives instant cold that lasts up 
to 2 hour! For sprains, swell- 
ing, bruises and minor bleed- 
ing. Helps minimize injury, 
speed recovery. 

Doctors know that prompt applica- 
tion of cold is one of the most impor- 
tant first aid treatments for injury. And 
how fast cold is applied can often make 
the difference between days, and even 
weeks, of recuperation. 


Now a new scientific discovery called 
KWIK-KOLD makes it possible for 
anyone—anywhere—to get the medi- 


cal benefits of cold in a hurry! 


New KWIK-KOLD Instant 


Pak gives you instant cold for any in- 


Ice- 


jury. Relieves pain on the spot—re- 
duces swelling and minor bleeding. 
Much faster and handier to use than 
old-fashioned ice bags and, unlike ice, 
is always available, is not messy, is easy 


to carry on trips. 


Quick and easy to apply. Just 
squeeze the plastic bag and—in just 
2 seconds—you get instant cold that 
stays cold up to halfan hour! The tough 
yet flexible plastic bag conforms read- 
ily to body contours. Non-toxic and 
safe, even if the bag is punctured. 


Keeps for extended periods of time. 


Kwik-Kold provides ready relief for 
athletic injuries. Used by the 1960 U.S. 
Team, Kwik-Kold should be 
standard equipment for all football, 
basketball, and baseball teams as well 
as other athletic groups. For all sports 


Olympi 


injuries—sprains, black eyes, cuts and 
bruises—Kwik-Kold is handy and effec- 
tive, indoors, outdoors, in all seasons. 


New K WIK-KOLD belongs in the 
first aid kit of everyone who has to 
deal with sudden injuries. Get Kwik- 
Kold from your local first aid equip- 
ment supplier or write International 
Latex Corporation, 350 Fifth Avenue, 


New York 1, N. Y. 
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Just Squeeze It... 
Instant Cold! 


Kwik-Kold can be stored at any tempera- 
ture, always ready for immediate use. 
Tough yet flexible plastic bag contains 
dry Cold-Crystals and an inner pouch of 
special fluid. When you squeeze bag, fluid 
is released to activate crystals and give 
instant cold. Apply as you would an ice 
pack. Bag measures 6" x 9", conforms 
smoothly to body contours, is not lumpy, 
messy, or drippy. Dispose of bag after use. 





How Cold Works in the 
Treatment of Injuries: 
Cold is medically recognized for 
its value in the treatment of vari- 
ous injuries. In minor bleeding, 
cold has an astringent action on 
tissues and constricts capillaries, 
thus acts to reduce blood flow at 
the site of the wound. By reduc- 
ing effusion of blood to wound, 
cold helps reduce swelling, inflam- 
mation, and discoloration in bruises 
and sprains. The local anesthetic 
effect of cold helps relieve pain. 
And because it restricts blood 
flow to and from the wound, cold 
slows spread of venom in treating 

insect and snake bites. 
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How To Use Cold in 
Emergency First Aid: 


Sprains. Elevate injured part to a 
comfortable position. Apply cold packs 
to sprain to ease swelling and relieve 
pain. 


Bruises, Black Eyes. Apply cold 
pack promptly to bruise for 20 to 25 
minutes. Cold inhibits flow of blood to 
wound, helps limit discoloration, re- 
duce swelling and pain. 


Bleeding. |n bleeding from the nose, 
the head should be kept erect, as low- 
ering the head tends to encourage con- 
tinued flow of blood. Apply cold to the 
nose, and if the bleeding is from near 
the tip of nose, pinch the nostrils to- 
gether for a few minutes. In bleeding 
from cuts and abrasions, keep the area 
raised and apply cold in conjunction 
with other prescribed treatment. 


Insect & Snake Bite: For bee, wasp 
and hornet stings, remove stinger with 
sterilized needle or knife point. Apply 
cold to sting to relieve pain and slow 
absorption of venom. Apply calamine 
lotion to relieve ttching. For ant, chig- 
ger and mosquito bites, wash affected 
parts with soap and water, then apply 
paste of baking soda. Apply cold to 
reduce swelling. For snake bite, follow 
prescribed first aid procedure, using 
cold application on wound to relieve 
pain and help limit spread of venom. 


Sunstroke. For mild sunstroke 
(marked by headache, fatigue, dizzi- 
ness and, perhaps, fainting), cool pa- 
tient off quickly. Apply cold packs to 


head to help lower body temperature. 


Minor Burns. Follow recommended 
first aid procedures to exclude air from 
burned area and prevent contamina- 


tion. Apply cold packs to relieve pain. 


Other Uses. Cold packs may be con- 
sidered for use in conjunction with 
other appropriate first aid measures in 
treating minor head injuries, suspected 
appendicitis, headache and fever, 
toothache, and fainting. 
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gineering. This is the area which 
specializes in the investigation, de- 

MAKE TRAFFIC SAFE tection, evaluation, control, or pre- 
vention of occupational hazards or 
conditions which cause industrial 


= oe eo accidents and fires. 


The engineer’s role here should 
not be minimized, nor the results 
of his contribution overlooked. The 
same point might be made with 
equal force of his work in the re- 
lated field of occupational diseases 


(¢) (o) which, now, because of its import- 


ance, I would like to review in some 


with KLEAR-VU Safety MIRRORS “"' 


Occupational Diseases. Industry’s 
fight against occupational diseases 
has been waged for some time. And 
although advances have been made, 

Klear-Vu convex safety mirrors cover a viewing angle of 160°. the ficht is not vet over—nor are 
Mounted at a height of 8 to 10 feet, they clearly reflect oncoming startling improvements to be ex- 
intersection traffic to both power truck operators and pedestrians. pected overnight. The true scope of 


A safe approach to the blind corner problem in your plant 
or warehouse. Ideal for use in public garages, institutions, at 
loading docks and various other points where traffic converges. 


Klear-Vu is the quality traffic mirror and is available in either the problem can be found in a 
convex or flat glass styles. statement made recently in Chicago, 
stvie | wo. _|oia. stve|no.| size | Easy to install, adjustable to by Mr. A. J. Hayes, president of 
Sees Alin icon | ot Mien Lice | cease a desired ane <> ap te the International Association of Ma- 
GLASS = / 800.4 200 A. | 24° selsrxe ) Will SWive: Seeeniy san chinists. He pointed out that an 


300 & 300 M.R. | 30° | °M.R. indicates metal i ¢ 
360 & 360 M.R. | 36° rim (for outdoor_use) mounting bracket. 








estimated 50 million work days a 
year are lost because of illnesses 
due to occupational origins. “Ameri- 
LESTER l BROSSARD CO 540 NORTH MICHIGAN AVENUE can workers,” added Mr. Hayes, 

“ . eee 1. AINOIS “lose a minimum of $420 million 
in wages every year because of oc- 
cupational illnesses—and this does 


not include the inevitable losses in 
production and profit.”® 








Special sizes made to order. Polished flat metal mirrors available. WRITE FOR BULLETIN 


" remesoormnles i penis eminacty iamriancieeteimmiemabratantsab 


| Here's wedy-nede FIRST AID 


FOR SLIPPERY 
# FLOORS! 


AUTO-DRI- .. isan 


economical prescription 
against accidents 

Your broom brigade easily 
spreads this carpet-of- 
safety on with rake or 
broom. ..the thirsty 
granules instantly soak up 
oil, grease, liquids... pull 
deep deposits out of floor. 
Leave AUTO-DRI on, or 
remove and reuse until 
saturated. AUTO-DRI is 
mineral... won't burn. 
Costs only a fraction 

of a cent per sq. ft. 

of protection! 


The average industrial worker, 
to see the problem from another 
point of view, loses an estimated 
nine work days a year due to ill- 
ness. Respiratory disorders are the 
chief cause of this absenteeism, with 
disorders of the digestive system a 
contributing cause. 





Although on-the-job accidents 
represent a major portion of indus- 
try’s outlay for workmen’s compen- 
sation awards, occupational diseases 
are assuming a continuously larger 
and significant portion of such 
awards. According to one U. S. Pub- 
lic Health Service official, “Com- 
pensation awards for silicosis alone 
(a lung disease caused by years of 
inhaling dust particles, such as 
quartz dust) are probably more than 
$10 million a year now—and that’s 
probably a gross underestimate.” 


What, then, is an occupational 
disease? 








Write for 
generous 
FREE 
SAMPLE 





We know generally that it is an 
affliction attributed to a_ specific 
health hazard;® however, to find a 
universally accepted definition of 


j Minerals & Chemicals Philipp conpona: 
ere ESSEX TURNPIKE MENLO PARK, NEW JERSEY a 
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* Harness el g 


6° 


Putting an ill-fitting set of harness on a team was all it 
took to cause an old time horseman to commit mayhem. 


Maiming of persons can also result from haphazard 
harnessing of hoisting equipment horsepower to load. 


The patented 9-part machine-braided wire fabric con- 
struction of Union Tuffy Slings gives you strength you 
can trust on any load for which the various sizes and 
types are rated. It also gives you hard-to-kink and easy 
to unkink flexibility to enable your men to sling loads 
faster, easier and with greater safety. 


Put Union Tuffy, Hoist Line On Your Team 


Hook Union Tuffy Slings onto Union Tuffy Hoist Lines 
and your hoisting equipment is harnessed to handle 
more loads faster and for longer service. 


Union Tuffy Hoist Line is a special wire rope construc- 
tion with the right combination of strength, flexibility 
and toughness for greater safety and service life in its 
specific range of uses on overhead cranes, derricks, stiff 
leg and mobile cranes. 


Union Wire Rope Tuffy,Tips on safe use of Slings and Hoists 


Safety in Hoisting Saves 
Costly Injuries 


During a recent 12-month period, lost- 
time back injuries reported in one state 
(California) totaled 32,643. Lost-time 
injuries caused by strain or over-exer- 
tion: 24,639. 

A high price to pay—in misery and 
money—for lifting, pushing or carrying 
loads. Medical aid and compensation 
costs of materials handling accidents 
run far into the millions every year. 
Proper hoisting equipment, properly 
used and maintained, is one important 
answer to this problem. 


Free! Two Valuable 
Tuffy Handbooks 


1. “Tuffy Tips.” Gives many other 
safety hints. Also tells how proper fit- 
tings and correct use of slings and wire 
rope can lengthen service life. Chock- 
full of do’s and don’t’s to save money, 
time and work. 


2. “Tuffy Sling Handbook.” Tells all 
about slings from A to Z. Contains help- 
ful data on the selection and use of 
slings—types, dimensions, weights, fit- 
tings, rated loads, safety - approved 
signals. 





Write Union Wire Rope, Armco Steel Corporation, 2224 Manchester Avenue, Kansas City 26, Missouri 


C  - 
ARMCO 


V 


Union Wire Rope 


CIRCLE 144 ON READER CARD 


National Safety News, October, 1961 





Bruise easily? 


Indoors or outdoors, protect your head from on-the-job bumps and raps with the 
lightweight, rugged GenTex bump cap. Weighs just eight ounces, wears comfortably 
all day. Outside: sturdy shell cleans easily with soap and water. Just ‘‘wipe and wear.”’ 
Resists dielectric shock to 5,000 volts, gives impact protection up to 20 ft. pounds. 
Choice of nine colors. Inside: energy absorbing, resilient foam crown-cushion takes 
the bumps for you. Plastic adjustable headband sits the bump cap firm on your head, 
fits any head. Keeps you cool. Make every work day bump-free with the good looking, 
general duty GenTex bump cap. Write for details. Another quality product from: 
GenTex Corporation, 450 7th Avenue, New York 1. 


GENTEX °n755" 
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occupational disease is almost im- 
possible. Within the United States, 
for example, numerous states in- 
corporate different definitions within 
their workmen’s compensation stat- 
utes. There are, consequently, two 
schools of thought on the subject 
of occupational disease legislation 
and administration. One holds that 
a disease, to be truly “occupational,” 
must .. . “arise out of and in the 
course of employment.” The other 
maintains that “any disease con- 
tracted by a worker which arises 
out of employment or out of an in- 
cident of employment but not neces- 
sarily a characteristic of employ- 
ment,” also qualifies as an occupa- 
tional disease. 

When classified according to their 
names, occupational diseases may 
fall into one of seven major groups: 


Dusts. Pneumoconioses and/or sili- 
cosis, with or without tuberculosis. 
Asbestosis, with or without tuber- 
culosis. 


Toxic Metals. Poisoning caused by 
uranium, lead, arsenic, cadmium, 
beryllium, zinc (brass), manganese, 
radium, phosphorous, and mercury. 


Gases—Vapors—Fumes. Poisoning 
caused by nitrous fumes and amino 
derivatives, gasoline, or halogenated 
hydrocarbons 


Skin Disorders. Chrome dermatitis 
or ulceration, inflammation or in- 
fection of eyes or skin due to cut- 
ting compounds, oils, dusts, lubri- 
cants, gases, fumes, or vapors. 


Cancer. Ulceration of the skin or 
surface of the eye due to tar, pitch, 
or bitumen. 


Infectious Agents. Anthrax and 
glanders 


Physical Agents. Radioactive sub- 
stances, heat prostration, and com- 
pressed air illness. 


In all of this we should remember 
that occupational diseases, as well 
as accidents, are caused: they do 
not “just happen.” Accidents, how- 
ever, are more easily investigated 
than are occupational diseases. The 
reason, of course, is clear. Accidents 
usually can be isolated to a particu- 
lar time and place, or to a particular 
cause or event. Occupational dis- 
eases, on the other hand, because 
of their variable onset, peculiar 
symptoms, and cumulative effects 
are not so easily investigated. Many 
occupational diseases are insidious 
in character, and exposure to them 
may sometimes not be readily dis- 
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DEVICE 


® 
RIPPER Snap Fasteners make work clothes far safer. It’s as simple as 


that! They snap open with one quick tug—no fumbling around with buttons when 
seconds count. They work fast and sure every time. And they keep on working 
like a snap throughout the life of the clothes. Because Gripper Snap Fasteners 
won't bust—they eliminate the problems and hazards of missing buttons. Next 
time you phone your industrial launderer, specify the safer work clothes—the ones 
with foolproof Gripper Snap Fasteners on ‘em. You can bet they'll pay off some- 
where, sometime, for one of your employees. A product of SCOVILL 
Manufacturing Company, Waterbury, Conn. Also makers of Gripper Zippers. 
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HIS FAULT? 
YOUR FAULT? 
oy 


H: 
STOP SLIPS, FALLS WITH FERROX 


Millions of tiny, sharp, abrasive particles in Ferrox 
provide safe non-slip footing on all surfaces, wet 
or dry. Resists oil, chemicals, water and weather 
conditions. Adheres firmly to wood, concrete and 
metal. One gallon covers approximately 35 square 
feet. e Write for Ferrox Bulletin. A8-157 


AMERICAN ABRASIVE METALS COMPANY 


464 Coit Street, Irvington 11, N.J. 











SIT A WATERPROOF 


CLOTHING 


Protective Clothing 
Neoprene—Nylon SUITS—RAINCOATS 
and Accessories 


Johnny Life Guard says: 

NOTE THESE FEATURES: 
FLAME PROOF—noncombustible. 
ACID PROOF — resists, oils, sol- 

vents, acids. 
MILDEW PROOF—will not crack or 
air rot. 


FLEXIBLE—comfortable at all times, 
allowing freedom of body 
movement. 


DURABLE—yet lightweight, suit 
weighs only 2 Ibs. 


COLOR—SAFETY YELLOW. 
#1290 


JOHN E. DORSEY CO. 


570 E. FIRST ST. BOSTON 27, MASSACHUSETTS 
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cerned through the normal avenue 
of the senses. 

Nevertheless, when an industry 
makes itself aware of the causes 
and effects of an occupational dis- 
ease and attempts seriously to con- 
trol or eliminate these causes, it 
thereby reduces to a minimum em- 
ployee complaints and problems. 


Related Manufacturing Problems. 
New chemical compounds are now 
being introduced into _ industrial 
processes and operations at the rate 
of approximately 4,000 a year. Of 
course, new problems of occupa- 
tional risks are growing proportion- 
ately. In the modern industrial plant, 
many production employees come 
into direct contact with a wide va- 
riety of irritating materials and sub- 
stances. Under certain conditions, 
these may cause serious occupation- 
al illnesses. 


Some of these irritants may be 
essential to the production process 
itself: a solvent used in the removal 
of grease or oil, an alkali used for 
cleaning metal parts, or a paint or 
lacquer coating the finished product. 
Other irritants may simply be a by- 
product of the production process. 
Their presence may be overlooked 
and their harmful toxic properties 
not appreciated. In this latter cate- 
gory are toxic dusts, gases, and 
fumes. Whether an employee comes 
in direct surface contact with such 
an irritant or merely breathes air 
contaminated by such a material, 
harmful occupational disorders may 
result. 


As an example of this, I can de- 
scribe a problem which The Boeing 
Company experienced in the exteri- 
or painting of its airplanes. An 
epoxy resin paint formula was to 
be used, a formula containing an 
amine hardener. Robbins? cautioned 
that the spraying of such a formula 
would probably greatly increase 
skin and inhalation exposure. To 
reduce such exposure to an abso- 
lute minimum, a_ well-ventilated 
paintshop, in a separate building 
isolated from the main production 
area, was (and still is) utilized. 

The engineering control of an 
epoxy resin operation is described 
in considerable detail by W. H. 
Kingsley!® of the Sandia Corpora- 
tion, Albuquerque, N.M. 

An instrument company” recent- 
ly began using a powerful epoxy 
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GET YOUR FREE COPY 
of Bethlehem’s Wire Rope Slings and Fittings Catalog 


This 150 page ¢ atalog on wire rope slings and fittings is chock-full 150 pages 
of useful information. It’s designed to make it easy for you to 


standard slings, rated capacities, 


select the right sling for each job. 
The various types of slings are described in detail. Rated dimensions, end fittings a 


capacities and dimensional data on end fittings are listed in how to lubricate properly. 

tabular form. One section contains helpful tips on sling lubrica- ‘ 

tion, seizing and cutting wire rope ends, and how to apply wire 

rope clips. There are also suggestions on how to order a sling. PUBLICATIONS DEPARTMENT 
Whatever your lifting problems may be, Bethlehem has a BETHLEHEM STEEL COMPANY 

t mail the coupon for your copy BETHLEHEM, PA. 


wire rope sling to do the job. Just 


of this handy reference catalog 
Dear Sirs: 


Please send me Catalog 368, “Purple Strand Slings 


, 


EHEM STEEL COMPANY, Bethlehem, Pa. 
and Fittings.’ 


Bethlehe Steel Export Corporation 
Vame 


Rg ET al L s 4 — «i perHleHey Firm 


STEEL 


STEEL Address Z 











ee ee ee EE SE Se ct seme sumer aun anew ff 
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resin glue to weld component parts 
together. Employees who handled 
the glue, moments before it had 
dried, suddenly broke out with 
rashes and burns on their hands and 
about their eyes. Stromberg-Carlson 
employees, on the other hand, using 
the same type glue, experienced no 
adverse effects. For one reason, 
their hands never came in direct 
contact with the glue itself, instru- 
ments having been designed for this 
purpose. They were further protec- 
ted by suitable ventilation hoods 
and even with wash basins, conven- 
iently located adjacent to each em- 
ployee’s work area, The toxicology 


Yalile weighs of epoxy resins is discussed by C. 


2700 pounds H. Hine, et al.!! 


It is known that the inhalation 


it SAFETY of two of the newer boron rocket 
anc ECONOMY fuel compounds produces adverse 


effects: coughs, a tightness in the 

Write for ; . ‘ 

VAC-U-MATION SHEET LIFTERS shorten man-hours, NEW chest, chills, headaches, and possi- 

cut handling costs, pay for themselves F-A-S-T. Catalog! ble nausea, as well as dizziness and 
Models available from manuvally-operated units to s ‘ , : 

completely automatic models with capacities for “g drowsiness. Such inhalation, if un- 

handling up to 2,000 Ibs. controlled, could produce serious 

4582 we results. Yevich discusses at length 

Py VAC-U-MATION DIVISION [une the question of toxicity of boron 


Roventwon Sa. ee oxide.'2 In their effort to deter- 
mine an efficient and economical 
way of removing boron oxide, W. 
H. Williamson and M. F. Clay have 
evaluated several systems of treat- 
ing boron fuel exhaust gases.!4 
Noticeable concentrations of car- 
bon monoxide, exceeding 0.01 per 
cent by volume, will cause head- 
aches and possible nausea _ if 
breathed for a sufficiently long time, 
say, eight hours. 
Questions about the effects of 
microwaves, used in radar units and 
other military devices, have raised 
considerable interest. No known 
deaths or serious injuries traceable 
to such waves have been reported 
to date. However, some suspect 
M & M RAIL CLAMP that microwaves do cause bodily 

harm—cataracts of the eyes, for 
gives you positive protection against derailments example. Morgan® believes that re- 
peated exposure to radar waves will 
not lead to bodily disorders, as long 
as proper precautions are observed. 


You can rely on this compact, low cost M & M Rail Clamp to hold 
car wheels fast—even under heavy loads on a grade! This depend- 
able performance reduces danger of costly derailments, runaway 
rt bg injuries to ye peng tag and pe asagetiny Tm Inhaling beryllium compounds 
make it easy to use. Clamp can positioned quickly—no ties, as aE sa bao ae 
blocks or ws fe necessary. Made to fit any rail, new or worn, the CHEER PORMNGIS Pere may pro 
M & M Rail Clamp is available in two sizes: Model A—40-100 lb. . ; 
rail; Model F—110-174 lb. rail. Write for further details and prices. characterized by fever, chills, pain- 

ful coughs, and excessive perspira- 


SAFETY FIRST SUPPLY COMPANY tion. C. L. Lindeken and Meadors 


4265 Magee St., Pittsburgh 19, Pa. have developed an effective hood 
Branches at Cleveland, O., Toledo, O., and Charleston, W.Va. enclosure, designed for application 


duce berylliosis, a lung condition 
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MORE SAFETY— 6 
BUY Hy 
od 


Open construction design allows the “Bally-Hi’’—a two-stage 
ladder mounted on a wheeled frame—to move between and over 
obstacles such as machines, furniture or rows of seats—where 
ordinary ladders can’t go. Collapsible outriggers add extra stability 
... prevent tipping over. It reaches heights to 25 ft. . . . anchors to 
floor firmly. And it’s so compact, it goes through average size 
doorways. 

The “Bally-Hi” ladder is loaded with extra safety and comfort 
features. Ladder guard rails, including a collapsible pulpit type at 
the top, help protect the user. A flat step instead of an uncom- 
fortable rung makes working at heights for long periods of time 
much easier. Locking devices hold the ladder even on sloping or 
uneven ground. “‘Bally-Hi’’ may be truck-mounted. 





BALLYMORE “Safety-Step” LADDERS SERVE INDUSTRY — 


WITH OR WITHOUT HANDRAILS = 














When the ladder is collapsed, the overall! height of the 
entire unit is only 77”, permitting the “Bally-Hi" to go 
easily through even ordinary size doorways 


— 


a \\ 


‘ 





p 





t / x v4 : Call your 
: b=} LOCAL DISTRIBUTOR 














For complete details write to 
BALLYMORE COMPANY e WEST CHESTER 17. PA. 


"a BALLYMORE 


EQUIPMENT FOR WORKING 
Safely ABOVE FLOOR LEVEL 
































3 
WORK PLATFORMS 











ACCESS LIFTS 
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to a wide variety of low-hazard 
beryllium operations.® J. M. De- 
Nardi describes some long-term ex- 
periences with beryllium disease.!4 
How an Engineer Solves Environ- 
mental Health Problems. To pro- 
tect workers from occupational dis- 
eases is the dedicated work not only 
of the physician, whose role is piv- 
otal, but also of the engineer. It is 
the engineer who discovers and 
evaluates the causes of industrial 
environmental hazards, and who 
y then prescribes appropriate methods 

by America’s gs C2 Ce a for their control or elimination. 
ap ty oA 1903 cS . a _ iy Z Finding the solution to environ- 
© Wap quality % tnd 4 7 mental health problems is actually 
heavy duty live rubber Z > A not a great mystery nor does it re- 
* Choice of 6 smart decorator colors < ~ quire superior knowledge. It does 
© tow eset \ og ; require common sense and a well- 


Today’s most popular rubber runner! / Legg . 
Seine dine at Whe aiden ue Be consi \ rounded familiarity with the physi- 
dors and aisles. Prevents tracking through- cal and psychological factors in- 
out the building. Protects carpeting and volved. 

floors . . . cuts down maintenance time, >> i pa an ae” eer eee 
labor and expense. Anti-slip action pre- f Write for Here are details of each of these 
vents accidents. Ultra-attractive design. . Igth. ume diedienes four steps: 


CROSS-RIB RUNNER Exclusivel Wear-Proof mats 
Same top quality live feature patented ‘‘V"’ rib 
PE og Sag mom ele design. Dirt is scraped off 
design. Available in shoes by heavy duty blades 
36 and 48 inch with ‘‘windshield wiper’’ ac- 
widths—up to tion — Dirt falls into slots, 

60 ft. Igths. easily cleaned out later. 


WEAR PROOF MAT co. 2156 W. Fulton St., Chicago 17, III 


SAFER HANDLING 


of INDUSTRIAL LIQUIDS! 


Eliminate in-plant accidents 
caused by slick floors and 
spilled inflammables! This 
TOKHEIM Hand Pump, for 
use on drums or skid-tanks, 
has 8’ hose—or spout outlet 
—prevents dangerous, waste- 
ful slopping of oils and many 
other liquids. Speeds produc- 
tion. Pumps 20 gallons per 
100 strokes. Ask your dealer, 
your Tokheim representative 


or write for list of liquids. Recognition. The existence of a 
potentially hazardous compound, 

TOKHEIM product, or condition in the indus- 

yarn trial environment must, first of all, 

be clearly established. It is the en- 
gineer’s responsibility to create and 
General Products Division maintain a working environment 

TOKHEIM CORPORATION conducive to good physical and 

1670 Wabash Avenue Fort Wayne 1, Ind. mental health. He must familiarize 
Subsidiaries: GenPro Inc., Shelbyville, Indiana; Tokheim of Canada, Ltd., himself with working conditions and 
Toronto, Ontario; Tokheim international, A. G., Lucerne, Switzerland production processes, for only in 


HAND PUMPS 
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ATLAS SAFE-GUARD 





AS Bulletins 5308-R and 
’ 5886 give tables of safe 
loads for slings and other 


\ useful information. Write for 
your free copy today. 


oie a tes §6GIVES YOU SAFEST, EASIEST SERVICE? 
ond econo m colly it! Whatever it is, Macwhyte makes it. The right Macwhyte is among hundreds of sizes 


slings. without 


charge. Write to reserve it and types designed for lightness, flexibility, and easy handling. Standard body styles 
for your showing. include Atlas round-braided, Drew flat-braided, and Safe-Guard cable-laid. Special 
slings will be designed for your unusual load-handling conditions. 


You can rely on Macwhyte distributors to give you the best wire rope and slings. 


"THE Rich ‘WIRE ROPE 
macwnrrr MACWHYTE COMPANY 
22300 FOURTEENTH AVENUE, KENOSHA, WISCONSIN 


Reon OP Wire Rope Manufacturing Specialists Since 1896 
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NOW! 


you get an 


800 watt 


115V-AC 
generator 


on the new MoPeCo 
Model PE-G 800 
Ventilating Heater 


There’s power aplenty in the new MoPeCo generator to provide AC 
current for high level warning light, area floodlight, electric soldering 
iron, electric propane bottle warmer and illumination in the manhole 
area itself. MoPeCo’s new model PE-G 800 combines the year round 
use of a propane operated ventilating heater with a V-belt driven AC 
generator of increased output. A constant supply of fresh safe forced 
air, heated fresh air when desired, ventilates the manhole. Four electrical 
outlets furnish a constant source of AC power—all in a single portable 
unit. High level flasher is new from MoPeCo, too, for additional safety 
in illuminating entire work area. 


Write for new 4-color brochure showing 
details, principle of operation and MoPeCo accessories. 


Write or Call 


MORRISON-PELSUE CO. 
Bannock Street « Denver 23, Colorado « RAce 2-2834 
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this way can he hope to gain the 
experience and knowledge from 
which environmental improvements 
can be expected. 

Background Data. Thus, the im- 
portance for the engineer of well- 
documented and comprehensive 
background and research data. Ac- 
quired either by personal experi- 
ence, or from authoritative profes- 
sional journals, or from laboratory 
experimentation, the engineer’s re- 
search information is indispensable. 
From it will come clues to the an- 
swers of questions which perplex 
and trouble him, and also eventual- 
ly from it will come benefits to em- 
ployees and to industry at large. 


Evaluation (Environmental Sur- 
veys). In the preliminary qualitative 
survey, a listing of potential job 
hazards would include: 


1. Exposure to excessive concentrations 
of toxic chemicals, in the form of 
liquids, dusts, fumes, mists, gases, 
or vapors which may result in seri- 
ous chronic or acute illnesses. 


Exposure to high, low, or rapidly 
changing temperature. 


Inadequate provision for good gen- 
eral or local exhaust ventilation— 
(confined spaces, drafts, dead-air 
spaces). 


Exposure to excessive humidity 
(dampness ). 


Exposure to harmful amounts of 
physical energy: for example, elec- 
tromagnetic, ionizing radiations; in- 
frared, ultraviolet, roentgen rays; 
radium emanation, or microwave. 


Exposure to excessive noise, ultra- 
sonics, or vibration. 


Inadequate illumination, glare, or 
reflection 


Poor housekeeping — preventive 
maintenance. 


Abnormalities of air pressure 


Ergonomic—such as repetitive mo- 
tion, body position in relation to 
task, unnecessary fatigue, acceler- 
ated work pace, pressure, worry, or 
shock. 


Harmful material handling methods 

-contact with toxic or irritating 
chemicals or improper labeling and 
identification. 


Lack of selective job placement for 
physically disabled employees. 


Inadequate sanitary, washing and 
locker facilities. 


Unavailability and poor maintenance 
of protective equipment, clothing, 
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is what counts in fighting fire in flammable liquids 


When fire breaks out, can you be sure that your foam liquids will Why this superiority? Because National Foam is the only company 
produce foam like this... stable, adhesive, heat-resistant, yet in the fire protection field that manufactures its own foam 
still free-flowing? liquids ... the only. company able to coordinate improvements 
You can be sure if you use Aer-O-Foam Liquids. Regardless of in liquid formulae with progress in foam devices 

storage time, they perform with peak efficiency. 


National Foam System, Inc. 


ester, Pa 
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Fill in and mail the Coupon below so we can rush you 
yout FREE box ot Kimwipes disposable wipers! Try 
Kimwipes in your OWN plant! Discover the cost sav- 

ings you can make by replacing cloth wipers. And then 
visualize the contributions ot Kimwipes to over-all 
\oyee well-being. 


plant satety and emp 


Ued- 


DISPOSABLE A WIPERS 


Kimwipes are available, too, in handy 5” x 

gy,” size for wiping goggles at safety 
stations. Packed 240 to a carton, these 
sott, Strong wipers pop up just like Kleenex 
tissues for handy dispensing. 


Super-sanitary Kimwipes reduce skin in- 


fections often caused by unclean rags Of 
cloths. They reduce frequency ot small 
cuts and scratches due to imbedded 
metal in \aundered oF re-used rags: Kim- 
wipes eliminate the hazard ot fingers be- 
ing drawn into moving machinery—they 
will tear with a strong pull—whereas cloth 
rags May pull hands into equipment. 





Chip aud mail thio COW today | 


Kimberly-Clark Corporation Department Number SN-101 Neenah 
| eenz Wis 


"ae send me my FREE package of: 
a oo disposable wipers, Type 1300 (12” x 17%” 
imwipes goggle wipers, Type 900-S (5” x 8%") ¢ 
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respirators, or ear muffs and plugs. 


other conditions which might 
affect the health, morale, 
welfare, efficiency or well-being of 
the worker 


15. Any 
adversely 


Preliminary surveys are merely 
spot-check inventories made for the 
purpose of acquainting the engineer 
with manufacturing processes and 
Such surveys aid the 
selecting critical areas 
further quantitative 
study. They enable him also to 
review these critical areas in rela- 
tion to existing laws and regulations, 
and to insure compliance with these 
laws 

The quantitative investigation, 
which follows logically and neces- 
sarily upon the preliminary survey, 
is meant to provide the engineer 
with the answers to two fundamen- 
tal questions: First, how serious is 
the hazard and how extensive the 
exposure? and second, what must 
be done to correct it? Here the en- 
gineer must bring into play the sum 
total of his professional training and 
personal experience. His investiga- 
tion, if it is thorough and wel! made, 
will that the engineer: 


operations. 
engineer in 


which require 


require 
Examine all aspects of the work 
environment, operations, and proc- 
He will need to know the 
nature of the work done, materials 
ind equipment used, resulting prod- 


by-products, number and 
employees, hours of work. 


esses 


ucts and 
sex ol 
magni- 
extent of exposure. To do 
engineer will those 
and instruments best suited 
Atmospheric 
from lo- 
cations previously chosen during 
the preliminary survey. Materials 
associated with the work processes 
and 


Determine and measure the 
tude or 
this, the select 
methods 
for such measurements 
will be 


samples collected 


will be studied tested 


Study the roles that vibration, noise, 


ind illumination levels may play 


in the work environment 


Test the efficiency of existing venti- 


lating systems 


all plans and specifications 
buildings and of proposed 
changes in existing buildings to in- 
protection 


Re viewn 
of new 
sure built-in 


the causes of dermatitis re- 
chemical or other ir- 


{nalyze 
sulting 
ritants 


from 


use of 
devices 


encourage the 
material-handling 


Identify and 


better 


Consult with plant 
gineering and medical 
and other staff members 


problems and to propose 


manager, en- 
personnel, 
to review 
solutions. 


Of course, no 
quantitative 


Action. 
survey or 


Corrective 
engineering 
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Seiberlinc 


INDUSTRIAL 


GLOVES 





EXCLUSIVE 


PATENTED 


FIRMGRIP 


cue eNTO 
" AND PA 


FINGERS 
LM 


Longer wear in every pair! Available 


in various sizes, gauges, 


lengths, 


colors and surface finishes. Natural 
rubber or genuine Dupont neoprene 


latex. 
comfort, better fit. 





SEND FOR 
CATALOG 
NO. G-6 

of complete 
glove line 








Contoured fingers for 


more 


FREE 
TEST OFFER! 


Write us on your 
firm’s letterhead 
for sample gloves 
for test pur- 
poses. 


SEIBERLING LATEX PRODUCTS, New Bremen, Ohio 





Popular 
Model WC-7 
“HEAD 
SNUGGER” 


This standard model 
has met most every 
requirement. Full 
coverage style, com- 
plete with ear flaps, 
slide 
buckle and fasteners 
to hold hard hat. 
Tops in warmth, com- 
fort and safety. 


adjustable 


Kennedy “HEAD 


. . . for real Winter Comfort, 


essential for outdoor 


SNUGGERS” 


workmen! 


. Special Models for Linemen 





Kennedy “HEAD SNUGGERS" as 


liners under 


HATS provide necessary protection against cold, wintery blasts. 
Sturdy SANFORIZED Materials and lockstitch construction, allow 


repeated laundering and long us 
price. 
HEAD SNUGGERS fit all popular 


age. No better liners at any 


makes of safety hats. 





— 


complete information. 





No. 0-30 Thirty Below 
“HEAD SNUGGER”’ 


For extreme cold and ex- 
posure. Extra coverage of 
face, chin and neck, extend- 
ing down into jacket collar. 
Elastic chin strap. Light 
weight, water repellent and 
flexible. Thermal foam in- 
ner lining—air cell insula- 
tion principle. Also flannel 
lined to absorb perspiration. 
The ideal “HEAD SNUG- 
GER" for the most severe 
weather. Seven more styles 


availabie, including new “EL” models for linemen with 
molded nylon KLIKON buttons—No metal parts. Write for 





KENNEDY-INGALLS, INC. 
3735 NORTH 35TH ST., MILWAUKEE 16, WISCONSIN 
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SAFETY HARD 
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investigation will have any value un- 


, less the final and most important 
CMU, step of this entire process is taken. 
To have discovered critical hazard- 


ous areas and to have measured the 
SAFETY CANS degree of damaging exposure is ex- 
= cellent but, then, to do nothing 
feel more, is foolhardy. Hence, the im- 
portance and significance of correc- 

Th rov way to handle fl : Thie ; 
oe ed safe yt dle ammable tive action. This is the task of the 

liquids « Listed by Underwriters engineer 

Laboratories * Approved by Factory Who, after all, is in a better posi- 
Mutual « Uncommonly rugged for hard use tion to recommend corrective ac- 
e “The Complete Line’ tion? His knowledge, experience, 
and the results of his surveys and 
TREEERELEEREEPEE EEE investigations place the engineer in 
STYLE II )—~ a most favorable position to offer 

: ) >mbe ' management 2 
FILLER- to members of management and 


\ 


DISPENSER CAN —_s fellow staff personnel recommenda- 


STYLE | 
STORAGE CAN 
1 qt., 2 qt., 1 gal. sizes with 
trigger-grip handle . . . 2% 
gal., 5 gal. sizes with free- 
swing handle . . . valve oper- 
ated by handle gives positive 
pouring control... no waste, 
no splash, no spill .. . strong 
quality construction, 
ORDER FROM 
YOUR SUPPLIER 


2% gal., 5 gal. sizes with } s tions possessing genuine merit. 
free-swing handle... flexible ‘ \ These recommendations moreover, 
spout for easy pouring... — : \ . = “25 — ad ' 
body end treed each sane. Te will be offered by the engineer who 
less drawn from heavy 24- appreciates the importance of realis- 
gauge steel . . . steel hoop . tic, practical, and economically 
reinforces bottom .. . fire leasihbie oe ’ eS RE: 
screens in pour spout and a _ feasible measures of improvement. 
filler opening for double fire Corrective procedures, aimed at 
poreeee. the control or elimination of haz- 

Write for free catalog ards, might be listed as follows: 
showing Complete Eagle Line 


1. Isolation or enclosure of a work 
MANUFACTURING Co. Wellsburg, W.Va. process to minimize employee ex- 
Serving Industry Since 1894 posure. 


. Substitution of a less hazardous ma- 
terial 











Installation of general or local 
‘ial ventilation systems to assure safe 
DANGER and clean atmospheric conditions. 

Application of wet methods to al- 


| > 

en ge HIGH THINK | lay the emission of dust particles 

into the atmosphere; for example, 

MACHINE VOLTAGE | rock drilling, quarrying, mining, 
KEEP THIS 


material handling, and transporta- 


PASSAGEWAY | re 


Reduction of exposure to radian 
energy by shielding, time limitation, 
and/or physical separation. 


f° \ Insistence upon good housekeeping 

B E methods. 
CAREFUL Provision for sanitary working con- 
KEEP THIS PLACE Have ‘round the clock pro- ditions. This will include proper 
CLEAN AND ORDERLY tection with READY-MADE waste disposal, adequate washing, 
— — Safety Signs! Thousands of toilet, locker and rest room facili- 
proven safety wordings to ties, potable drinking water and 
warn workers. suitable eating facilities, appropriate 


CAUTION control of insects and rodents, and 

protective clothing and devices. 
NOTICE HARD HAT Perhaps some additional details 
SAFETY GLASSES AREA about these fundamental engineer- 
REQUIRED ing procedures are in order here. 
IN THIS AREA Send for NEW The isolation or enclosure of dust 
4-color catalog or other contaminant-producing op- 
today' erations is really a most effective 
SIGNS Ready Made SIGN Co. INC means of control or prevention. This 
FOR v , F method of control, moreover, finds 

115 WORTH STREET, 


SAFETY Dept. NS-10, EW YORK 13.N. Y widespread application in the con- 
cate trol of excessive noise and also in 
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EMERGENCY- UTILITY BARRICADE 


Here's a lightweight, completely collapsible bar- 
ricade designed to handle traffic direction in any 
emergency situation. The GATOR GUARD can be 
instantly erected to direct pedestrian or automo- 
tive traffic around sites of emergency. In addition, 
it can be used indoors to direct foot traffic in 
hospitals, office buildings, theatres or other build- 
ings away from areas where repairs or painting, 


cleaning or other activities are being conducted. 


The GATOR GUARD is constructed from sturdy 
all-steel rods. Fasteners, rivets, end plates and all 
moving parts are zinc plated to resist rust and 
corrosion. The GATOR GUARD comes complete 
with all components assembled for daytime use. 
Flashing lights can be added simply by attaching 
them in the brackets provided. 


The GATOR GUARD is the most stable unit of its 
kind on the market. Its legs spread and lock re- 
gardless of the extent of expansion of the scissor- 
ing section. One very simple step puts it immedi- 


ately into operation. 


ee ee ee ee 


DEPT. NSN-61C-2 

| am interested in further information on the GATOR GUARD. 
Please send me literature and the name of nearest GATOR GUARD 
Distributor 


Name 
Street Address 
City Zone No. 


State 


hs em ce a am ab Ge om oe oe ee 


GATOR GUARD LIGHTS AND FLAG OPTIONAL. 


SPECIFICATIONS: 

Materials: All steel construction plus rubber non-scar 
leg caps. 

Length extended: 9 feet 7 inches maximum. 

Length collapsed: 11% inches. 

Height: 39% inches. 

Width with legs extended: 25 inches. 

Width with legs collapsed: 2% inches. 

Package dimensions: 40” long, 12%” wide, 

and 3” deep. 

Weight: 22 pounds complete with package. 

Fasteners: Zinc plated, shakeproof. 

Leg locks: Automatic, spring loaded. 


ACCESSORIES: 
1. Red Bunting flags, 12”x13” with %&” wooden staff. 
2. Red Bunting flag with Y%4” metal staff. 


Peterson Bros., Inc. 


Home Offices: 
1925 East Beaver Street, Box 51 Station G 


Jacksonville 6, Florida 
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7 
/“| needa ‘\ 

good film | 
4.on safety...”7 


~ ff 


nc eee 


Whatever your safety-film need—a film on first aid, on house- 
keeping, on atomic energy, on driver attitudes, on bicycles and 
scooters—you'll probably find it answered in the 


1961 NATIONAL DIRECTORY 
OF SAFETY FILMS 


... for this 56 page, file-size catalog lists and describes more than 
1100 motion pictures, film strips, TV spots and clips on 94 distinct 
accident prevention subjects including fire prevention, first aid 
and civil defense. And, a special 6 page sec- 
tion tells where each film may be quickly 


obtained. You'll be using safety films during DP) 


the coming months... spare yourself time 

; é ; é 1961 
and trouble by having a copy of the Directory EEE 
on your desk. Use the order form below. OF SAFETY FILMS 


Send to: 


NATIONAL SAFETY COUNCIL 
425 N. Michigan Ave., Chicago 11, Illinois 


National Directory of Safety Films (029.10) 
2to9 10-99 100-499 
price each $2.50 $1.90 $1.50 $1.20 $1.00 


Prices subject to 10% discount to National Safety Council Members. 


Send__________copies to a 
NAME_ nom 





ORGANIZATION 
ADDRESS. 


CITY _____zone__state 











[] Bill me [] Bill firm [_] Amount enclosed 





the radiation-protection field, where 
remote control manipulative de- 
vices are used extensively. 


The substitution of nontoxic ma- 
terials, when no interference will 
affect the work process or quality of 
the product, is another excellent 
procedure to follow. Many practi- 
cal problems dealing with atmos- 
pheric contamination can be solved 
by this means. A typical example 
of such substitution techniques is 
the use of steel shot to replace silica 
sand in sandblasting operations. 


Respiratory protective devices, ei- 
ther supplied-air or air-purifier types, 
are used effectively on such inter- 
mittent operations as_ chipping, 
grinding, polishing, abrasive blast- 
ing, and welding. However, respira- 
tory protection should not be used 
as a substitute for other more ef- 
ficient methods. This is especially 
true where operations are contin- 
uous or when the required wearing 
time is excessive. The U.S. Bureau 
of Mines, Department of Interior, 
Washington, D. C., publishes and 
makes available a list of approved 
respirators which have been tested 
against various types of air con- 
taminants. Copies of this list are 
available upon request. 

In this connection, may I enlarge 
upon the need for efficient local 
and general ventilation systems? A 
local ventilation system consists of 
hoods or enclosures, air branch 
ducts, main headers, control damp- 
ers, collectors, and fans—whichever 
device best suits the local problem. 
Wet methods, although limited to 
specific operations (grinding, dril- 
ling, and sweeping) are most effec- 
tive when properly applied. The 
judicious use of water or other wet- 
ting agents in connection with dust- 
producing operations has been found 
to be generally effective. 

The purpose of general ventila- 
tion is, of course, to dilute air con- 
taminants with fresh tempered air. 
This will allow the employee to 
breathe air in which the contami- 
nant level has been reduced to safe 
limits. Although general ventilation 
at the source is considered far su- 
perior to dilution, much good can 
be derived by the intelligent use of 
windows, doors, roofs, ventilators, 
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fans, chimney stacks, and ejectors. 


Good Housekeeping. The signifi- 
cance of good housekeeping and 
plant maintenance, as means of pre- 
venting or controlling occupational 
diseases, must not be minimized. 
As a matter of fact, better results 
may be expected per dollar invested 
from good housekeeping methods 
than from any other preventive pro- 
cedure. The intrinsic value of elabo- 
rate ventilation systems is often 
negated by faulty housekeeping and 
maintenance programs. This is evi- 
denced frequently by badly clogged 
or dented duct work, collapsed 
hoods, fan belt slippage, and col- 
lector bags which are loose or torn 
completely from their mountings. 


Abnormal air currents, shock and 
vibration, and routine activity with- 
in a factory environment will dis- 
lodge and disperse dust particles in 
the air. Thus ledges, floors, ma- 
chines, overhead structures, and all 
horizontal projections should be 
cleaned thoroughly and frequently. 
Vacuum systems should be used 
where practical; wet methods where 
these are practical. As an added pre- 
caution, vacuum-cleaned surfaces 
may also occasionally be _ wet- 
cleaned if factory conditions appear 
to warrant it. 

Good housekeeping implies over- 
all cleanliness and requires the co- 
operation and effort of all employ- 
ees. Thus, company communication 
programs should aim at making all 
employees aware of the advantages 
of good housekeeping and plant 
maintenance procedures. Not only 
should the employee know why a 
preventive action is necessary, but 
also how it can be accomplished 
through his cooperation. 

Courts of law, hearing boards, 
workmen’s compensation commis- 
sions, regulatory agencies, and le- 
gally-appointed investigative bodies 
sometimes require the expert testi- 
mony which only the engineer can 
provide. The engineer, therefore, 
should familiarize himself with all 
the factors of his work to present 
himself and his profession in a fav- 
orable light. 


Summary and Conclusion. The 
health, welfare, safety and efficiency 
of the employee is of primary im- 
portance to industry and to the 
community at large. It is the en- 
gineer’s mission to see to it that 
they are protected. The engineer 
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compensation costs @ _— TOU ist because of work injuries 
work accidents MO 62° onditions in work accidents 
source of a injuries e accident totals 
unsafe acts ¢ * 15 ijuries, ten year period e 


injury rates ¢ 7 Motor vehicle accidents 


circumstances QOZ2e* ent rates by hour of day 


fatal accidents . ere e trends in death rates 
eldamele[-Melael') >) Zoo" crs , ‘arm resident accidents 
principal type in ae ; ” ccidental farm injuries 
home accidents e a 126 al e school age accidents 
accident types by ~ QOS hool bus accidents e 


student accidents b location and activity 


the number one source of information and 
statistics in every field of safety! 


NEW 19671 edition 


accident facts 


Want to be sure your plant program covers all the major accident po- 
tentials? Accident Facts tells you what they are — in each industry! Giving 
a speech on traffic accident problems? Accident Facts provides accurate 
statistics to lend impressive weight to your words! Whatever your needs, 
whatever your field — industry, traffic, home, farm, school — you can 
look to this 96 page National Safety Council booklet as your prime 
source of information, facts and figures on accident rates, causes, what's, 
why's, when's and how's! 


The new, 1961 edition is now available. Use the coupon below to order 
the copies you need. Send to: 


National Safety Council, 425 N. Michigan Ave., Chicago 11, Ill. 


Accident Facts, 1961 edition (021.61) 


1 2-9 10-99 100 
price each $1.85 $1.50 $1.35 $1.25 


prices subject to 10% discount to National Safety Council members. 


send________ copies of ACCIDENT FACTS to 


ee 





COMPANY 


ADDRESS. 





CITY ZONE__STATE__ 
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responsible for occupational risk 
he 3 Ww ! °o xX Y * L Y F E prevention is therefore, more than 
an engineer in the narrow sense of 
Portable Oxygen Inhalators the word. He is also a public serv- 
~ ant, dedicated to the task of pre- 
serving employees’ health and pro- 
ductivity. For these reasons, modern 
industrial society cannot very well 
progress without the contribution of 

the occupational risk engineer. 
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Extremely lightweight and easy to use, these compact . Rothman, S. C., Constructive Uses 
units are offered in five models with durations vary- 
ing from 30 minutes to 24 hours. Cylinders are 
available in three different sizes and the new face , abd s Saw Cellaains Dias 
mask has been designed for greater comfort. OXY- (Merriam-Webster), G. & C. Mer- 
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What are the hard-headed facts 
about hiring the handicapped ? 


Leonard Goodson (right), 


This answer may surprise you... 


_ Wausau Story 


by FLETCHER C. WALLER 


Vice President, Organization and Personnel, Bell & Howell Company 


“As individuals, we 

are free to give the 

handicapped all the 
help they so justly deserve. As busi- 
nessmen, we have to think about 
it twice. 

‘*A business cannot exist and 
employ people unless it produces a 
profit. Our competitive American 
system requires all employees to 
contribute fully to this profit-mak- 
ing goal. 

“Then what can a business do 
about hiring the handicapped? 

‘*At the Photo Products Division 


of Bell & Howell 5% of our people 
are physically handicapped. They 
are here because of their abilities, 
not their disabilities. They are 
qualified for the jobs they do. They 
receive the full pay scale for their 
particular jobs because they carry 
their full share of the work. They 
are assets to our company, produc- 
tive and reliable. 

“‘What about accidents? Employ- 
ers Mutuals of Wausau, our Work- 
men’s Compensation insurance 
carrier here, has had 50 years of 
experience in accident prevention. 


Employers Mutuals of Wausau 


PIONEER UNDERWRITER OF WORKMEN'S COMPENSATION INSURANCE IN AMERICA 
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a polio victim, is one of more than 150 handicapped workers employed at Bell & 


A curvature of the spine does 
not impair Stuart Macnider’s 
efficiency as Chief Engineer of 
Bell & Howell’s Quality Assur- 
ance Department. Here he 
visits with Mr. Waller (center) 
and William Dugan, Employers 
Mutuals’ Safety Engineer. 


¥ Howell. 


They report handicapped indi- 
viduals, properly placed in their 
jobs, are less accident prone than 
other workers. Accidents are caused 
by carelessness, not handicaps. 

“These facts show why we hire 
the handicapped... and why the 
handicapped worker has a place at 
Bell & Howell.” 


Mr. Waller’s facts are reconfirmed by our 
50 years of experience in the rehabilitation 
and employment of injured and handi- 
capped employees. Employers Mutuals of 
Wausau is one of the largest and most 
experienced underwriters in the field of 
workmen’s compensation. 

PROUD AND TALL, a TV film about 
rehabilitating a blinded worker, was pro- 
duced this year by Employers Mutuals 
for the President’s Committee on Employ- 
ment of the Physically Handicapped. 
Direct your requests for this film to your 
state Governor’s Committee on Employ- 
ment of the Physically Handicapped. 


FOR 50 YEARS 


‘ do 
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BOUTON 
(PY abe 


SPECTACLES 


5900 MOLDED PLASTIC 


New, stronger eye-wires give 

Bouton Spectacles extra 

strength and extra safety. 

Pantoscopic vision is provided by the Bouton 
design which brings the lower 

= edge of the lens close to the 

cheek for better eye protection 
and establishes the proper 
angle for greater eye comfort. 

New, “Screwloc” hinge prevents 

screw from loosening. Any standard 

optical screw fits this patented 

hinge; no special tools or acces- 

sories are required. 

Bouton 5900 molded plastic spec- 

tacles are availabie in a complete 

range of eye sizes, bridge sizes and 

styles, temple sizes and styles; also 

a choice of frame and lens colors. 

Side shields of three types are 

available: full, semi or wire. 


6900 PLASTIC SHEET STOCK 


Mahogany or Pink 

Especially de- 

signed for hard- 

ened prescription 

lenses, the mod- 

ern styling of 
these frames wins immediate worker accep- 
tance. Frames are available in a full range 
of eye, bridge and temple sizes. 


7900 TWO-TONE PLASTIC 
Black on Crystal 
in-plant or out, 
this “executive’’ 
\ } type spectacie 
~—” ‘frame is as hand- 
some as anyone 
could ask. It marks the man from the ‘‘front 
office’’ and provides him a good-looking 
frame for hardened prescription lenses, 
safety lenses or regular RX lenses. 


a 





(4 Goggle For Every Industrial and Sport weet 


Barbe Goggle Softsides Welder Gas a Welding 
Goggl: le 








<P Goggle 
Vent Goggle ores pe 


Write for our new catalog showing 
the complete line of Bouton Eye 
Safety Equipment. 


3 H. L. BOUTON COMPANY 
Buzzards Bay, Massachusetts 
Established in 1943 








Explosions 
— From page 27 


Suppressors may be easily rup- heat is used up in converting the 
tured hemispherical containers or liquid to vapor. Then the vapor 
high-rate discharge bottles. Both acts aS a suppressant mist inhibit- 
contain liquid suppressants. When ing further combustion. 
activated, they dispense the liquid The most common suppressants 
in fine particles moving at speeds used are water and bromochloro- 
up to 600 ft. per second. The liquid methane. As an example of the 
has two functions. It cools the in- quantities of suppressants required, 
cipient explosion to the extent that 5 cc of water or 2 cc of bromo- 





INDUSTRIAL EXPLOSION HAZARDS 





Industry Hazards 
Aircraft and missiles Exotic fuels; fuel test cell facilities 
Agricultural products Grain mills; solvent extraction operations 


Chemical products Complex hydrocarbons; plastics; insecti- 
cides; exotic fuels; ozonides; hydrogen 
peroxide; organic peroxides; and many 
others 


Metalworking Large scale painting and dipping; ovens 
and furnaces; paint drying; new metals 
such as sodium, titanium, zirconium; 
uranium, etc.; dusts of combustible 
metals; large boiler installations (com- 
mon to many industries) 


Paint and varnish Synthetic resins and varnishes 


Petroleum refining Inherent hazard aggravated by new 
production techniques 


Rubber Hazardous monomers used in synthetic 
rubber and latex production 


Pharmaceutical Solvent extraction in antibiotic produc- 
tion; complex molecule production 


Pulp and paper ClO. and HO, bleaching operations; 
wood-flour milling 


Power generation Pulverized coal; boilers 
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FIRE EXTINGUISHER 


A telephone is one of the world’s best fire-fighters. 4 That’s because it’s found almost 


anywhere a fire can start, ready to carry a call for help. % On the opening pages of most 
telephone directories, the numbers of fire and police departments are listed—or space is 
provided for you to list them. #* Dialing direct is fastest. But even when someone doesn’t 
know the correct number to call, the telephone operator is always ready to assist. By simply 


dialing ‘‘Operator,’’ and explaining the emergency, anyone will be connected with help. 
The telephone makes all of us safer. BELL TELEPHONE SYSTEM (a> 
jel 
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STOCK TUBES 


More than 15 Years proved efficiency in noise elimination 


@ Maintain full machine capacity @ For all single and multiple 
mae spindle machines 
© Equally efficient on RD., Hex., @ Easily installed, wear resistant 
square stock, etc. and economical 





Write for Illustrated Circular and Prices 


CORLETT-TURNER CO. 


9143 King Street Franklin Park, Illinois 
*“*BUILDING A REPUTATION ON SERVICE" 











End Car Creeping — End Runaways! 
with ALDON WHEEL CHOCKS 


® Easy and quick to install. 
® No holes to drill. 
® No rail joint interference. 





® No special tools needed. 





ALDON Car Stops are portable, and are easily- 
quickly attached to or removed from rail with only 
a wrench. Used in pairs, they provide maximum safe, 
dependable and sturdy service. Adjustable to all 
rails with maximum leverage clamps. Weight 150 Ibs, 





ALDON Double-Chain Type has two 
chock connnected with strong chain 
welded to each block, thus preventing 
travel in either direction. Handles pro- 
vided. Weight only 10 Ibs. Safe, sure 
and dependable. Finished in mainten- 
ance of way yellow. Hardened Tool Steel 
Spurs for positive gripping of rail. 





ALDON Friction Rail Skates PROTECT Warehouse Doors, 
Cross-Over Bridges, Roads and Walks, and Dead-End Tracks. 
CONTROL Warehouse Door Spotting, Loading Dock Loca- 
tion, Car Puller Runaways, Main Line Drifting. 





Write for free detailed literature 


THE ALDON COMPANY manuracturers 


Dept. NS-10, 3338 Ravenswood Ave., Chicago 13, Ill., GRaceland 2-1828 
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Graph compares normal and suppressed ex- 
plosions. Note early action of suppression. 


chloromethane can suppress an in- 
cipient explosion in a one gal. 
volume. 

Vents are not merely rupture 
discs, but special glass windows 
which are fractured by an explosive 
detonator mounted against their 
outer face. Operation of the detona- 
tor fractures the glass, but the ele- 
vated pressure of the _ incipient 
explosion within insures that frag- 
ments will fly outward away from 
the protected space and process. 

There are two types of swiftly- 
acting isolation valves: butterfly and 
flap. They are held open, against 
heavy spring pressure, by a hollow 
metal link. Operation of an explo- 
sive detonator within the link breaks 

allowing the spring to slam the 
valve closed and hold it there. 

The system has undergone test- 
ing since 1956 at a test center es- 
tablished by the firm near Framing- 
ham, Mass. 

Primary research objective has 
been to investigate the explosion 
characteristics of various explosive 
materials. The important conditions 
of practical explosion problems 
(temperature, pressure, and volume ) 
are duplicated in special explosion 
chambers. High-speed electronic in- 
struments record such information 
as temperature and pressure build- 
up with reference to time, of both 
uninhibited and suppressed blasts. 

Sequential still photographs, ta- 
ken from high-speed motion picture 
studies of actual explosions at the 
test center, give evidence of sup- 
pression effectiveness. Illustrated 
are explosions of stochiometric mix- 
tures (ideal burning conditions) of 
propane, air ignited by an electric 
spark. 
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Library 
From page 190 


Laboratories, Inc., 207 E. Ohio St., 
Chicago 11, Ill. (U. L. 62) 


Hand Tools 

Powder-Actuated Tools. Rev. 
July 1961. 7pp. Association of 
Casualty and Surety Companies, 
Sixty John St., New York 38, N. Y. 
(Special Hazards Bulletin Z-25) 


Mines 
Costs of Mining Under Bolted 


Roof and Timbered Roof in Bitu- 
minous Coal Mines. 1961. 2I1pp. 
Publications Distribution Section, U. 
S. Bureau of Mines, 4800 Forbes 
St., Pittsburgh 13, Pa. (Information 
Circular 8024) 

Helium Production at the Bureau 
of Mines Keyes, Okla., Plant. 1961. 
l6pp. Publications Distribution Sec- 
tion, U. S. Bureau of Mines, 4800 
Forbes St., Pittsburgh 13, Pa. (In- 
formation Circular 8018) 

Proceedings of the Coal Mining 
Institute of America, 1960. 1961. 
221pp. Available from J. M. Lowe, 
Secretary-Treasurer, 813 Miffien 
Ave., Pittsburgh, Pa. $1.50. 

Research on the Hazards As- 
sociated With the Production and 
Handling of Liquid Hydrogen. 1961. 
5Opp. Publications Distribution Sec- 
tion, U. S. Bureau of Mines, 4800 
Forbes St., Pittsburgh 13, Pa. (Re- 
port of Investigations 5707 ) 


Petroleum Industry 

Inspection for Accident Preven- 
tion. 1961. 18pp. American Petro- 
leum Institutes, Div. of Refining, 
1271 Avenue of the Americas, New 
York 20, N. Y. (Chapter XIX— 
Guide for Inspection of Refinery 
Equipment) $1. 

Inspection for Fire Protection. 
1961. 17 pp. American Petroleum 
Institute, Div. of Refining, 1271 
Avenue of the Americas, New York 
20, N. Y. (Chapter XX — Guide 
for Inspection of Refinery Equip- 
ment) $1 


MAGAZINE ARTICLES 


Accidents 
Don’t Let Another Child Become 


a Statistic. Refrigeration Service and 
Contracting. August 1961. p. 44. 
(Chart showing deaths to children 
locked in refrigerators from 1946— 
July 1961.) 

— Turn page 
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The HEAT’S OFF with 
LIBERTY ALL-LEATHER 
HEAT RESISTANT 
GLOVES 


These gloves are not ordinary work gloves, but are made from a 
patented process on soft, flexible leather, impregnated with insu- 
lating and refractory materials. 


They have outworn ordinary work gloves six to eight times on 
many operations. Temperatures from 500 degrees F to 800 
degrees F can be safely handled, depending upon the type of 
glove required. 

Not only do they afford protection to the hands, but many hot 
materials can be handled without tongs or other equipment, thus 
saving both time and money. 


If your dealer cannot supply you, we would be pleased to receive 
your inquiries, 


LIBERTY PROTECTIVE LEATHERS, Inc. 
14-16 FOREST ST. 


GLOVERSVILLE, N.Y. 




















POSSONS PULL-BACK SAFETY DEVICES 
for Punch Presses, Press Brakes, 
Drop Hammers, Embossing Presses 


The press operator wears soft, strong nylon wristbands, 

to which lightweight steel-cored cables are attached. 

The operator feels no pull-back action from the POSSONS 
Safety Device unless he torgets to remove his hands or 

the press repeats. He can work faster with confidence. 

No interference in handling materials. 

Free catalog shows installation on various presses. 


THE POSITIVE SAFETY MANUFACTURING CO. 


4403 Perkins Avenue * Cleveland 3,Ohic * UTah 1-1878 
In Canada: SAFETY SUPPLY COMPANY «+ Toronto, Ontario 
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GET GREA TER SAFETY PROTECTION 


the open steel floor grating 
that is » FIREPROOF + SLIP PROOF 
¢ MAXIMUM STRENGTH « MINIMUM WEIGHT 


NOW...Galvanized Standard Finish at NO EXTRA COST a 
IMPORTANT FEATURES 
& All one piece, net welded, riveted or expanded. ZT worn 
% Open space in excess of 55% of area for easy PLATFORMS 


access of light and air. 
% No extra supports needed — channels are in- ’ 
tegral part of the material. 
* Self cleaning. : FLOORING 


% Cut and installed like lumber by your own 
maintenance force. 


* Low in original cost. 

% For balconies, no extra sprinkler heads needed. 
% Easy to stand on. 

% Cool in summer, warm in winter. 


Ideal for work platforms, stair and ladder 
steps, flooring, balconies, catwalks, machin- 
ery guards, fire escapes and for original 
equipment safety treads. Write for new ' 
cata Og. Distributors in all principal cities. Consult j 

122 yellow pagus in phone book under “GRATING” ae 


PRODUCTS DIVISION | "company 








MEANS GREATER 
DOLLAR 
SAVINGS 


rm ACCIDENT 
BASCO PREVENTION 


FLAME-PROOF 


APRONS and SLEEVES 
Ideal for Welders and Solderers 


BASCO Aprons and Sleeves are light- 
weight and offer positive protection 
against sparks and flames. BASCO Flame- 
Proof Aprons and Sleeves have al! the de- 
sirable features of heavier materials yet 
are lighter and much more comfortable. 


BASCO Aprons and Sleeves are the choice 
of all companies who care about their 
employees. 


Apron stock sizes 30x36”, 30x40” and 
30x44”. 


Sleeve stock sizes 12 to 24” with snap 
fasteners or elastic at wrists. 


Write for complete Price Lists. 
Samples available upon request. 





associated bag / 


& apron co. J 209 West Huron St. Chicago 22, Illinois B A § C 0 


/ Nelephone: CHesapeake 3-1090 
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Aeronautics 

Hangar Lighting Maintenance. 
Business/Commercial Aviation. 
August 1961. pp. 44-45. 


Air Conditioning 

Industrial Heat and Its Control. 
Part II. Robert C. Lemke, Air Engi- 
neering. August 1961. pp. 27-29, 
inside back cover. 
Buildings 

Erection Methods Blamed for 
Collapse. Engineering News-Record. 
Aug. 3, 1961. pp. 22-23. 
Construction 

Fatal Form Collapse Laid to 
Improper Bracing. Engineering 
News-Record. Aug. 10, 1961. pp. 
26-28. 

For Safety’s Sake. Editorial Engi- 
neering News-Record. Aug. 17, 
1961. p. 128. (Dams) 


Dermatitis 

Don’t Get Mechanics Itch— 
Dermatitis. W. Schweisheimer. Mo- 
tor Truck And Coach. July 1961. 
pp. 16-18. 

Electric Utilities 

Casualties Show Substation Haz- 
ards. Alfred L. Dowden. Electrical 
World. Aug. 7, 1961. pp. 29-32, 
76. 

Conductor Repaired on 345-KV 
Live Line With Bare Hands. Elec- 
tric Light and Power. Aug. 15 
1961. pp. 38-39. 

Fire Protection 

Chemical Plant Waste Inciner- 
ator. Charles L. Sercu. Quarterly of 
the National Fire Protection As- 
sociation. July 1961. pp. 90-95. 

Fighting Forest Fires With Aerial 
Tankers. A. J. Kirk. Pulp And Pa- 
per Magazine of Canada. July 1961. 
pp. 146-147, 160. (Woodlands Re- 
view Section) 

On Guard Against Catastrophe. 
Journal of American Insurance. 
August 1961. pp. 14-15. (Com- 
munities made safer by use of Fire 
Prevention Code) 


Foremen 

Uneasy Lies The Head That 
Wears the Crown. Coal Age. July 
1961. pp. 118,120. 
Gases 

Underground Storage of Lique- 
fied Petroleum Gas. A. F. Dyer and 
J. W. Hale. Quarterly of the Na- 
tional Fire Protection Association. 


July 1961. pp. 5-16. 


Health 
Convulsive Disorders in a Work- 
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ing Population. John G. Lione. 
Journal of Occupational Medicine. 
August 1961. pp. 369-373. 


Health Hazards 


Anosmia in Alkaline Battery 
Workers. R. G. Adams and Norman 
Crabtree. British Journal of Indus- 
trial Medicine. July 1961. pp. 216- 
221. 

The Kidney in Lead Poisoning. 
Zdenko Radosevic and others. 
British Journal of Industrial Medi- 
cine. July 1961. pp. 222-230. 

Modern Trends in the Treatment 
of Lead Poisoning. Elston L. Belk- 
nap. Journal of Occupational Medi- 
cine. August 1961. pp. 380-391. 

Trithian Poisoning. C. E. D. 
Hearn. British Journal of Industrial 
Medicine. July 1961. pp. 231-233. 


Hospitals 

Disaster and Its Aftermath. Cor- 
delia Lampe Dennis. The American 
Journal of Nursing. August 1961. 
pp. 74-75. 

ADDRESSES OF 
MAGAZINES LISTED 

Air Engineering, 450 W. Fort St., 
Detroit 26, Mich. 

The American Journal of Nurs- 
ing, 10 Columbus Circle, New York 
, i. ¥. 

British Journal of Industrial 
Medicine, British Medical Associa- 
tion, Tavestock Square W. C. 1, 
London, England. 

Business Commercial Aviation, 
205 E. 42nd St., New York 17, 
N.Y. 

Coal Age, 330 W. 42nd St., New 
York 36, N. Y. 

Electric Light and Power, 22 E. 
Huron, Chicago 11, Illinois. 

Electrical World, 520 N. Mich- 
igan Ave., Chicago 11, Ill. 

Engineering News-Record, Mc- 
Graw-Hill Publishing Co., 330 W. 
42nd St., New York 36, N. Y. 

Journal of American Insurance, 
20 N. Wacker Dr., Chicago 6, Ill. 

Journal of Occupational Medi- 
cine, 28 East Jackson Blvd., Chi- 
cago 4, Iil. 

Motor Truck and Coach, 341 
Church St., Toronto 2, Can. 

NFPA Quarterly, National Fire 
Protection Association, 60 Battery- 
march St., Boston 10, Mass. 

Pulp and Paper Magazine of 
Canada, Gardenville, Quebec, Can. 

Refrigeration Service and Con- 
tracting, 433-435 N. Waller Ave., 
Chicago 44, IIl. 
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~ floor safety 
throughout 
your plant 


the one best answer is... 


ure foor 


NON-SLIP ABRASIVE PAINT 


Accidents cost money... floor safety is cheap with Sure- Foot! 
Believe it or not, Sure-Foot protection for your floors costs less than 
10¢ a square foot for 2 coats—including application. 

Sure-Foot is easy to apply with ordinary paint- 
ing tools. It dries quickly to a non-skid surface 

made up of millions of tiny carbide crystals 
tough, abrasive and long lasting. Sure-Foot 
adheres firmly to wood, concrete or metal. Can 
be used on manufactured products, plant 
equipment and machinery as well as all foot 
traffic safety areas throughout your plant and 
premises. Sure-Foot is ideally suited for plant 
zoning because it’s super tough. Lasts 3 to 4 times 
longer than ordinary zoning paints! Available 
in gray, red, black, green and traffic yellow. 


<——- PAINT IT ON—INSIDE OR OUT 
For Economical, Long-lasting Protection 


SURE-FOOT DISTRIBUTORS 


Abern Safety Equipment Corp. Los Angeles 3, California Safety Equipment & Supply Co. 
New Haven 11, Connecticut Guardian Safety Equip. Co. Fort Wayne 7, Indiana 

Averill Equipment Co. Philadelphia 4, Pennsylvania Safety, Inc. 

Detroit 34, Michigan Guardian Safety Equip. Co. St. Louis 3, Missouri 
Continental Safety Equip. Co. San Mateo, California (Branch Kansas City, Missouri) 
St. Paul 4, Minnesota Guardian Safety Equip. Co. Safety Supply Co. 

(Branch Omaha, Nebraska) Tulsa 4, Oklahoma Toronto 1, Ontario, Canada 
Dayton Safety Supply (Branch Dallas, Texas) Somers, Fitler & Todd Co. 
Dayton 2, Ohio Ipco Safety Products Co. Pittsburgh 30, Pennsylvania 
Eastman Supply Co. Orange, New Jersey Standard ladveteiel Products 
Green Bay, Wisconsin L. P. Harless Co., Inc. Peoria, Illinois 

Fowler Engineering Sales Co. Birmingham 5, Alabama Uni of I Safety & Fi . 
Ashland, Oregon O'Neill -McNamara Hardware Co. Salt Loke Gi 1 “4 Equip. 
Guardian Safety Equip. Co. Vicksburg, Mississippi It Lake City 11, Ute’ 

Atlanta 7, Georgia Pagel Safety Products, Inc. Universal Safety Equip. Co. 
Guardian Safety Equip. Co. Milwaukee 14, Wisconsin Chicago 39, Illinois 

Houston 19, Texas Poli-i Paints Zink Safety Eqvie. Co. 
Guardian Safety Equip. Co. Toledo 12, Ohio Kansas City 15, Kansas 


FROST PAINT & OIL CORPORATION minnadrous vo mun. 
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NEW “GRIT STRIP” TYPE 


MUSSON 


SAFETY DESIGNED 
STAIR TREADS 


MAXIMUM NON-SLIP STAIR SAFETY, SERVICE AND BEAUTY. 
Two abrasive strips molded in front area of heavy marbleized rubber, in colors, give 


xtra protection. 
i “ No. 200—EXTRA HEAVY DUTY TREADS 
5/16” thick at front, 4" at rear 

Lengths: 36”, 48 60”, 72” 


‘oe Nosing depth: 1-3/16" 


No. 250 * 

SERVICE WEIGHT : Square or 

3/16” thick at front, Y%@” at back. — 

Molded nosing depth: 1” ee 

Standard lengths: 24”, 36”, 48”, 
Grit strips 34” wide, 1” from front, 3%,” separation to second. MARBLEIZED COLORS: Red, Green, 
Gray, Mahogany, Beige, Walnut 

MUSSON HEAVY DUTY RUBBER MATS ] 
Solid or perforated mots for entrances, with pyramid surface design for safety and easy cleaning. 
Pebble base allows air circulation underneath. %" or \/)" thick in Black, Brown, Red, Green, Gray 
Sizes up to 6° x 16° in one piece. 
ALSO ORDER FROM MUSSON 
Link Mats—Standing Mats—Runner Matting—Viny! Stair Treads 


Write for Catalog and Factory Prices 


THE R. C. MUSSON RUBBER CO. 


1326 Archwood Avenue > Akron 6, Ohio 








Prevent Failures 


FIND CRACKS or 
LEAKS FAST 


WITH LOW-COST 


potcheck 


DYE PENETRANT INSPECTION 


FOR SAFETY—find cracks before they 
cause accidents. 


Check machines and parts—shafts, gears, 

§ 00 pressure vessels, tanks, hoists and hooks, 

TYPE SK-3 36 tools, supporting members, etc.—during 
COMPLETE KIT only F.0.8B. overhaul or in routine maintenance. 

Chicago Spray on Spotcheck Cleaner, Penetrant, 

is in spray-cans — Developer. Complete test takes just a few 

fire-safe. Includes 4 cans minutes per part—costs just a few pen- 

leaner, 2 cans Penetrant, 2 nies. Every dangerous defect pops out in 

-— ee ee —_ bright red against white background, 

nstructi a. : can’t be overlooked. Be sure, with Spot- 

pany ea Algo rege lle check —a standard safety and mainte- 

Price: Continental U.S.A. only nance test that is preventing downtime 

and Hawaii—F.0.B. our plant, and loss, making operations safer in 

Chicago, II!., plus local taxes. thousands of industrial plants 


ORDER FROM YOUR DISTRIBUTOR — or direct 
MAGNAFLUX CORPORATION 


A Subsidiary of General Millis 
7317 W. Ainslie Avenue . Chicago 31, illinois 
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Industrial Men 
Probe Hygiene 


Industrial hygienists will investi- 
gate medical, legal, chemical, toxi- 
cological, engineering, and manage- 
ment subjects in industrial. hygiene 
at the 26th Annual Meeting of the 
Industrial Hygiene Foundation Oct. 
25-26 at Mellon Institute, Pitts- 
burgh, Pa. 

Sessions scheduled for the meet- 
ing include: 

Panel discussions on the lungs, 
environment, and compensation. 

Chemical-toxicological sessions on 
immunologic and tolerance-produc- 
ing capacity of ozone; toxicology of 
halogenated hydrocarbons; and the 
flame ionization method of analy- 
SiS. 

Engineering conferences on indus- 
trial hygiene and safety precautions 
in a South American copper mine; 
measurement of SO. and NO, by 
the National Air Sampling Net- 
work; the role of adhesion in elec- 
trostatic precipitation; radiation ex- 
posures for industrial X-ray ma- 
chines and sealed radioisotopes used 
for radiography; technical aspects 
of the thermowheel heat exchange 
system; evaluation of potential 
health hazards associated with the 
operation of plasma jets; infrared 
air pollution detector; use of port- 
able gas indicators for measurement 
of explosive gases in baking ovens. 

An all-day management confer- 
ence will include a résumé of the 
technical conferences; discussion of 
air pollution; occupational health 
problems facing industry; labeling 
of hazardous substances; and silico- 
sis in metal mines. 


“Take off that hard hat, Sir Cuthbert, 
and get cooled off.”’ 


National Safety News, October, 1961 





Little Things 


From page 28 


ing stations around, I watch to see 
if they are used. If the eye protec- 
tion maintenance program is effec- 
tive, the men have pride in their 
goggles, keep them clean, and take 
other pains to see that they are in 
good repair. There is pride in the 
whole eye protection program. 


In one plant where such a pro- 
gram was in operation, | decided 
to see if they were aware of the 
reasons for this 100 per cent cov- 
erage. In a remote area, where there 
was little danger of eye hazard, | 
removed my goggles. In this in- 
stance, I thought the chance I was 
taking was in the interest of acci- 
dent prevention and the hazard was 
warranted. At any rate, I had hard- 
ly taken off the goggles when a 
worker reminded me that the wear- 
ing of eye protection was com- 
pulsory in the plant. This man did 
not know that I was working for 
the Council. I pretended to chide 
him about a “ridiculous” program 
that would force people to be bur- 
dened with heavy glasses in such 
a relatively safe area. 


[he worker then told me about 
an accident that had occurred in a 
similar “safe area.” Only the fact 
that the 100 per cent protection rule 
was in effect saved the man’s eyes. 
So, we look for evidences that the 
safety program has sifted down to 
the men and in that way we know 
whether or not the program is work- 
ing 

Once I presented an award to a 
company that set a world record in 
their industry, and again I couldn't 
see any big thing that spelled safe- 
ty, but many little things that were 
combined to paint a safety picture. 

I didn’t believe there were workers 
so mindful of safety that they could 
paint a line on the floor and tell 
that one side of the line is safe ter- 
ritory and the other side is a haz- 
ardous zone. In this record-breaking 
plant, it was an actuality. The work- 
ers had safety goggles hung around 
their necks. When they stepped into 
the hazard zone, they put their gog- 
gles over their eyes. When they 
went back into the safe area, they 
let them drop down around their 
necks again. I must have watched 
for an. hour to see if they would 


National Safety News, October, 1961 


Read How Injuries Can Be Reduced With These 


UNION MADE 


100% DYNEL 
Work Clothes* 


Resist Acid Damage! 
End Static Hazards! 


CHEM-WEAR work clothes resist acid 
break-up, have the durability of Dynel and 
the comfort of cotton. Even the thread 
resists acid. CHEM-WEAR clothes withstand 
more repeated launderings, longer rugged 
‘wear than work clothes of other fabrics. 








SETLOW 


UNION MADE 


PERMANENT FLAMEPROOF 


Work Clothes* 


For Jobs Where Dangers Exist 
From Flame or Flash Point 


The durable flameproofing of Setiow’s com- 
fortable FLAMEPROOF work clothes will not 
wash out. They reduce injuries caused by 
accidental burns. There is a minimum of 
after-glow, which in many burning acci- 
dents causes serious body burns. 





*Sanforized — Shrinkage less than 1%. 





Write for New Catalog _ 
Serving the Industry Since 1896 ad 








Available from Your Industrial Launderer and Safety Dealer or Write to 


M. SETLOW & SON, TT? 


PLANTS: ORANGE, CONN. & lagsptnits S.C 
Mailing Address: P.O. BOX 1784, NEW HAVEN, CONN 
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Spark-resistant 
groove -joint pliers... 
by Ampco! <Wle 


Now Ampco offers two new groove-joint, forged pliers — a king-size 16” 
with a 4” opening, and a handy 6” model with a 1” opening. This gives 
you a total of four sizes to choose from: 16”, 12”, 9”, and 6”. 

Both new non-sparking pliers provide 5-position, non-slip, parallel 
openings. Super-long handles supply extra leverage for sure-grip action. 

Like all Ampco Safety Tools, these pliers are produced of non-sparking, 
non-magnetic, non-corrosive materials. They’re particularly well suited 
for marine, chemical, aircraft, electronic, industrial, and automotive use. 

These new groove-joint pliers from Ampco are part of industry’s 
most complete line of safety tools. There are more than 400 types and 
sizes, all approved by Factory Mutual Laboratories for use in hazardous 
locations. Also meet MIL specifications. ere 


Write today for your free copy of Catalog ST-10. It shows which Ampco Safety Tools ‘MMece 


to choose for your particular needs. More than 400 sizes and types included sor 
‘s 
“ise 


LAIMA |? CG©) 


SAFETY TOOLS 


AMPCO METAL, INC. * Milwaukee 1, Wisconsin 


West Coast Division: Huritington Park, Cal. * Southwest Division: Garland (Dallas County,) Tex 
In Canada: Safety Supply Co., Toronto, Ontario 
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all continue to obey the rule. | did 
not see a single instance of failure 
to comply. 


In another plant, I happened to 
go through when they were scrub- 
bing floors. To be sure no one 
slipped on the wet floor, the entire 
area was barricaded and the traffic 
was rerouted. These are just little 
things, but we keep saying that it’s 
attention to all the little things that 
pays off in a big way. 

I usually take a good look at 
bulletin boards, not because I want 
to see if everyone is using National 
Safety Council posters, but because 
they give am indication as to wheth- 
er or not the safety message is filter- 
ing down to the departments. If the 
board looks as though it hasn't been 
attended for a long time, it means 
that someone is failing to stimulate 
the departments. If there are neat, 
up-to-date records of the accident 
experience within the departments, 
someone has an interest in the pro- 
gram. If there is a message on safe- 
ty currently of interest to the de- 
partment, someone has more than 
a passing interest in the accident 
prevention program. 

Just looking down an aisle can 
give a fair picture of safety care and 
concern. Almost everyone marks 
aisles with stripes or dots. If these 
aisle markers are worn and the 
paint is almost obliterated, I can al- 
most be sure to find the next symp- 
tom of aisle rule violation. Sure 
enough, a little farther down the 
room I see stock protruding and 
maybe even find a skid that has been 
left temporarily in the aisle. 

The difference between the plant 
with a so-so accident experience and 
a record holder seems to be the seri- 
ousness with which they consider the 
details. Another important factor 
seems to be their persistent applica- 
tion to the problems. Once they have 
decided an idea is good, they con- 
tinually stay with it. If it’s house- 
keeping and aisle maintenance that 
is part of the program, the rules are 
administered relentlessly. If it is a 
goggle program, no detail is over- 
looked. The result—a good record. 


On the other side of the coin, 
we can point to the accident that 
terminated a long no-injury record. 
Invariably it occurred because of 
some little thing that was overlooked 
—one of the little things that wasn’t 
taken into account. 
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A Booklet Everyone Should Read 


BEFORE FIRE STRIKES 
‘ANATOMY OF FIRE’ 


This dramatic presentation of vital fire facts impresses the 
reader with the importance of planning ahead for fire 
emergency. It tells what can be done to prevent fires . . . instructs 
what to do when fire starts. It explains what fire is, where it 
starts, how it spreads, how it kills, how to put it out, how 

to escape it. Give every employee family the benefit 

of reading this instructive 12 page report. 


599.83 PRICES Each: 50—$.08; 500—$.069; 1,000—$.061; 
5,000—$.053; 10,000—$.048; 20,000—$.045. 
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Guide To Safer 


WINTER DRIVING 
‘READY, SET, SNOW’ 


Winter’s snow and ice are the cause of far too many wrinkled 
fenders and ruffled tempers—and much more serious accidents 
—simply because drivers fail to prepare themselves and their 
automobiles for winter driving. The new 16 page booklet ‘Ready, 
Set, Snow’ tells clearly how to prepare for winter, and how to 
properly handle a car on slippery pavement. It describes the 
recommended procedure for safe starting, stopping, steering, 
and cruising when traction is low. Every employee who 

drives a car can benefit from reading this authoritative 
booklet. Order copies now for general distribution. 


399.57 PRICES Each: 50—$.075; 500—$.065; 1,000—$.058; 
5,000—$.048; 10,000—$.045; 20,000—$.042. 
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GUARD AGAINST 
HAZARDS 
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~-{lnd Bless all good drivers 
who are ‘specially careful 


during this Jtoliday Season... 
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play it safe all the time 
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part of your safety program. Several recent 


copies of these booklets may be obtained 
by circling the code number on the order — 
form ‘or they can Se a ae 


for prices shown. 


DRIVER IN THE DARK 

Well illustrated 12 page booklet ‘Driver in the Dark’ alerts 
readers to the need for extra caution when driving at night. It 
points out causes of trouble, and recommends safe driving 
practices. Once you review this booklet, you will want to pass 
along its sound advice to every one of your employees, whether 
they drive for business or for pleasure. 

STOCK No. (399.11)—Cost per booklet: 50—$.07; 500—$.062; 
1,000—$.054; 5,000—$.046; 10,000—$.042. 


HAZARD HUNTING 


A delightful 12 page booklet, packed with dozens of practical 
home safety tips. Cleverly illustrated with light cartoons, 
there's a laugh with every lesson. The entire family will enjoy 
and profit from reading this booklet. 

STOCK NO. 599.65—Cost per booklet: 50—$.075; 500—$.062: 
1,000—$.058; 5,000—$.052; 10,000—$.047; 20,000—$.043. 


POCKET GUIDE TO FIRST AID 

This condensed manual of first aid procedures is small enough 
to be carried permanently in a wallet or purse. When injury 
strikes, the facts are there at hand . .,. stated briefly, concisely 
for fast reading and immediate action. 


STOCK No. 195.05—Cost per booklet (minimum order 50 copies): 
50—$.07; 500—$.063; 1,000—$.057; 5,000—$.048; 10,000—$.043; 
20,000—$.04. 


SAFE DRIVER 


This pleasant publication, imprinted with your name, is a 
popular monthly reminder that safety at the steering wheel is 
always a ‘must: Its small size—3%” x 5%”—is just right for 
tucking into shirt pockets to be kept handy for reading during 
lunch time or after hours. Available in 3 special editions: Truck 
edition is 16 pages; Passenger Car and Bus editions are 8 pages; 
all are 2 colors. 


STOCK No. (261.01) one year subscription, 12 issues, each: 1— 
$1.65; 2—$1.10; 10—$.83; 100—$.63; 1,000—$.53; 5,000—$.50; 
10,000-—$.46; 20,000—$.44. 


SAFE WORKER 

This colorful, monthly pocket-size magazine is one of the 
Council’s most successful publications. Letters from readers 
everywhere praise this practical publication for the friendly 
and humorous way it makes folks safety conscious. Put this 
powerful and proven little helper into your safety program .. . 
order subscriptions for all of your employees now! 

STOCK No. (161.01) one year subscription, 12 issues, each: 1— 
$1.65; 2—$1.10; 10—$.83; 100—$.63; 1,000—$.53; 5,000— 
$.50; 10,000—$.46; 20,000—$.44. 


POSTER PRICES* 
L QUANTITIES 
10 


Suffix * 

Suffix Cc" 

NSC Members receive 10%, discount on above prices 
Quantity prices apply on a single shipment to one loca- 
tion. Please enclose check with orders less than $3.00 
Prices subject to change without notice. 

NOTE: New Safety Banner and Jumbo Poster are shown 
as a service to regular subscribers. Non-subscribers may 
obtain prices and information by using order form or 
writing council 
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The 12 Month On-Job Off-Job ‘Safety Everywhere . . . All The Time’ 
is the campaign theme, and it means just 


EVERYWHERE... all the time what it says. The big, new 1962 Safety 


Everywhere catalog offers 20 types of pro- 
motional tools. . . 67 different items in all 


... to help you make safety a year-around 
re | © yY rogram plant-and-home byword. Includes many 

materials proven successful in past pro- 

grams, plus all these important new items: 


Suspenseful color-sound FILM ‘10 LONG MINUTES’; 
A full-color eo COMIC BOOK, unique give-away for the 
whole family; ‘a Diamond shaped DISPLAY SIGNS 
with eye- appeal; Colorful€@>STICKERS, pressure adhesive 
to hold anywhere; STRING PENNANTS, |” WE: | 
an action display; R= BUMPER STRIPS to sell Seley 
on-the-road; POT HOLDERS [oY anclilifXAet] BOOKMARKS 
to bring the campaign into the home; and a CAMPAIGN 
GUIDE \ex=| to help you plan a full-time Safety promotion 























second to none. 


| USE THE FOLD-IN NATIONAL SAFETY COUNCIL 
a TO REQUEST 425 N. Michigan Ave., Chicago 11, Illinois 
\| MS424 
TODAY .. . IT’S FREE 


Printec in U.S.A. 
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MORE THAN SAFETY... 


PERSONALS] Properly fitted SAFETY SHOES 

isien ot peng Aiea means FOOT COMFORT... 

and related activities | .-- Without it the worker is 
never at his best 














USPHS Announces 

New Appointments 

When a workman's feet are not 
comfortable he becomes easily fa- 


Five new positions have been | 
filled as the Division of Occupa- | ; 
tional Health, Public Health Serv- tigued . . . a target for accidents. 


ice, U. S. Department of Health, | No shoe will give comfort or safety 
Education, and Welfare, continues | or satisfactory wear unless it fits 
to expand and strengthen its pro- | correctly. 


gram of worker health protection. Pree 
William A. McQuary, Dr. Gordon The use of the Brannock Scientific 
S. Siegel, and Mary Louise Brown Foot-Measure will give you that as- 
have joined the State Services pee surance of a good fit in a safety 
Branch, and Mrs. Mabelle J. Mar- > I shoe. It is your guarantee that your 
kee has transferred to the Employee ra~ fas workmen will have not only safety 
Health Programs Section. Dr. Philip ame i in their shoes, but comfort and foot- 
E. Enterline has been appointed to a ee health as well. 

the office of the division chief. os 


McQuary, who has served in the 
field of public health since 1934, 
has been named chief of the State 


Aid Section. In this capacity he will The BRANNOCK DEVICE 





provide professional consultation on | 
the development and operation of | ©an be your key to a 


state and local occupational health | mest successful 

programs. His section will act as a | i 

focal point in the assignment of Pub- Safety-S 

lic Health Service consultants to Program ; a4 

states and regions as they are needed _ 

and in making available to the states 4 

grants for special studies and prob- Write to 15.00 
lems 


Dr. Siegel has succeeded Dr. 
Thomas K. Callister as chief of the Tee SR ANee DEVICE co. 
Employee Health Programs Section. 509 E. Fayette St. Syracuse 2, N.Y. 


his section will develop and recom- 
mend, in cooperation with appro- 
priate poalesienah Speen 20 Years Service in Supplying SAFETY EQUIPMENT AND APPLIANCES 
industrial medical policies, stan- ; 
dards, and procedures. Attention | | DRAEGER MULTIGAS DETECTORS — TR sures umes 
also will be given to the place of the BREATHING RESISTANCE TESTERS Bie. DRUM 
discipline of occupational medicine FOR BREATH. APPARATUS. GAS TRAFFIC SAFETY 
in medical education. MASKS AND RESPIRATORS i ee MIRRORS 
Mary Louise Brown has joined DRAEGER AIR-CURRENT DETECTOR } iy a ACME GAS MASKS — 
the division as chief of the Occupa- DAVSON BULLETIN BOARDS j——_ RESPIRATORS 


tional Nursing Section. Her activi- 





: poe . . Eye Protection, Face Shields, Helmets, Hoods, Masks, Safety Signs, Cans, Faucets, Safety 
ties will include the development of Belts, Stretchers, Fire-Blankets, Protective Curtains, Eyewash Fountains, Emergency Showers, 
research programs in occupational All Types Safety Lights, Safety Smoking Stands, Non-Slip Floor Coatings, Spork-Flame 
health nursing and cooperation with Arresters, and many other types of Sofety Equipment. 

universities and professional organ- Send for Our Safety-Chemical Handling Mail Order Catalog—Newest Edition 


izations in strengthening teaching NEW JERSEY SAFETY EQUIPMENT COMPANY 


programs in the field. She also will 299-NSN Perk Avenve Gest Grange, 0.4. 
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be concerned with ascertaining oc- 
cupational health nursing needs and 
in planning with regional, state, and 
local agencies on how these can be 
met. Miss Brown has had indus- 
trial nursing experience with the 
United States Steel Corporation and 
more recently served as assistant 
professor of public health (occupa- 
tional health nursing) at the Yale 
University Medical School. 

Mrs. Mabelle J. Markee, who 
has been chief of occupational nurs- 
ing since 1956, is joining Dr. Siegel 
in the Employee Health Programs 
Section. In this new position, Mrs. 
Markee will be concerned with 
trends in employee health programs 
and with special studies and research 
activities in this field. 

Dr. Enterline, as chief of bio- 
metrics and social studies, will be 
an advisor to the division chief for 
the design and evaluation of re- 
search projects concerning occupa- 
tional health. He will have particu- 
lar responsibility for the promotion 
of studies which emphasize the ef- 
fect of sociological and psychological 
factors on the health and productiv- 
ity of the working population. 





24 MILLED NEOPRENE STANZOILS FOR LONGER WEAR IN 


CHEMICALS 


rani 
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P. W. Hanen Named 

Associate Editor 
Joining the staff as an as- 
sociate editor is Peter W. 
Hanen. At right he takes up 
the post at his new desk and 
digs into a stack of feature 
material for next issue. He 
has been with the NEWS 
since mid-August. 


New member of the NATIONAL SAFETY News staff is Peter W. Hanen, 
associate editor. He came to the News after serving as associate editor on 


two NSC publications, 
Safety, a quarterly. 


Farm Safety Review, a bi-monthly, 


and Family 


Before coming to the council Hanen was features editor of the Fr. Bliss 
News, El Paso, Tex. The army stint followed his graduation in 1956 from 
the University of Chicago, where he majored in sociology and communica- 


tion. 


U.S. Army—Europe 
Names Safety Director 

Thomas H. Ayers, Ist Army 
safety director since 1958, has as- 
sumed new duties as director of 


Pioneer chemical re- 
istant gloves goon the 
job with more wear 
built in because they're 


made 
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longer service in 103 
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The PIONEER Rubber Company, 237 Tiffin Road, Willard, Ohio 
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safety for the U. 
rope. 

He succeeds J. M. Hoefer, who 
has replaced him at Ist Army Head- 
quarters, Governors Island, N. Y. 

Ayers’ earlier assignments in Eu- 


S. Army in Eu- 


6 STYLES FOR WET, DRY, HOT, OR COLD PROTECTION PLUS 


COMFORT 


Comfort is an impor 
tant safety factor 
when the job involves 
el aham ere laatelnar-palelame), 
heat, cold, chemicals 
or abrasion. Pioneer's 
comfortable linings 
keep gloves on, hands 
safe. Liquidproof 
coatings of neoprene 
or Pylox™ protect 
against penetration 
See and select from 
these and 59 other 
Pioneer glove styles 
shown in your free 
copy of the Pioneer 
Industrial Glove Cata 

log. Write for your: 


PIGNEER 


The PIONEER Rubber Company, 237 Tiffin Road, Willard, Ohio 
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rope consisted of serving as Quar- 
termaster safety director in Europe 
from 1948 to 1949 and as U. S. 
Army deputy director of safety in 
Europe from 1949 to 1951 

On return to the U. S. he became 
safety engineer in the office of the 
U.S. Army safety director for three 
years, assistant safety director at the 
Army Chemical Center in Maryland 
for two years, and chief of the safe- 
ty education and promotion branch 
in the U. S. Army director of safety’s 
office from 1956 to 1958 

A graduate of William and Mary 
College, he is a member of Veterans 
for Safety, American Society of 
Safety Engineers, and Armed Forces 
Chemical Association. 


Consolidated Western 
Picks Division Safety Man 


Donald A. Linn has been ap- 
pointed division supervisor of safety 
for the Consolidated Western Steel 
Div., United States Steel Corp 

Linn, supervisor of safety 
struction) since 1956, succeeds John 


(con- 


F. Juli, deceased. 


A native of Rocky Ford, Colo., 
Linn joined Consolidated Western 
in 1941 in the plant protection de- 
partment at the firm’s Wilmington, 
Calif., shipyard. In 1943 he became 
safety engineer of the shipyard, and 
in 1944 was named chief safety 
engineer of the Pico Outfitting Dock, 
Long Beach, and the Dock Street 
Ship Repair Facility, Terminal 
Island. 


Former ASC Chairman 
Retires from Industry 


Arthur S. Johnson has retired as 
vice president of the American Mu- 
tual Liability Insurance Co., Wake- 
field, Mass. He was manager of the 
engineering department, directing 
the company’s loss prevention ac- 
tivities in its 82 offices. 

Johnson is widely known for his 
safety activities. He was a member 
of the board of governors of the 
Insurance Institute For Highway 
Safety Council, most recently on the 
executive committee of the indus- 
trial conference. He was a member 
of the American Society of Safety 


27 STYLES FOR MORE 
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ABRASION 


Arthur S. Johnson 


Engineers and former chairman of 
the American Standards Council. 

Throughout the years, he held ex- 
ecutive positions in many other as- 
sociations and was a member of the 
President’s Conferences on Highway 
and Industrial Safety. 
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Key Contacts 




















NSC members listed here have 
designated these key contacts 
for handling relations between 
their organizations and the NSC. 


American Machine and Foundry, 5502 
Second Ave., Brooklyn 20, N.Y.—G. R. 
Kauffman. 

American Universal Insurance Co., 
Providence 4, R.I.—W. E. Lauble. 

Automatic Canteen Co. of America, 
Merchandise Mart Plaza, Chicago 54, Ill 
—Hank Daus. 

Baltimore Transit Co., 1515 Washing- 
ton Blvd., Baltimore 30, Md.—George 
L. Childs, Sr. 

Best Way Motor Freight, 1905 Sixth 





Ave., S., Seattle 4, Wash.—William J. 
Dahl. 

E. L. Bruce Co., P.O. Box 397, 1648 
Thomas St., Memphis, Tenn. — J. H. 
Allen. 

Cities Service Oil Co., 20 North Wack- 
er Dr., Chicago 6, Ill—G. L. Henson. 

Dayton Rubber Co., Div. of Dayco 
Corp., Box 1004, Dayton 1, Ohio—R. L. 
Girton. 

Delaware Electric Cooperative, Inc., 
Greenwood, Del.—Walter F. Spence. 

Electric Cooperative, Inc., Bison, S.D. 
—L. D. Schecher. 

Empire District Electric Co., 602 Jop- 
lin St., Mo.—Max E. Thompson. 

Gate City Steel, Inc., 1602 N. 11th St., 
Omaha 2, Neb.—C. Borg. 

Gisholt Machine Co., 1245 E. Wash- 
ington Ave., Madison 10, Wis.—George 
B. Nelson 

Green Bay Box Co., Corrugated Div., 
831 Doblon St., Green Bay, Wis.—Har- 
vey Stallsmith 

Harriman Utility Board, Harriman, 
Tenn.—L. P. Geasland Jr. 

Hooker Chemical Corp., Phosphorous 
Div., Box 326, Jeffersonville, Ind.—Floyd 
MacDonald 

Hoosier Engineering Co., 1384 Holly 
Ave., Box 418, Columbus 16, Ohio.— 
D. LaRue 

Husky Oil Co., P.O. Box 380, Cody, 
Wyo.—C. R. Rice. 


Inter County Telephone and Telegraph, 
1517 Jackson St., P.O. Box 390, Fort 
Myers, Fla.—D. A. Wilson. 

International Breweries, Inc., 528 W. 
12th St., Covington, Ky.—John L. Pen- 
dery. 

Michigan Consolidated Gas Co., 415 
Clifford St., Detroit 26, Mich.—F. Rice. 

Mississippi County Electric Coopera- 
tive, Inc., 510 N. Broadway, Blytheville, 
Ark.—Dean Hodges. 

MFA Mutual Insurance Co., 1817 W. 
Broadway, Columbia, Mo.—Wnm. Griffin. 

New York City Transit Authority, 370 
Jay St., Brooklyn 1, N.Y.— Raymond 
Davis. 

Orcas Power and Light Co., Eastbound, 
Wash.—Lawrence Getz. 

Permutit Co., Div., Pfaudler Permutit, 
Inc., 1915 Old Philadelphia Pike, Lan- 
caster, Pa.—H. W. Plymire. 

Plain Local School District, 3900 Fraz- 
er Ave., N.W., Canton, Ohio—David 
Muckley 

Preway, Inc., 1430 Second St., N., Wis- 
consin Rapids, Wis.—Mearl C. Wolt. 

Prior Products, Inc., 4828 Racell St., 
Dallas 11, Tex.—John W. Moore. 

Public Service Electric & Gas Co., 
80 Park Place, Newark 1, N. J.—T. L. 
Powers. 

H. I. Thompson Co., 1733 Cordova 


St., Los Angeles 7, Calif—James Beran. 


RE-MAR PRODUCTS CORPORATION 


Elizabeth, N.J. 


“The Most Efficient Tool Bucket for Every Job on the Line’ 


Stowkit 
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Durable. 


Hot Line 


w/tray Bag 


Distributors in Principal Cities 
Wiite for Particulars 


Line Hose Bag 
w/outside pockets 


...Easily Stored 
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SNUGFIT OILACE 


Sneak Preview SAFETY and COMFORT 


From page 17 | ’ Snug-ankle boot made of Neoprene, 
a special compound that resists oil, 
grease and acids. Maroon upper, 
black molded non-skid design out- 
sole, cushion insole. 





pyrophoric metals are handled ac- 
cording to methods prescribed by 
the Atomic Energy Commission, 
federal, state, and local agencies. 7 TOP ® 
So, it seems to me, that the chal- | | 

lenges facing a safety engineer in 
this frontier of science are twofold: 
first, soliciting and obtaining the 
support of the individuals who are 
directing the research and develop- 
ment is absolutely basic and essen- 
tial; second, to continually strive to 
learn some of the basics of highly 
refined scientific disciplines.—B. G. 
Bonner, safety engineer, General 
Atomic Division, General Dynamics 
Corp. (Aerospace) 


The Economics of Safety 
It may not be possible to assign 
a dollar value to the return from 


the expenditures necessary to carry | FLEXFIT 
on an effective accident prevention | 

program for the same reason that WOR K RU B B E R 
it is not possible to prove the re- | OURABILITY and LIGHTNESS 
turn On many training or improve- Lightweight, molded, hi-cut 
ment programs that are considered | work rubber made of a new 
profitable in business. It is not rea- plastisol that is resistant to 
sonable, however, to classify acci- oils, fats and acids. Gives 
dent prevention a “nonproductive excellent abrasion wear, fits 
labor.” If we do, then everything any style work shoe. Molded, 
in the organization except actual op- non-skid design outsole. 


erations of the individual worker | Wut fora fu calalog on out complet 


should be called nonproductive. The 


work of the planner, the engineer, Duduttrial Footwear Lint — 
the supervisor, the foreman and the PRODUCTS OF > ik 
accountant would be nonproductive. 

‘Ralph J. Crosby, assistant vice | BEACON FALLS RUBBER FOOTWEAR 
president, Marsh & McLennan, Inc. BEACON FALLS, CONN. 


(Mining) 





| A NOW-ropays Most 

In future we shall have to realize = 4 i iit: ... 8 EFFECTIVE VISUAL 
that lack of attention to the inani- =r egies: ft =. COMMUNICATIONS 
mate things about us often involves = . MEDIUM... 


us in accidents and that this lack 
of attention is usually conditioned 
by our mood or preoccupation with 


Emotional Problems In Industry 


For Safety Education 

other things at that time. We shall Safety-casters give impact to your safety messages. They compel people 
have to stop using that expression. to stop read and re-read your sales message. The combination of light, 
“he is just accident prone,” and color and continuous motion make Safety-caster today’s most effective 
instead learn to appreciate that ac- communications medium in educational safety programs. 

Among our customers are: General Motors, Atomic Energy Commission, Bethlehem 


cidents to a large extent are the re- ’ 
F Steel, American Can, International Harvester. 


sults of persons being unable to cope 





with the situations in which they are write for descriptive literature and prices 


placed. We shall have to realize that ry, 
our physiological well being can go S 4) lh 
up or down like a thermometer, CA LG DISPLAYS CORPORATION 


that everyone has regular periods 1010 E. Elizabeth Ave., Linden, N.J. © Phone WAbash 5-3450 
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of exhilaration and depression, that 
Dorsey it’s not just women with “estrogen 
imbalance.” It is suggested that the 
nurse include in her history follow- 
ing an occupational injury the mood 
the person was in prior to the acci- 
dent. She might even go a step fur- 
ther by asking the same question 
of the foreman or supervisor. At 
least it might alert the supervisor 
to the fact that maybe this business 
of emotions isn’t just something you 


ENGINEER’S | Terens read in a book.—Mrs. Anne Kloi- 


ber, R. N., supervising nurse, Pabst 


Brewing Co., (Occupational Health 
WALK Nursing) 
DAY AFTER DAY... 


Aerial Basket Ups and Downs 
One might say that the aerial bas- 
ket while being a boon to industry 
in the assistance of efficient opera- 
tion, offers a distinct challenge to 
7150 the safety people. The various sel- 
* ling points that make the equipment 
St ee SOOT ) : so desirable in operations—mobility, 
Black, made from triple tanned cowhide 4 


with full leather toe lining, Dacron . , ; 
stitching, neoprene sole and neoprene . insulation value, reduction of nec- 


logger heel. Patented Armorite stee! essary protective equipment, reduc- 
toe and corrugated steel shank 3 


ease of reaching elevated locations, 


tion of necessary personnel to do a 
Ay eo job—have a tendency to undermine 
in English shoes — com- ; or minimize the safe practices Ww hich 
fort that only the English ; 2 Jevelopine for ss 

eh mabe ie Sel hand: we have been developing for years. 


craft into walking shoes.  * The shift in working habits and in 
Here is an oxford of ; : 


beautiful design, made . “Se employee attitude toward shock and 
Se a oe ee noes peewet OXFORG falling hazard can have a detrimen- 


features found only in \ : d ‘ 
the most expensive dress a No. 990 — Black tal effect on the entire safety pro- 
shoes. These quality . ; ‘ ors a ‘ ho = 
leathers are at home on x7 ~) No. 690 — Tan gram. Phe safety a -_ uld — 
the street, in the office, od ognize this potential reaction and 
or in the plant. These D,. ee : ee eer te ctinen tie mie 
pe Fin tig Ais rem ea 4 a when the aerial basket makes its ap 
Wing-Tips are rugged : is pearance in his company he should 
and almost scuff-proof. . ane , 
be prepared to make a positive ap- 


proach in the safe practices to be 

Z ous i applied in the operation of the bas- 
ket. He should be ready to prescribe 

Bol Comfort ' . hat has to be followed in the op- 

z Plus Style eration and not fall into the trap 


CHATTANOOGA, TENN of letting the built-in safety advan- 
. 


tages of the new baskets lull em- 





ployees into a false sense of secur- 
ity. The aerial basket can be one 
of the best accident prevention tools 
available if you come “up” with a 
Helps prevent slipping, sliding, positive approach and don't let 
falling off or accidental knocking “down” on vyour safe practices.— 
a ee eS we Coe Basil J. Lorenz, manager of safety, 


Relief from sore ears due to ; . > , ' i . 
corved hows. Pecltive, com> Northern Indiana Public Service Co. 
fortable retention. Adjust- / (Electric Utilities) 
able tips will fit all types 


and sizes of temple ends. 


/ 
L Y Fa G L A $ $ Adjustable head band will Analysis of Back Injuries 
not interfere with hat or analw7i 925 hack case e 
analyzing 235 back cases seen 
cap. Further information will RETAILS ; In an y E . 
be sent on request. $1.00 EACH in the medical department of our 


company over a period of two and 


SERON MFG. CO., Barber Bidg., Joliet, Ill. one-half years we have found that 


if all in-plant conditions were cor- 
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INTRODUCING THE, edt Yolcd 70 ae) Wa) er .1 4 
GJo:-/O Maximum Cleansing Effectiveness Plus Posit nst Skin | 


DURING 
AND AFTER 
WORK WASH 
WITH 


rrifation 


D aiif n A 
ve Precaution Afd 











BEFORE 
WORK 
APPLY 
gajo 
LIQUID 
PROTECTIVE 


SKIN 
COAT 


go/9 
LIQUID 
PROTECTIV: 


SKIN 
COAT 


Because its emollient ingredients replace 
natural skin oils and soothe tiny nicks 


and scrapes, it aids in keeping the hands 
in good condition for the next day’s work, 


It’s best to wash as often as grease and 
grime accumulate. (Prior application of 
Skin Coat facilitates clean-up.) Go-Jo 
Creme Hand Cleaner contains antiseptic 
GT-7 to help prevent irritation, and may 
be used without water for the frequent 
on-the-spot clean-ups. 


Helping squelch trouble before it begins, 
new Go-Jo Liquid Protective Skin Coat 
creates an invisible, greaseless barrier 
that prevents dirt and irritants from enter- 
ing the pores, Liquid Protective Skin Coat 
does not impair sensitivity as do gloves 
and will not affect materials handled, 























The Go-Jo Heavy Duty Dispenser cuts handcleaning 
costs up to 75% by delivering the right amount of 
Go-Jo Creme Hand Cleaner for a quick, thorough 
clean-up. Precision engineering eliminates waste. 


FOR MORE INFORMATION WRITE: Dept. NSN 81 


i] @ Akron 9, Ohio 
MANUFACT 


RER OF GO-/O PF 


THIS gQ:j/0 TEAM COMBATS 
DIRT AND DERMATITIS WITH 
A SOLID ONE-TWO PUNCH! 





rected so that there would never 
be another work related back com- 
plaint, then our program to halt 
such injuries would be only 50 per 
cent successful. At least half of the 
back cases occurred away from 
work. A really successful program 
must reach beyond the work place 
into the home.—Dr. Charles F. Mar- 
tin, plant physician, Electric Type- 
writer Div., IBM Corp. (Safe Ma- 
terial Handling) 


You Can't Train Supervisors 


We don’t train our supervisors; 
we don’t believe that we can train 
our supervisors. We do believe that 
if you provide the climate, if you 
provide the tools, and if you pro- 
vide the information, the supervisor 
can develop himself. 

Our method is based upon a prin- 
ciple that other levels of manage- 
ment, including staff, will fulfill 
their role best by insuring that the 
supervisor is provided with the cli- 
mate, the tools and assistance, and 
the information necessary to inspire 
the wholehearted and constant in- 
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terest and support of the crew. In 
our enthusiasm to promote a specific 
safety program it is very easy to de- 
tour around front line management. 

Although we believe you can’t 
train supervisors, we do believe we 
can help them to help themselves. 
—L. B. Hoelscher, safety director, 
Weyerhaeuser Co. (Wood Products) 


Operation Stench Gas: 
“What's That Smell?” 


“Bill, do you smell something 
funny?” 

“Yes, like rotten onions, fried.” 

“Let’s get out of here, that’s the 
fire warning.” 

All of Ontario’s mines have many 
things in common, and high on this 
list is the universal adoption of ethyl 
mercaptan stench as a fire warning. 
Stench gas tests are required under 
the Mining Act of Ontario at least 
once a year. We call tests, “Opera- 
tion Stench Gas.” 

In some cases, that’s all it is, just 
a test of the distribution of the gas 
to all underground working areas. 
Normally, glass vials of liquid ethyl 
mercaptan, the quantity depending 


on the size of the workings, are 
broken in special containers at- 
tached to the main compressed air 
line from surface. In some instances, 
additional vials are broken into the 
fresh air intake fans. 

But in many of our mines Opera- 
tion Stench Gas goes much further 
than a mere test. All workmen must 
leave their working places and as- 
semble in refuge stations, or shaft 
Stations, and in some mines they 
are even brought to surface. In ad- 
dition, the call goes out for the 
Mine Rescue Teams. Team mem- 
bers off shift are quickly assembled, 
and those underground are notified 
to stand by to be among the first 
men hoisted. 

In the period from 1947 to 1960 
we have had 186 underground fires 
in our Ontario Metal Mines. Our 
rescue teams were used in 33 of 
the fires and we are proud and hap- 
py to say that not a single life was 
lost as a result of any of those 186 
fires. One of the extra dividends 
derived from mine rescue training 
is that the thousand or more indi- 
vidual trainees become automatical- 
ly fire hazard conscious and, whether 
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WANT TO GET MORE MEN 
_ INTO SAFETY SHOES? — 


VOPR pita ani 
eS ial oe 


IRON AGE SAFETY SHOE 
Style #681 
Extra lightweight, soft brown 


horsehide upper, Vul-Cork Micro- 
cell Cushion Neoprene sole. 


or ere oes 


~ Tell them about Vul-Cork Soles 


There are three kinds: Vul-Cork, oil-resisting Vul-Cork Neoprene, 
and oil-resisting Vul-Cork Micro-Cell Cushion Neoprene. One or the 
other covers every work shoe situation. Vul-Cork comfort, Vul-Cork 
wear are in every pair! They’re slip-resistant for the life of the sole, 
never mark floors, and never let in the weather. Vul-Cork soles stay 
neat-looking too — no curling or fraying. You'll be amazed how many 
men you can get onto safe footing by recommending safety shoes 
with Vul-Cork soles, the original cork and rubber sole. 


~*~ 
Vul-Cork Sole Division, Cambridge Rubber Co., Taneytown, Md. 


VUL CORK & VULCORK NEOPRENE 


light, so flexible, so resilient . . . you can roll them up 
right in the palm of | your hand 








Protect Workers 
From Injury 


with the original 


SAF-T-FAN-GARD 
GUARDS THE FRONT GUARDS THE REAR 


Designed for factories and institutions to protect personnel from bodily injury 

This fan guard prevents hand, arm and head injuries. Made of strongly woven cotton mesh 

fabric, with one-quarter inch o mings. It is washable, mildew proof, non static, and won't 

interfere with the normal flow of air. Cover protects back and sides of fan as well as the front. 
Immediate delivery. Write direct to manufacturer 


ROCHESTER SAFETY EQUIPMENT COMPANY, INC. 
83-85 HOWELL STREET ROCHESTER 7, N. Y. 


~ 
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they realize it or not, are continually 
on the lookout for conditions that 
could lead to an outbreak.—G. G. 
McPhail, inspector of mine rescue 
training, Province of Ontario (Min- 
ing) 


New Horizons 
In Supervisory Training 


The key to accident prevention 
is the quality and know-how of 
management and supervision who 
must accept the responsibility for 
training and directing the work force 
toward greater safety in the plant. 
To this end our company conducts 
safety workshops in the following 
manner: 

We confine the number of work- 
shop members to a manageable group 
of, say, six to ten men. The num- 
ber of sessions for each workshop 
is limited to five. However, each 
session is given six hours to work 
at a specific accident problem that 
has come up in the shop. 

Typically, the group analyzes 
failure of supervisors to honestly fix 
responsibilities for accidents. The 
procedure they use to perform such 
an analysis looks something like 
this: the workshop leader outlines a 
significant case to the group and the 
group analyzes the case to identify 
supervisory problems that came up 
during it, and also tries to deter- 
mine the prompt actions that the 
supervisor should have taken dur- 
ing the course of handling the case. 

It has been found by workshop 
groups that they cannot always 
reach adequate answers to the prob- 
lems simply on the basis of their 
own analysis. Thus, one result of 
these workshops is that we have es- 
tablished a Superintendent’s-Foremen 
Investigation Board. The board re- 
views all investigations made by su- 
pervisors and pinpoints responsibili- 
ties. On the other hand, some of the 
solutions reached by the workshop 
groups have brought about accept- 
ance of supervisory responsibilities 
that clearly were lacking in safety 
efforts in our plant. It is our belief 
that these workshops have been suc- 
cessful in improving the safety know- 
how of line supervisors and in 
strengthening the accident preven- 
tion program throughout the com- 
pany.—D. W. C. MacBean, accident 
prevention coordinator, MacMillan, 
Bloedel and Powell River, Ltd. 
(Wood Products) 
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Waste Disposal 


- From page 23 


of 7 ga. iron is located just above 
a 10-ft.-sq. concrete pad on which 
a standard fork-lift truck can run 
to lift 55-gal. drums into pouring 
position. 

The solvent must be filtered 
carefully before entering the tank, 
a function performed by a large 
metal funnel with coarse and fine 
screens supplemented by a filter 
cloth of Verel, a synthetic fabric 
which appears completely unaf- 
fected by any solvent or oil to 
which we have exposed it to date. 
From the 550-gal. tank the solvent 
is transferred by gravity when de- 
sired through a line filter to a 275- 
gal. “day” tank from which it is 
pumped into the burner as re- 
quired. A second 275-gal. tank is 
located adjacent to the “day” tank, 
for storage of No. 2 fuel oil, which 
may be used to supplement the 
burning characteristics of solvents 
and oils which are not sufficiently 
flammable or combustible to burn 
alone. 

In addition, fuel oil has been 
found useful for start-up and shut- 
down of the system, since the lu- 
brication values of the fuel oil im- 
prove the life of the gear pump. 
A third fuel supply has been pro- 
vided from a 5-gal. safety can 
which may be used experimentally 
to study the burning characteristics 
of a given waste, either alone or 
in combination with other fuels, 
such as No. 2 fuel oil. 
Operating characteristics 

The unit is designed and rated 
to burn 20 gal. of solvent per hour, 
with a pump pressure of 150 psig 
and a set of four nozzles each rated 
at 5 gal. per hour. The operating 
cycle 1S: 

1. Smoke stack of the combustion 
chamber is opened. 
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it's as simple as this... 


health and 
convenience 
for your 
employees 


The 
world’s finest + 
skin cleanser 


- - » efficiency and economy for you. 


the greatest name 
in skin cleansing 
and protection 
— in a dispenser 
for every need. 


96 thee Pinel oneesand You offer your employees: 
Clean hands and face, 
free from dirt, 
grime and germs. 


And for you: 
Economy 
— dollars and time 


No. 60 Vi-Lan Dispenser | No. 815 Vi-Lan Self-Service Unit ~ 
96 fluid oz. portable dispenser for For complete details | Two as dispensers, tow inde. 
t 
large 


bench work, , ; ; 
work, portable work carts write, wire or phone trial wiper 


outside service trucks, oi! rigs, 
‘ work shops, etc. ' *] 


DAMERON 


ENTERPRISES, INC. 


427 S.20th Street © Louisville 3, Ky 
JUniper 3-44) 

















Vise a Problaiit CUT DOWN NOISE WITH 
Soft, comfortable, resilient, the SMR EAR 


S$ MR Earstoppers 


and movements of the ear canal. Models 
506 and 600 available in millimeter sizes 
6 through 12. Furnished in a plastic carry- 
woo. 306 


ing case. Forty-five cents per set in gross 





lots. 


FSR ]ReseAncn, Inc. Jost, 





1905 Beverly Bivd., L.A. 57, Calif. 











ae ~ 
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TH »OWan Kins co. 


Incorporated 


Cortland 1, N.Y. 





Tow OF EVERY CONCEIVABLE TYPE FOR 


INDUSTRY, FACTORY, HIGHWAY, STREET. 





CAUTION 
re 
& 


RADIATION 
AREA 











4 


‘ ” 
~ THtS AREA 





PRAIRIE STATE |PROGMIRRSIEEERenes g30:.- 
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2. Burner nozzles and two liquid 
filters checked (replacing or cleaning 
if necessary). 

3. Power plugged in via the 220-V. 
power lead. 

4. Valves checked to introduce de- 
sired fuel. 


5: Main valve, regulator, and cock 
in LP-gas line turned on. 

6. Burner controls switched to 
“start” and “auto” positions. Follow- 
ing this series, the unit will purge for 
45 sec., the LP-gas will open to intro- 
duce LP-gas for the pilot flame (which 
is ignited by the spark probe supplied 
by a 10 kv transformer), the fuel 
pump will start, supplying fuel to the 
burner. As soon as fire is established, 
the LP-gas pilot turns off, and burn- 
ing continues as long as the fuel is 
combustible and is being supplied at 
more than 50 psig pump pressure. 
Should either condition not be pres- 
ent, the pump will stop, the blower 
purge, and the unit shut down auto- 
matically. 

7. For intentional shutdown, the 
controls are switched to “stop” posi- 
tion. In emergency loss of power, the 
unit immediately shuts down and can- 
not be started again until the cycle 
described under 6 (above) has been 
executed. This prevents possible flash- 
backs or explosions from unburned 
fuel in the unit. 


Utility 

Although the primary purpose 
of the installation is to dispose of 
most the laboratory’s liquid chemi- 
cals, solvents, and oils, two other 
uses are possible: 

1. Disposal of classified and other 
confidential documents. By introduc- 
ing the documents into an open wire 
basket so the direct flame from the 
burner impinges upon them, it should 
be possible to quickly and efficiently 
burn completely such material. Altho 
direct temperature readings have not 
been taken inside the chamber itself, 
a recording of the stack gases using 
a thermocouple placed six inches in- 
side the stack averaged between 850° 
and 900°C during six hour continuous 
run. 


2. Experimental burning of sub- 
stances to investigate their character- 
istics under these conditions. Within 
limits, samples of material from oper- 
ating departments will be run to eval- 
uate the feasibility of combustion with 
the conditions in the burner. This 
should be of value in testing nonflam- 
mable oils and other substances, as 
well as determining when burning may 
be used as a disposal method. 
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Sling Survey 


From page 19 


Only close inspection for kinks like this 


will prevent dangerous fraying 


in wire rope. 


but links might be worn to the danger point. 
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corded before an inspection pro- 
cedure can become effective in re- 
ducing accident potential and pro- 
duction costs. The above percen- 


tages indicate it might be wise for: 


everyone to take another look at 
his inspection program to determine 
if keeping these records would be 
helpful. 


Are users instructed to make 
constant visual check of slings in 


use of this method of inspection 
which can be very effective and ef- 
ficient if the users are thoroughly 
instructed on what to look for and 
given time to make necessary checks 
at recommended intervals. 

The Industrial Department has 
gained valuable information from 
the responses to the survey. Ques- 
tions regarding what is being done 
by industry and where effort is 


use? 


Most of those consulted indicate 


When rain, snow, oil or grease 
create slip-hazards, sprinkle 
quick-acting GRIPTEX at all 
danger points. Tiny abrasive 
particles penetrate spillage, re- 
store safe footing. 


Spread it on loading plat- 
forms, foyers, office, kitchen 
or restaurant floors. Won't 
scratch or discolor. 


needed to improve sling inspection 
procedures should be easier to an- 
swer with competence. 























Walter G. LEGGE Company, Inc. 


[) Have a LEGGE Representative 
coll me. 


a 


Firm___ —_ 


C) Send full information and prices 


This. abrasive, paste-like compound bites through 
oil, grease, water to assure safe footing. Use it on 
stair treads, catwalks, loading ramps, around ma- 
chinery and other danger areas. GUMROK is eco- 
nomical, easy to apply with screed, trowel or brush 
—and the Safety lasts. 

Don’t accept substitutes—there aren't any. Get 
the full story on GripTEX and GUMROK from your 
Lecce Floor Specialist. Or clip the coupon today. 





Dept. , 101 Park Ave., 
New York 17, N. Y. 


on GUMROK & GRIPTEX. 








Address___ 














See us at Booth #36, National Safety canals 
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Model G 


Testing barhole 
for gas leakage 


Two J-W portable 
gas detectors 

give reliable, 
trouble-free service 


J-W SNIFFER, Model G, is used for 
a general-purpose combustible 
gas detector. Scale is graduated 
from 0-1.0 Le.l. (lower explosive 
limit) for all common gases and 
vapors. Light in weight (4 lbs.), 
simple to use and maintain. 


J-W GAS-POINTER, Model H is 
ideal for testing barholes for un- 
derground leaks in natural gas 
lines. Also used for testing man- 
holes, valve boxes, etc. Two scales: 
0-1.0 Le.l. and 0-100% (pure) gas. 
Exclusive design eliminates elec- 
trical switching or zero shift 
when changing 3 

from one range 

to the other. 


\ Johnson- 
| Williams, Inc. 
by Palo Alto 9, California 


~—~—- 


Synonymous with safety since 1927 


Canadian customers please write: 
Safety Supply Co., Toronto, Ont. 
Fleck Bros. Ltd., Vancouver, B.C. 


© J-wW 1959 


COMING EVENTS 


in safety and related fields 





Oct. 10-12, Houston, Tex. 

Twelfth Annual Conference on 
Standards (Rice Hotel). H. C. Ball, 
Humble Oil and Refining Co., Bay- 
town, Tex. 

Oct. 14-15, Chicago 

American Optometric Association 
Conference on Industrial Vision 
(Conrad Hilton Hotel). Richard L. 
Irwin, American Optometric Asso- 
ciation, 4030 Chouteau Ave., St. 
Louis 10, Mo. 

Oct. 16-20, Chicago 

Forty-ninth National Safety Con- 
gress and Exposition (Conrad-Hil- 
ton Hotel). R. L. Forney, secre- 
tary, National Safety Council, 425 
N. Michigan Ave., Chicago 11. 
Oct. 23-25, San Francisco 

Fall meeting of the Association 
of Mutual Fire Insurance Com- 
panies (Hilton Inn). N. B. Tka- 
chuk, secretary-treasurer, American 
Manufacturers Mutual Insurance 
Co., Engineering Dept., 20 N. 
Wacker Dr., Chicago 6. 

Oct. 25-26, Pittsburgh, Pa. 

Twenty-sixth Annual Meeting, In- 
dustrial Hygiene Foundation (Mel- 
lon Institute). Dr. H. H. Schrenk, 
managing director, Industrial Hy- 
giene Foundation, 4400 Fifth Ave., 
Pittsburgh, 13. 

Oct. 27, Manchester, N.H. 

Fourth Annual Conference, New 
Hampshire Accident Prevention 
Council. Ronald G. Logan, sec., 
P. O. Box 170, Nashua, N.H. 
Oct. 27-29, Pensacola, Fla. 

Florida State Industrial Nurses 
Convention (Holiday Inn). Aileen 
Liberis, Northwest Florida Industrial 
Nurses Association, 8 N. “G” St., 
Pensacola, Fla. 

Oct. 30-Nov. 1, Kansas City, Mo. 

Annual Fall Conference of the 
National Fire Protection Associa- 
tion (Hotel President). 60 Battery- 
march St., Boston 10, Mass. 

Nov. 6-9, Chicago 

Atom Fair 1961 (Conrad Hil- 
ton). Atom Industrial Forum. 850 
Third Ave., New York 22, N.Y. 


(In conjunction with annual meet- 
ings of the American Nuclear So- 
ciety and Atomic Industrial Forum. ) 
Nov. 8, Fort Worth, Tex. 

Seventeenth Annual Industrial In- 
stitute (Hotel Texas). L. W. Graff, 
safety director, Fort Worth Safety 
Council, Majestic Building, Fort 
Worth 2. 
Nov. 8-9, Columbia, S.C. 

Twenty-fourth Annual South Car- 
olina Accident Prevention Confer- 
ence (Wade Hampton Hotel). Fred 
Derrick, South Carolina Industrial 
Commission, 1015 Main St., Co- 
lumbia. 
Nov. 13-17, Detroit 

Eighty-ninth Annual Meeting of 
American Public Health Association 
(Cobo Hall). Joseph G. Molner, 
M.D., Health Commissioner of De- 
troit, City Hall. 
Nov. 21, New York City 

Eleventh Semi-Annual Meeting 
and Midyear Conference of the 
Manufacturing Chemists’ Associa- 
tion, Inc. Richard D. Lambert, 
Manufacturing Chemists’ Associa- 
tion, Inc., 1825 Conn. Ave. N. W., 
Washington 9, D.C. 
Jan. 18-19, 1962, Milwaukee, Wis. 

Annual Mid-Winter Safety Con- 
ference and Exposition (Hotel 
Schroeder). R. W. Gillette, executive 
director, Wisconsin Council of Safe- 
ty, Inc., 119 E. Washington Ave., 
Madison 3, Wis. 
March 6-8, 1962, Washington, D.C. 

Biennial meeting of the Presi- 
dent’s Conference on Occupational 
Safety. Secretary of Labor Arthur 
J. Goldberg, general chairman. 
March 20-21, 1962, Fort Wayne, Ind. 

Northeastern Indiana Safety Con- 
ference. Ivan A. Martin, manager, 
Safety Council, Chamber of Com- 
merce Bldg., Fort Wayne, Ind. 
March 25-28, 1962, Dallas 

Annual Texas Safety Conference 
(Adolphus Hotel). J. O. Musick, 
general manager, Texas Safety As- 
sociation, 830 Littlefield Bldg., Aus- 
tin, Tex. 
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For 
ei 
A LL PURPOSE 


Fast 


E CONOMICAL 
i — MOVING 


Vie BEST BET — “ 


A SET OF DI-PELCO MULTI-PURPOSE LIFT TRUCKS — 
ALL THESE TOOLS — INSTANTLY AVAILABLE 


1. A Lifting and Moving Devise — for Heavy, Bulky Loads 
2. Two Hand Trucks 3. Two Floor Dollies — price $129 2° 
Two Models: 500 Ib. and 1000 Ib. cap. $159 50 


SETOF TWO 


SOME OF OUR CUSTOMERS: \s 
GE. NASA, WESTINGHOUSE, CORNELL U., VICTOR ADD MACH., SANDIA CORP., INT. HARVESTER 


D. L. PEZZUTI, SALES — 320 rossle AVE., ENDICOTT, N. Y. 





ea COMPLETE 333: 4 BODY PROTECTION 


Against Contamination & . Radio Active Materials 


Qo Plastic Outer 2 Piece Suit of Krene 


LINT-FREE mn 
ow oe 
‘ 2) Durable Plastic Shoe Covers with 
elastic tops and non-slip soles 


DUST-PROOF | : ; Wind Hood of Optically Cl 
= WATER-PROOF © tere creed ca nese once 
ACID-RESISTANT 


Choose from Defense Apparel’s large 
selection of lint-free and detailed protective . Hoods ¢ Air Suits (light and heavy 
clothing. Engineered of special fabrics gevge) © Lint-Free Gloves o Lint- 
mm ar "a . ; Free Wipers e Polython Bags e 

to give that extra service to those who ye 

: mi f —eeniacaidiation Disposable Dry Boxes and Titanium 
require sure protection rom con aminates Welding Chamber 
and radio active materials. Strong and 
light weight...provide lasting comfort ~ 

§ aan ‘ x . : Whatever Your Needs in Protective 

and economy as well. Clethteg — Coon Bolone Apparel. 


Our technical staff is at your service. 
Protective Clothing Also Made to 


DEFENSE APPAREL ‘ Your Specifications. 

First in The Field to ; 

Meet the Exacting } EFENSE APPAREL 

Specifications of the - 

Atomic Energy Commission. Dept. NSN-10 @ 115 Allyn St. 
; HARTFORD, CONN. 


4) Inner Garment Lint-Free Coverall 
— Meets Mil. Spec. 
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FIRE TIPS for 
the SAFETY MAN 


By MARSHALL E. PETERSEN 


Fire Protection Specialist, National Safety Council 





Aluminum Impregnated 
Fabrics Resist 2,500 F 


A new process for impregnating 
any textile, paper, leather, plastic, or 
fabric with aluminum has been de- 
veloped. 

The process is said to permit the 
coated material to retain its original 
strength, texture, design, and flex- 
ibility while making the material 
heat resistant and flame retardant 
up to 2,500 F. 

A testing laboratory reports the 
coating prevents 96 per cent of heat 
from penetrating the materials 
tested. 

The finish can be applied to one 
or both sides of a material, giving 


it an aluminum color, or any other 
color desired, yet preserving the 
original texture. 

Considerable improvement _ is 
claimed in the efficiency of such 
flame resistant materials as asbestos 
after being treated. All types of 
treated materials have a high degree 
of heat reflection and provide an in- 
sulative barrier to both heat and 


cold. 


Exposure to Heat 
The United States Testing Co., 
Inc., conducted the following series 
of tests on a sample of single-coated 
aluminum asbestos safety fabric: 
The submitted sample was tested 


UGK 


to determine the resistance to de- 
terioration from exposure to heat in 
circulating air. Specimen was placed 
in a circulating air oven for 5 days 
at a temperature of 220 F. At the 
end of the exposure period the speci- 
men was examined visually. No 
change in color or stiffness was no- 
ticed. 
Flexing after Heat Exposure 
Specimens were cut from the warp 
and filling directions from the ex- 
posed specimen, and were inserted 
in a flexing machine. The machine 
was adjusted to a minimum open- 
ing of three times the thickness of 
the sample. Specimens were flexed 
through a 180 degree bend. The 
warp specimen cracked at 21,700 
flexes; the filling specimen at 4,000 
flexes. 


Flat Abrasion Test 

Abrasion tests were conducted 
using the Universal Wear Tester 
with a head load of | Ib., pressure 
of 4 Ibs. per sq. in., and 320 aloxite 
as the abradant. 

The test specimens were abraded 
multidirectionally until a hole was 
produced in the fabric. The average 


Walill aS a 


Stocking cap... 
yet costs only 25c 


We took the good old snug, warm stocking cap and 
re-designed it to fit comfortably under a hard hat. The 
result is the StaSafe Windsock. There’s nothing 


complicated about wearing a Windsock ... 


no pushing, 


no snapping and unsnapping, no bothersome and 

time wasting installation. Best of all there’s no size 
problem. Every Windsock fits every man because the 
stockingette weave easily expands to any head size. 
Windsocks are easy to order, too. No variations in 
helmets to keep in mind. No variations in fabrics or sizes. 
Just specify Windsocks and they’ll fit! 


One dozen only $3.00 plus postage. 


STANDARD SAFETY EQUIPMENT COMPANY 
431 NORTH QUENTIN ROAD © PALATINE, ILLINOIS 


604 BROADWAY 
NEWARK 4, N.J. 
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IMPROVE MMR INSTRUCTION 


*MMR =Mouth-to-Mouth Resuscitation 


GET THE FEEL! 


e Breathe Life Trainer (BLT) 
simulates all conditions such 
as: 

Obstruction upper airway 
Distention of stomach 
Improper seal 

Improper head position 
Partial obstruction, etc. 


Only with a BLT can you Only with a BLT will the e@ Only with BLT practice 

teach how to recognize student “‘get the feel”’ of will the student become 

and overcome the above performing MMR* cor- emotionally and mental- 

conditions. rectly with confidence. ly conditioned to perform 
MMR* without hesita- 
tion. 


DONT BE FOOLED! 


e No film or lecture can replace training and practice. 
e MMR* techniques must be demonstrated and practiced just as in other manual methods, 


The new BLT is simple...safe from danger of cross-contamination...the 
most economical training device available for class participation. 











ORDER YOUR BREATHE LIFE TRAINER TODAY. 
New Improved Facepiece for Your 


No. 70 BLT, complete with instructions Breathe Life Trainer 
in zip-lip case 
STUDENT EXPENDABLE 


No. 72 expendable individual a PITS WERE 


mouthpieces, 50 per box > “a Za~” This new flexible flanged 


i tight-fitting facepiece is 
Write for FREE copy of the new “Heart-Lung Resusci- PORT T S less bulky; easier to han- 
tation" booklet explaining MMR* and closed chest LUNG he , dle, to clean, and sterilize; 
cardiac massage. more comfortable on in- 

structor. No chance of 
SEPARATE 


leakage or cross-contami- 
/ BREATHING 
See your MSco distributor or write ’ PORT nation, will fit your present 


Weo Medical Supply Company a. 


Dept. AG1, Rockford, Illinois 
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F O O | O F- L c G number of cycles necessary to pro- 


duce this end point was 2,203. 


Protection by “Sankey” Comment: Test results indicate 


that the submitted sample possesses 
(left) Improved FOOT GUARD adequate abrasive resistance for nor- 
(Style #200 illustrated) mal use. 


FOOT GUARDS consist essentially Heat Transmission | ; 
of a metal shield to be worn over the shoe A source of heat is focused on the 
whenever the foot is in danger of being | sample and a heat detecting thermo- 
either crushed or cut. The metal shield is : le placed he ‘te side 
designed to furnish a maximum amount couple placed on the opposite side 
of protection to the of the fabric. The heat source is an 
TOE GUARD » entire foot—not | jnfrared lamp operated at about half 


merely to the toes ; 
aleme; West alne 0 the normal voltage with the resultant 


fills a demand for toe , an : es ee 
protection in occupa- instep — against haz- emission primarily infrared rays. 
ards from falling, roll- An uncoated specimen gave a 


tions where hazards ing o¢ fying e&lect 
rg tease : ts) y objects, ; , ; 
injurious to toes exist. or. from accidental scale reading of 50. The coated 


They fit any shoe, af- . iy! eit 
Fa | maximum toe tool blows, specimen gave an initial reading of 
eteatten. a — 1, and a reading of 2 after five days 
e foot guards do no _ ial 
encase the toe to the discomfort of the exposure at 220 F. 
worker. (Style #702 illustrated.) Heat Reflectivity 
Fibre Shin & Thermal radiation from a _ heat 


Knee Shin Guards source is directed straight downward 


are formed to the contour of the leg, are onto the specimen. Thermopile units 
light weight, comfortable to wear, allow 7 at each corner of the specimen are 
a aa Genie ciieetex and pro- = set at an angle and are activated by 
Fibre shin guard (right) style #300. ss the heat. The signal is amplified 
Fibre knee-shin guard (far right) style and recorded on a chart. 


#310. 


For more information write today 


ELLWOOD SAFETY APPLIANCE CO. oe a 
225 SIXTH ST.—NSC ELLWOOD CITY, PA. Divisions Standard 
Standard Foil 26.0 100 
Original (no 
coating) 
Coated 


4 
’ 

















COPPUS BLUE RIBBON PRODUCTS 


A revolving semi-circular disc is 
interposed between the heat source 
and the sample being tested, pro- 
ducing a periodic shielding of the 
sample. As the areas are alternately 
shielded and exposed to the radia- 
tion, a corresponding oscillation is 
traced on the chart. 

The apparatus is first calibrated 
with a standard aluminum foil and 
the scale readings recorded. Using 
the scale reading of the standard foil 

COPPUS “Blue Ribbon” Vano Ventilators are portable and pee Pw, -8 —— calculated 

easily adaptable to practically any “fresh-air’’ requirement in a the scale reading “ @e ae 

industry. Mail coupon below for facts. specimen and that of the standard 

PRE A  SREE E S  e foil. The higher the value the greater 

| COPPUS ENGINEERING CORP. the reflectance value of the sample. 
130 Park Avenue, Worcester 10, Mass For further information write: 

eee . Thermo-Chem Corp. 1724 Chest- 
in underground manholes Company . nut St., Philadelphia, Pa. 


\~ exhausting welding Didi 
ve It’s Time to Test Your Fire Hose 


ee oan es COPPUS One of the most important pieces 
to stir up stagnant air of plant fire equipment is the fire 
jy ~~ - aaa | BLOWERS | hose. Not only is it necessary for 


is drying : +r . . 
ofl control and extinguishing of the fire 


| 

| 

| 

l 

| : | 

| on boiler repair jobs City 
| 

| 

| 

| 
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but very often the fire stream it de- | - 
livers is essential in rescue opera- | } INT * BLIND CORNER 


tions. Yet in many cases this vitally 


important piece of equipment is im- | R ACCIDENTS ith 
“we ained ; ste * os? Wi 


properly maintained and tested. 
Probably the most common hose | 

is the woven-jacketed, rubber-lined : ci > 

type which consists of a woven fab- . a E 

ric outer covering over a rubber | PP] i We oe 


hose. If the jacket is weakened by | T 
mildew, wear, accidental breakage, | | 


or contact with corrosive materials, 


the hose is apt to burst when sub- | 
jecte water pressure. 
jected to iter pressure ie = 


Where hose may be subjected to 
corrosive materials, as in chemical 





plants, types with a special rubber With BELL SAFETY MIRRORS installed BELL SAFETY MIRRORS are idea! 
yuter covering for protecting the fab- at blind corners and aisle intersections, for industrial plants, warehouses, 
ee ee ee your personnel avoid collisions shipping platforms, dock areas, 
ric jacket are advised. and accidents at a glance—wherever | over assembly lines, 

For assurance that the hose is in traffic crosses. in parking lots, hospitals, etc. 


00d condition i should be sub- | ’ Bk 
si Pp engage te Ane spent MODEL NO. 36-DM...36” Diam. | MODEL NO. 24-DM...24” Diam. 


jected to a full pressure test at least 


once a year. No better time for the MODEL NO. 30-DM...30” Diam. | MODEL NO. 18-DM...18” Diam. 


test can be found than during the : : Q 
warm months of summer or fall. Not * Quality convex mirror °¢ All-steel backing 


only is it easier to restore the hose ¢ Heavy gauge steel bracket ¢ Easy to install 
to service after draining and drying, ¢ Swivels and adjusts to any angle or direction 
but it is also much more comfortable | Write today for brochure and prices. 


for the men involved in the opera- | 1328 FLATBUSH AVE., 
tion ( BROOKLYN 10, 

lest pressures should be at least | Belt GLASS & MIRROR 0. NEW YORK 
equivalent to the maximum static 


yard pressure or the fire-pump shut- > om 
7 7 is pres 2 1/7) FOLDING WOOD POLE 


off pressure, whichever is greater. 


Frequently, a number of links of us. 
hose are coupled together for test 
purposes. A special threaded cap y 











with a petcock or small outlet valve 
for air is attached to one end of the 
hose, the other end is connected to L >? No. 300 
the fire pump or hydrostatic test & 

pump or the plant fire water supply, ; All FAC materials 
whichever has the highest pressure. one eer ae 


[he hose should be completely quality! 
filled with a iter and the pres oa . EMERGENCY 
Cl ater < ess e ap- 
plied gradually To avoid a serious FIRST AID 
EQUIPMENT 


accident it is extremely important 
that all of the air in the hose should 

be vented off before the test pressure [| T ] ERS 
is applied. To check this, make sure 

that a steady stream of water, free COTS 


from air bubbles, is emerging from 
the petcock before it is closed. SPLI NTS 
[he full test pressure should be Write for prices on 


maintained for at least one mi > le fi 7 
intained for at least one minute | EE ceca Auueeeib cee oleate 


before being released. While the 

oo a — TT — rt he the : . DISPENSARIES, ing); aluminum lit- prevention. Hardwood poles with olive 
pressure 1s still on, take the oppor- PLANT HOSPITALS ters; folding cots; drab finish cotton duck cover. Litter is 
tunity to examine the hose for small , leg, arm and finger 90" long x 21%" wide x 6%" high. 


leaks that may indicate the rubber SCHOOLS .... eprint. Folds to 45" x 5% x 9%; wt. 23 Ms. 


lining is beginning to deteriorate. A 


small leak at a coupling may be a 
: eak that - FRANK MFG. CO., INC. 


sign of growing weakness at 


point. It is important that all good Lf Gi MENTONE, IND. ? 


fire hose be used exclusively for 
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fire-fighting and training purposes 
Lengths of hose that fail during test- 


Convenient, Clean, ing should be taken out of service 
Accessible! and can be permanently marked, if 


so desired, for other plant uses. 


J un k i n Proper records should be kept for 


each section of hose, such record to 
STRETCHER CASE & KIT include manufacturer’s name, date 
| of purchase, and results of annual 
Junkin Stretcher cases provide a tests. 
compact convenient place for storing dies , “er 7 
the army type stretcher, blanket | Unlined linen hose, which is 
and first aid equipment. Protects from mainly used with standpipes inside 
dirt aw “eg I pic valuable buildings, is installed and main- 
space. : EP 
eee eres G8 Wt Oe eeee aay. tained without subjecting it to any 
water, since once wet further per- 
JUNKIN —_— == formance is somewhat doubtful. It 
SPLINT- Agoys ; tends to deteriorate rapidly if not 
TYPE «K a thoroughly dried out immediately 
STRETCHER after use or if installed where it will 
be exposed to dampness. 


Rigid construction. Patients may be carried It is very important that hose 
vertically or horizontally, greatly reducing . > > ke , . > ¢ 
Satane of tending tem laeseeaie teen valves be kept tightly closed so that 
tions. Canvas web-straps at chest, ab- the hose will not be wet by leakage; 
domen, thigh and calf, hold patient securely. few e- "a 
this is the most common injury to 
hose of this kind. Drip cocks can 
be installed in the hose valve body 
for draining any leakage that may 
ENG 


| mene ccur. Since unlined linen hose 
: SAFETY APPLIANCES , pees Al rapidly when only 


PMTONMDHDYD 


Send for descriptive literature 


Canadian Distributor: Levitt Safety Ltd., Toronto 





3121 Millers Lane, Louisville 16, Ky. slightly moist or damp and proper 


drying is rather slow it is generally 


ee considered that periodic hydrostatic 
-—NEEDLESS COMPENSATION CAN BE ELIMINATED tine is impractical 


BRAY SAFETY TRAINING FILMS furnish the basic information After the hose has been tested or 
upon which can be built o Worker's Safety Education Pr Leng Bi: 32 : 
Se otherwise used, it should be thor- 


HOW TO AVOID MUSCLE STRAINS oughly cleaned. Dirt should be 
Wane, oh, fife. 15 ae brushed off and oil or grease re- 
Teaches correct lifting to reduce back and muscle injuries. ‘ in . - a ; 
lacledes sublect of HERNIA. Endoned by AMA, Sofety moved by washing with warm soapy 
een, Sars. Ane, ae water and then rinsing with clean 
Rental, $6.00, 1 day. ......Sale, $60.00 
In Spanish, Sale $85.00 


water. 


Before returning the hose to serv- 
THE DOCTOR EXAMINES YOUR HEART (lémm., sd., b/w, 11 min.) ice. it should be carefully drained 


hows i \ ination. Endorsed by Amer. Heart Assoc. ; 
aiua ane : en os a epaperpdetiesctenes Sale, $60.00 either by hanging the hose vertically 

iii * : ‘ r by laying it on a rack or dry spot 
THE BILLION DOLLAR MALADY (COMMON COLD) (iémm., sd., b/w, 16 min.) 2 y fh eat 4 “We oad ’ ie 
Illustrates control and prevention of colds. Professionally endorsed. (in Spanish, Sale $85.00) on ground W hic LU as a $ ope oO 


Rental, $3.50, 1 day. ried Sale, $75.00 about 2 ft. per 50 ft. Only when the 
GUARD YOUR HEART (1é6mm.. sd.. b/w. 27 min) hose 1s thoroughly dry should it be 


An executive learns through experience and his doctor how to work and live with his heert. put back into storage. If the hose is 
iall id A . Heart A + ‘ 
a normally stored folded, be sure the 


Rental, $10.00, i ‘ ° . Sale, $125.00 . ; 
folds are arranged to come out in 


new locations in order to minimize 

For SOUTH and LATIN AMERICA—Films with SPANISH narration ; ‘ 
HOW TO AVOID MUSCLE STRAINS (see above) ACCIDENTS DON’T HAPPEN Series: wear. Whenever possible, hose that 
IGNITION & SPARK PLUGS ORGANIZATION has been stored in rolls should be 
HANDLING used to replace hose which has been 
aie Re stored folded and vice versa. 
OPERATION SURVIVAL (Air Safety) EARLY HANDLING OF SPINAL INJURIES Do it now! See that all fire hose 

THE BILLION DOLLAR MALADY (Common Cold) See above. : " ool 

(WRITE FOR DESCRIPTIVE FOLDER AND PRICES to: Dept. $P-362) lines are tested and inspected. They 
are an important part of your plant 


fire fighting equipment and with 


BRAY STUDI OS, INC. 4a@ Me so oy. proper maintenance can give years 


of dependable service. 
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Cigarettes Cause 
25 Per Cent of All Fires 

Cigarettes and the matches used 
to light them cause about a fourth 
of the nation’s million annual fires. 
The International Association of 
Fire Chiefs says careless disposal 
and the vast number smoked ac- 
count for this figure. 

Every year, the Fire Chiefs esti- 
mate, about 500 billion cigarettes 
are smoked — about 1,000,000 a 
minute. At that rate, it takes only 
one cigarette in 2,500,000 to cause 
200,000 fires a year. 

If you are a cigarette smoker, the 
best course to follow is to regard 
every cigarette you light as the one 
in 2% million that may cause a fire. 

Because of this, the Fire Chiefs 
urge the following precautions: 


1. Keep plenty of ashtrays handy 
and use them 


2. Never toss a lighted match or 
cigarette butt carelessly away. If at 
home or out in a car, use an ashtray. 
If you are in the woods, make sure 
smoking materials are cool to the 
touch before you dispose of them. Do 
the same when emptying an ashtray 


into a trash can. 


3. Before you go out or go to bed 
especially after entertaining—make a 
brief inspection to be sure no Cigar- 
ette has dropped on a chair, or behind 
a sofa cushion, or on a carpet, or any 
place else where it could start a fire. 


4. Never smoke in bed. 


Publish Revised Edition of 
The Building Exits Code 


A 1961 edition of the Building 
Exits Code, published by the Na- 
tional Fire Protection Association, 
includes many new features on safe- 
ty from fire. Developed by the 
NFPA Committee on Safety to Life, 
chairmanned by Francis R. Scherer, 
of the National Council on School- 
house Construction, it was adopted 
by the NFPA at its recent annual 
meeting in Detroit. 

The code concerns itself with 
safeguarding life from fire and panic. 
It deals not only with exits but many 
related features such as fire drills, 
exit lighting, signs and similar sub- 
jects. The NFPA has no record of 
loss of life by panic or by trapping 
in a burning building in any case 
where the requirements of the Build- 
ing Exits Code were met. 

Changes in the eighteenth (1961) 
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Canepa Coking is ay Universal Problemy | 


* y % ge 
4 Rak 


Promote Good Housekeeping 


Prevent Fire Hazards 
Reduce Maintenance 


WHEREVER A SMOKING PROBLEM 

EXISTS, THERE IS A SIPCO MODEL 

THAT EXACTLY FITS THE NEED. 

SIPCO smokers are constructed of 

heavy-duty cast aluminum — Built 

for a lifetime of hard use. OVER 

20 DIFFERENT MODELS, include 

MIDGET size, STANDARD size and Model 4J 
Model 4j-R JUMBO size. WALL models, FLOOR Deluxe 

Duo-Tone STAND models and PERMANENT 

With R-G Sign MOUNTING models. DELUXE bright 

polished finish —or DUO-TONE 
finish (Grey crinkle canister with satin finished lid.) 
MODEL 4) DELUXE (illustrated) JUMBO size permanent mounting 
type with bright polished DELUXE finish. Glass fiber inner-liner is 
furnished 
MODEL 4)-R DUO-TONE (Illustrated) JUMBO size permanent mount- 
ing type, with sign. Wide variety of sign wording available. Glass 
fiber inner-liner furnished. 


WRITE FOR ILLUSTRATED BROCHURES 


o TANDARD / NDUSTRIAL P RODUCTS La 


DEPT. NS-10 © 3527 FARMINGTON RD. © PEORIA, ILLINOIS 





NOX0R° 


CARBON MONOXIDE INDICATOR 


THIS REMARKABLY SIMPLIFIED IN- 
STRUMENT INDICATES CARBON MON- 
OXIDE PERCENT IN THE AIR SAMPLE 
TESTED BY MEASUREMENT OF 
CO-STAIN IN THE IN- 


SAMPLER 
CDE 

dv Requires no color matching — is 
independent of operator's color 
perceptiveness. 

dv Accurate and dependable over wide 
range of lighting conditions. 

@v Not affected by presence of other 
gases normally encountered in 
safety testing (nitrous oxide, sul- 
phur dioxide, methane, etc.) 


INDICATING 
TUBE 
CC-333 
RANGES: 
0-0.2% CO 
(0 to 2000 Parts CO 
per Million Ports of Air) 
0-0.5% CO 
(0 to 5000 Parts CO 
per Million Ports of Air) 


M-31A For complete particulars, send for Leaflet 890C 


BACHARACH INDUSTRIAL INSTRUMENT CO., 200 N. BRADDOCK AVE., PITTSBURGH 8, PA. 
Send me a copy of MONOXOR CO Indicator LEAFLET 890C 


STREET 
CITY AND STATE 
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YOU NEED A GOOD 
BATTERY FOR 
GOOD LIGHT 





When regular lights go out, Lightguard 
goes on... instantly and automatically. This 
is Model A, the most popular model. Others 
include dry cell Model D and new Model E to 
cover large areas. 


Only Exide Lightguard® emergency 
lighting units have genuine Exide stor- 
age Batteries. Extra capacity and extra 
life are built in. When your regular 
power fails and Exide Lightguard goes 
on, you’re assured of extra hours of 
strong light. And you can go for a 
good many years without battery re- 
placement expense. Exide Lightguard 
is completely automatic. Goes on when 
lights go out. Built-in charger auto- 
matically brings battery back to capac- 
ity after each time used and keeps it 
there. Easy to install. Just plug into 
regular a-c outlet. Ask about it at your 
nearby electrical distributor’s. Or write 
for literature. Exide Industrial Market- 
ing Division, The Electric Storage 
Battery Company, Philadelphia 20, Pa. 


Exide 


INDUSTRIAL MARKETING DIVISION (-o> (ese 
The Electric Storage Battery Company 
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edition include new treatment of hos- 
pitals, nursing homes and nurseries 
and several important features relat- 
ing to safety in schools. 

The 1961 code permits for the 
first time a two-story (no basement ) 
school building to have open stair- 
ways provided the building is com- 
pletely sprinklered. It also permits 
stairway doors to be open if they 
are closed by a device which is fail- 
safe and connected to a complete 
sprinkler or fire alarm system. 

The Building Exits Code is pure- 
ly advisory but is widely used as a 
basis of law and legal regulation in 
the interest of public safety. 

Copies of the new edition (NFPA 
No. 101, 256 pages, 4% by 7% 
in., $1.50) are available from the 
NFPA, 60 Batterymarch St., Bos- 
ton 10, Mass. 


Release New List 
of Hazardous Chemicals 


A revised version of the table of 
common hazardous chemicals re- 
titled as “Hazardous Chemicals 
Data” has been issued by the Na- 
tional Fire Protection Association. 

This informative pamphlet dis- 
cusses the hazardous properties of 
78 chemicals. Besides adding the 
common synonyms for each chemi- 
cal discussed, the new version is the 
product of careful review of every 
item, with all material being brought 
up to date and expanded. 

Copies of the revision (NFPA 
No. 49M, 54 pages, 75 cents) are 
available from the NFPA, 60 Bat- 
terymarch St., Boston 10, Mass. 


Schedule NFPA Fall 
Conference at Kansas City 


The annual fall conference of the 
National Fire Protection Association 
will be held at the Hotel President 
in Kansas City, Missouri. This is 
the first NFPA-sponsored meeting 
in Kansas City, and a large and im- 
portant new audience from the broad 
Midwestern area is expected. The 
conference will run Monday to 
Wednesday, October 30 to Novem- 
ber 1. 

The conference will be informal 
in character, providing ample op- 
portunity for discussion of topics. 


TOP BRASS? 


Yes. Because only top brass is good 
enough for the Lee zipper. Premium 
quality for every part of every Lee 
garment is a firm policy with Lee. 


Lee Industrial Workwear and Uniforms 
bring you a full measure of toughness, 
wearability, efficiency and economy. And 
they fit right into your industry’s exact 
needs. 


The Lee line is known as the largest, most 
complete in the industry. It includes 
Shirts, Jackets, Pants, Union-alls, Over- 
alls, Service Coats and many others—and 
custom garments made to your specifi- 
cations as well. And most important. 
Workingmen like to wear the Lee gar- 
ment! It gives them a feeling of good- 
looking importance. Helps spark their 
morale—keeps it burning, too! 


Call in an experienced Lee Consultant. 
Get the proven facts on the garments 
best suited to your needs. You'll find it’s 
worth your while to let Lee work for you! 


UNION MADE 
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(Do 


Style #900 
Khaki Twill 
Heavy 
Flannel 
Lining 

3 Straps— 
Tie Strings 


“ie, 
WINTER LINERS 


Style #800 
Flannel 

Lined Khaki 
Twill—4 Straps 
—Tie Strings 


Straps and 
Ties Fit All 

Types of 
Hard Hats 


Style #7 
Golden Brown 
Twill—Canton 
Flannel-Lined 

Top and Tie 
Strings 


ON THE JOB 


WRITE FOR ADDITIONAL INFORMATION 


Here's winter warmth and protection 
for outdoor workers—plus longer 
serviceability for your safety apparel 
dollar! 


IPCO Winter Liners are pre-shrunk, 
vat dyed—and every seam lock- 
stitched to prevent unravelling. Bias- 
cut binding provides ‘‘give’’ for extra 
wearing comfort. Small, medium and 
large sizes assure correct fit for every 
head size. IPCO also supplies heavy 
weight, protective winter clothing for 
every job requirement. 


(O[D SAFETY PRODUCTS 


INDUSTRIAL PRODUCTS COMPANY 
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Purcha$ing 


— From page 25 


Much valuable information can be 
obtained by regularly reading the Na- 
TIONAL SAFETY News and other 
safety periodicals and from fraterniz- 
ing with other safety men through 
such organizations as the American 
Society of Safety Engineers, local 
safety groups, safety committees, and 
various trade associations. 


Salesmen and manufacturers are 
another source of valuable informa- 
tion on new products and on changes 
in older ones. They also can provide 
desired technical information and sug- 
gestions for modifications where nec- 
essary. 


Keep the Purchasing Department 
Informed. The primary concern of a 
purchasing department is to obtain the 
items necessary for the conduct of the 
business at the most reasonable cost 
consistent with efficient and safe oper- 
ation. Buyers depend to a large extent 
on the information provided them by 
the using departments on what is nec- 
essary. Many major items of equip- 
ment and materials are purchased in 
accordance with specifications and 
standards set by the company. These 
are usually the result of cooperative 
effort by all concerned. Certainly the 
concern for safety must be considered 
and here is where a safety engineer 
can be of invaluable assistance. If ac- 
cident records indicate certain ma- 
chines or devices are causing injuries 
because of design characteristics it is 
the job of the safety department to 
bring it to the attention of not only 
the operating management but also the 
purchasing department. Often a con- 
ference with manufacturers’ represen- 
tatives can result in changes to correct 
the hazard or disclose safer equipment. 
Even little items can be important. 


Recently a company was having 
trouble with breakage of ammonia 
bottles used to fill the Ozalid machines. 
On several occasions the fumes caused 
considerable discomfort among those 
working in the vicinity of the ma- 
chines. Finally one incident resulted 
in an employee being affected by the 
ammonia to the extent of being off 
for several days. A conference with 
the purchasing department and the 
vendor resulted in a change to un- 
breakable plastic bottles at an addi- 
tional cost of five cents per bottle. The 
total additional cost for the year was 
estimated at $10—a small price to pay 
for preventing accidents. 


Designs may look good in a photo- 
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m Protect 
Your 
Employees 


against 


INDUSTRIAL 


NOISE 


TRY 


Anti-Noise 


EAR STOPPLES 


LITY 
INDORSED BY LIAB! 
INSURANCE COMPANIES 


n! For Best 
nsation Claims! 





For Maximum Protectio 
Safeguards Against Compe 


Why FLENTS solve your 
noise problem: 


¢ Workers prefer FLENTS because they 
are comfortable and easy to use. 


e Independent tests prove FLENTS 
superior to any other ear protector. 


e FLENTS give a CONSTANT AiR- 
TIGHT SEAL . . . yet permit normal 
conversation to filter in. 


e No sizes to bother with . . . no 
medical supervision needed. FLENTS’ 
special cotton and wax consistency 
is pliable and mold easily to ALL 
ear canals. 


e Low cost makes FLENTS disposable 
after use.—A vital health factor! 


FLENT EAR STOPPLES are now 
being used by a vast number 
of prominent industrial firms. 


Send for Free Samples. Test FLENTS 
in your own plant. 


Also available on request; FLENTS’ 
booklet: “INDUSTRIAL NOISE.” 


an = 


PRODUCTS COMPANY, Inc 


103 Park Ave., New York 17. N. Y 


SERVING U.S. INDUSTRY OVER 30 YEARS 
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© Prevent 

traffic acci- 

dents at blind 

corners inside and 

outside your plant— 

also at loading platforms. 

TRAFFIC SAFETY MIRRORS are available 


in sonvex, flat glass, laminated safety 
glass or unbreakable metal. 


Round Convex Mirror Sizes 
13” . 18” a 26” a 36” 
Rectangular Convex Mirror Sizes 
15’’x24” = 20x30’ 
Rectangular Flat Mirror Sizes 
6x14” © 10x14” © 14x18” 


Brackets and all apm hardware 
included with each un 
WRITE FOR CIRCULARS TO-DAY 











OUR NEW! 

“STEMPEL” 

DRY CHEMICAL 
PRESSURIZED TYPE 
23, LB. CAPACITY 

FIRE 

EXTINGUISHER 

6 B:C Unit Rating 
“Class 


Industry 
Boats, etc 


- » 
w7 ye 


For ‘‘Class B'’ and 
Cc’ Fires. Home - 
Busses - Motor 


Code No. 503 


Shipping Wt. 61/2 Ibs. 
Approved by U.L., F.M., and 1.C.C. 
To Dealers... . $8.40 ea. 
{in 15 Doz. Quantities—$7.50 ea.) 


WHY BUY ORDINARY 4 UNIT RATED 
EXTINGUISHERS WITHOUT A GAUGE. 


Manufactured by 
M. L. SNYDER & SON, INC. 
Jasper & York Sts. Phila. (25) Pa. 


Branches in Various U.S. and 
Canadian Cities 
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graph or a blueprint but under actual 
working conditions unforeseen hazards 
may develop because of plant layout 
or work procedures and result in 
work injuries sustained. To prevent 
this from happening in my own com- 
pany for example, a top-level com- 
mittee consisting of representatives 
from the engineering, operating and 
safety departments review all new de- 
signs for switching equipment before 
it is adopted for company use. Many 
valuable suggestions for making the 
equipment safer to operate are pro- 
posed at the committee meetings. All 
foreseeable hazards are explored; de- 
sign changes considered necessary for 
safe operation are discussed with the 
manufacturer of the equipment. At 
times actual tests are made on proto- 
type equipment. Only after the com- 
mittee has assured itself that the equip- 
ment is safe to operate under field 
conditions is approval given for com- 
pany use 

Other company committees review 
and equipment used or under 
consideration for purchase. Unsafe 
items are thus weeded out before they 
have a chance to cause an accident. 
Approved lists are prepared and issued 
to the field supervisors for their infor- 
mation and guidance. 

Where items must conform to re- 
quirements of governmental or indus- 
try safety codes or specifications, the 
purchasing department should be asked 
to include a paragraph in the bid and 
purchase order stating that the item 
must comply with the requirements of 
the code or specification involved. 


tools 


Standardize. As far as it is possible, 
a company should standardize on pur- 
chases. This makes for economies 
through quantity buying, facilities 
storage and parts replacement, and re- 
duces the number of individual items 
it is necessary to stock. Those respon- 
sible for safety should therefore fol- 
low such a policy on personal pro- 
tective equipment. It is suggested, 
however, that un'ess one product is 
outstandingly superior to competitive 
products it is wise to have more than 
one source. Dependence on a single 
supplier can lead to delivery difficul- 
ties. Several sources can be used to 
allow an employee to make a choice 
between styles. Psychologically this is 
desirable because it is easier to get 
employees to use safety equipment if 
they are given a choice between sev- 
eral styles rather than being told they 
must wear a certain style only. We 
have found this to be true in gaining 
acceptance for the wearing of safety 
glasses. 


mo - -- --- $= = = = = 5 
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MITTS, too 


For HOT or COLD 


EMALFON’ 


SINGER’S patented 
(Patent No. 2,650,365) 
INSULATED GLOVE 


UNIQUE CONSTRUCTION. Outer layer of 
terry cloth treated to make it flame-resistant; 
inner layer of all-wool for added insulation; 
third layer (next to skin) of soft, fleeced 
cotton. This combination gives flexibility 
and insures long wear. 
FOR HOT JOBS that do not exceed 700° F. 
these gloves (or mitts) are ideal. 
FOR COLD JOBS—handling dry cold materi- 
als, gas containers, etc. Excellent protection 
against frigid burns. 

NEW BIG CATALOG 


Complete line of work gloves, welding 
gloves, safety clothing ond portable 
welding screens. Send for it! 


Ask your dealer or write us 


Work gloves 860 W. WEED St., 
that “SING” CHICAGO 22, ILL. 


TULITO 


SAFETY CLAMP 


(Patented. Other Patents Pending) 


LocKs 
| Mus TANTLY! 


Absolute 
Safety 
Assured 


Forget the 
dangers of 
high climbing 
«use TULITO 
SA FET Y¥ 
CLAMPS 
Thousandsare 
now in use on 
every type of 
structure. 
FULLY 
APPROVED BY 
INDUSTRIAL 
COMMISSIONERS 
AND SAFETY 


PP ENGINEERS. 
MEYER MACHINE, INC. 


137 Bluff Stree? Red Wing, Minnesota 








See The Tulito Safety Equipment 
National Safety Congress Booths 318-319 
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“RESCUE «& 
BREATHING” 


the FIRST and ONLY 
SAFETY FILM 


teaching the NEW methods 
of MOUTH-TO-MOUTH 
RESUSCITATION that... 


® has been officially approved for purchase 
under the Federal Contributions Program. 
was officially approved and endorsed as o 
teaching film by the New York and Ameri- 
can Societies of Anesthesiologists 
has won THREE National film awards: the 
NATIONAL SAFETY FILM CONTEST, the 
EFLA BLUE RIBBON and the CHRIS AWARD. 
was produced under the technical supervi- 
sion of the foremost MEDICAL authorities 
on the subject 


16mm Color Sound Print. .. $20 


16mm B&W Sound Print . $110 | 
25% Discount on 6 or More Prints 

Now available in ENGLISH, FRENCH, GER- | 
! 


MAN, SPANISH and PORTUGUESE versions. 
Please specify language version you wish to 
purchase. 


Running Time—21 2 Minutes a 
0 | 


Send Orders or Requests for 
Previews-for-Purchase to 


AMERICAN FILM PRODUCERS 


Dept. RB-9 
1600 Broadway, New York 19, N.Y. « PL 7-5915 




















save 
life 

& property 
PPiltige K> 
Falicon® 


* Simple visual inspection 
with new sight glass— 
added neatness of design. 


No one can place a price on the 
possible loss of lives due to fire. 
But Falcon Automatic Fire 
Alarms & Systems can give early 
warning of fire to protect lives 
and guard property. 


Falcon Automatic 
Fire Alarms and Systems are: 
e LISTED BY UL AND 
ULC for use with 600 


ft. of Va” aluminum 
tubing 


@ SELF-CONTAINED (No 
wires or batteries) 


@ FULLY GUARANTEED 
++» and they are low in cost! 
Dealers Wanted 


J*% WRITE for particulars — and 
.: free, informative “Sounds for 
f j Safety” folder! DEPT. NSN 


Falcomn® Alarm CO., INC. 


SUMMIT, NEW JERSEY 
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Don’t overprotect—Insist on ade- 
quate protection, but avoid overpro- 
tection. For example, insisting that 
men wear respirators designed for 
toxic dusts when they will be exposed 
only to harmless type dusts, has a bad 
effect on morale. 

As with tools and other items, a 
list of approved items of personal pro- 
tective equipment should be prepared 
and issued for the information and 
guidance of all concerned. 


Be Objective—A void Conflict of In- 
terest—Sometimes there is a tendency 
to favor one vendor over another for 
purely personal reasons such as a dis- 
like for a particular salesman or con- 
cern, a financial interest in an enter- 
prise, or the vendor's hospitality 
policies. Such considerations have no 
place in ethical business relationships. 
In dealing with vendors, the primary 
consideration is serving the best in- 
terests of your employer and your 
associates. 

The guiding principles for selection 
of equipment should be adequacy of 
design, performance, quality of prod- 
uct, reliability of operation, and man- 
ufacturer’s service policies and re- 
liability. 

To keep the gains of the past 50 
years we must make sure that only 
safe equipment, tools, and materials 
are purchased for use. 


There are many ways to obtain 
this objective, depending on indi- 
vidual company size and complexity. 

Those responsible for safety, 
whether a large safety staff or a 
part-time safety man, can see that 
the company gets the most for its 
safety dollar by following these prin- 
ciples: 


1. Keep informed on safety of 
equipment, tools, materials, 
and processes. 


Informing others on the safety 
performance of tools, mate- 
rials, and equipment and see 
that the purchasing department 
has the information necessary 
to purchase safe items. 


. Standardize on equipment as 
much as possible and issue lists 
of approved items for the in- 
formation and guidance of all 
concerned. 


. Be objective in your relation- 
ships with vendors. Select on 
the basis of merit of the prod- 
uct rather than whim and 
fancy. Avoid conflict of in- 
terests. 
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specify PAC-KIT 
unit-packed protection 
because: 

STERILITY is assured— 
sealed units are for one use 
only; 

MAINTENANCE is easy — 
a glance tells what's to be 
replenished; 

WASTE is eliminated—you 
buy only what's needed, re- 
place only what's used. 
Ask your distributor or write 


Pac-Kit Safety Equipment Company 


P.O. BOX 1306 


GREENWICH FIRST 
CONN. P 














HELPFUL DATA ON 


Nuclear 
eot-iamebeek=telt: nated e 


Get the latest data on instruments for 
detecting, measuring and recording 
radioactivity. Ask for this NMC literature. 


FREE CATALOGS! 


Monitoring Catalog M-60 
shows individual units 
and complete systems 
for monitoring airborne 
particulate, water, stack 
gas, etc. 

Instruments Catalog 
PC-60 shows the famous 
NMC proportional coun- 
ter (PC3A) and associ- 
ated instruments. 

Other catalogs show 
NMC portable survey in- 
struments, scalers, well 
counters, and medical 
isotope instruments. 


FREE BULLETINS! 
Feature new instruments and new tech- 
niques for research, testing, processing, 
production, inspection and personnel 
safety. Mailed on request. 


PHONE COLLECT CD LIBERTY 6-2415 


Nuclear Measurements Corp. 


N ARLINGTON + INDIANAPOL N 
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SAFETY 
KNIVES 


Staple 
Remover 


Flash 
Twine Cutter 


Write for complete catalog: 
- - MANUFACTURING 
ra COMPANY 


305 Plane Street, Newark 2, N.J. 
Seal-0-Matic of Canada, 2 Matilda St., Toronto 8 





Power Press 
CHIE Bae ky 


Protect Operators * Increase Production 


Wiesman cam-action press guards enable 
operators to work at top speed without fear 
of accident. Guarding is effective and com- 
pletely automatic . . . does not hamper 
operator's vision or movement. For all sizes 
and styles of presses. Used by hundreds of 
firms, Inexpensive . . . easy to install. 


Over 35,000 sold 


Write for descriptive folder 
and 30-day FREE trial offer. 


Name 





Address 





Title 


Wiesman Manufacturing Co. 
31 South St. Clair Street © Dayton 2, Ohio 
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Diary 


— From page 10 


of a maintenance man dropped it 
and doesn’t dare admit it,” didn’t 
quite satisfy Lou. Especially not 
when on Friday a trash fire started 
where nobody ever saw any trash 
stored before and when, on Tues- 
day, in the same shop, an untended 
power truck started to roll down 
a ramp after standing with brakes 
on and a block under one wheel. 

Anyway, we don’t know all of 
Lou’s reasoning, for he isn’t in shape 
to be interviewed. But he was there 
on the catwalk at 9:35 this morn- 
ing when one of the plant guards 
(we've since found out he had a 
record of paranoid behavior in the 
past and has been deserted by his 
wife in the past month) was poised 
ready to throw a crude but quite 
workable homemade bomb to the 
production floor. Lou let out a 
warning yell to the men below, then 
charged the man shouting, “Let me 
check that before you throw it.” The 
maniac checked his throw in be- 
wilderment, just long enough for 
Lou to race past him, grabbing the 
bomb like an end taking the ball 
on a Statue of Liberty play. He 
made it to the end of the catwalk, 
carefully set the bomb in a window 
alcove that would protect people 
below from the main blast. Then 
Lou started back yelling for the 
men below to clear the floor. We 
figure Lou would have made it to 
a ladder and maybe gotten down 
it if the lunatic had not grabbed 
him. 

Then the bomb went off, and the 
blast blew both men off the catwalk. 
The paranoid broke his neck in the 
fall and was killed instantly, but 
Lou hit some insulated steam lines 
halfway down, and when he dropped 
off them he had a straight fall of 
only eight feet. 

It was bad enough—an arm frac- 
ture and a ruptured spleen—but as 
the surgeon explained to me in the 
lab, displaying the football-sized 
spleen in a pan, a man can get along 
without a spleen. 

So, I’ve got a live assistant on 
my hands, who has demonstrated 
that in addition to all his other vir- 
tues, he thinks fast and well in an 
emergency and is, damn it, a bloom- 
ing hero on top of all! 

I wonder if I can live up to him. 
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NEOPRENE or ALL RUBBER 


OVER-THE-SHOE KNEE-HI CLOSURE BOOTS 


In DuPont neoprene to resist grease, 
acids, solvents, etc. or in all-rubber, 
(no plastic) these boots are designed 
for wear in chemical plants, refineries, 
dairies and wherever maximum pro- 
tection is required. Easily washed in- 
side and out. Fit snug around heel yet 
special construction affords “bellows” 
action for circulation and ventilation 
with every step. 4 sizes fit all work 
shoe sizes. Sold through Safety and 
Industrial Equipment 

Distributors 


Ys THE WEIGHT 
OF OLD STYLE 
LINED 

KNEE BOOTS. 


in neoprene 


In rubber 


® sG, GREATER 

“<” PRODUCTION 
Seg) SPEED 

? EFFICIENCY 


44 


ee prevent 


property 
Lal Ftd accidents 
) and personal 
MUL: injury! 








1 i 
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YOU can 
PREVENT ‘ 





Hold heavy trucks and trailers securely 


with ease. Prevent accidents caused by 


vehicle moving away from dock while load- 
ing or unloading. Safety Wheel Blocks are 
rugged, strong and practically indestruct- 
ible, because they’re STEEL CASTINGS. 
Easy to handle, Safety Wheel Blocks are 


your best insurance against costly accidents. 


$12.35 ea. $11.45 ea. 
1-5 blocks 6 or more 
FOB Hammond, Indiana 
Order now for immediate delivery! 
Write for illustrated catalog. 


CALUMET STEEL CASTINGS CORP. 
1638 SUMMER STREET + HAMMOND, INDIANA 


HAND 
) CREAMS 


p pH? 
OTective Casa" 


a ty SN a 


INDUSTRIAL 
WORKERS 


PH7 PROTECTIVE CREAM is non-greasy, 
non-irritating and non-sensitizing to the 
skin. By applying one application before 
starting work PH7 will guard hands up to 
four hours against lubricating oils, cutting 
compounds, synthetic resins, solvents, inks, 
paint, fiber glass, iron dust and chlorinated 
naphthalene 


WORK CREAM is a soft white hand 
cream for keeping hands in good condition 
and for use after exposure to degreasing 
materials. Work Cream helps prevent 
roughness, dryness, chapping and cracking 
of the skin. Cap type dispenser available for 
use with any one pound jar. 


y reams work hand-in-hand to pro- 
t skin Write today for full details. 


F amp mn request, 


LESTER L. BROSSARD CO. 


540 No. Michigan Ave., Chicago 11, Illinois 
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Wire from Washington 


— From page 12 


same three-month period in 1961. 

The Atomic Energy Commission 
announced approval, subject to a 
public hearing, of the first agree- 
ment executed with a state for the 
transfer of prescribed regulatory 
authority from the federal to the 
state governments under an amend- 
ment to the Atomic Energy Act 
adopted in 1959. Kentucky would 
assume responsibility for rule- 
making, licensing, inspection, and 
enforcement in the use of radio- 
isotopes, the source materials of 
uranium and thorium, and small 
quantities of special nuclear ma- 
terials. The AEC must make a find- 
ing that the state program is com- 
patible with its own and that the 
state program is adequate to protect 
the public health and safety. 

The AEC also announced major 
changes in its administrative organi- 
zation, including abolition of the 
position of assistant general man- 
ager for safety. AEC’s release states 
that “the responsibilities for the 
safety of the Commission’s oper- 
ations have been assigned to the 
Division of Operational Safety. 
Under the new organization, the 
Divisions of Reactor Development, 
Production, and Military Applica- 
tion continue to be responsible for 
the safety of Commission-owned 
reactors associated with their pro- 
grams.” 

Traffic Safety. President Kennedy 
announced the appointment of nine 
members of the President’s Com- 
mittee for Traffic Safety; two of the 
nine, including its chairman, were 
reappointments. For the Labor Day 
weekend, the President urged that 
Americans drive “with patience and 
a clear head.” He denounced high- 
way deaths and injuries as a na- 
tional hardship and as _ needless 
economic waste. 

The Congress is actively con- 
sidering the creation of a new ex- 
ecutive department to deal with 
metropolitan problems. The Senate 
Committee on Government Oper- 
ations approved S. 1633, to create 
a Department of Urban Affairs and 
Housing which would provide tech- 
nical aid and information to state 
and local governments in the solu- 
tion of urban problems. The paral- 
lel House Committee approved H. 
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SLIP-ON GUARD 


- aa 


GETS-A-LITE suaro and cuine 


Quickly and Easily Installed 
by Anyone—No 
Tools Needed! 


Simply slip GETS-A-LITE GUARD 
AND GUIDE over the fixture, as 
illustrated. 


Made of indestructible spring steel 
wire. Nothing to break, get out of 
order or replace. Will last indefi- 
nitely. 

Once installed, GETS-A-LITE 
GUARD AND GUIDE its NEVER 
removed. 

Nothing toe unlock, fuss with or 
lock, when changing lamps. 
GETS-A-LITE GUARD AND 
GUIDE actually steers lamp into 


socket enabling maintenance man 
te change lamp in 10 seconds! 


Available for 40 watt and 100 watt 
fluorescent lamps. 


GETS-A-LITE CO. — Dept. NSN 1061 
3865 N. Milwaukee Ave., Chicago 41, iil. 











Where HEAT is 
A PROBLEM 


. . . Fyrepel has the answers. We are the 
largest fabricators of aluminized glass cloth 
heat protective clothing and equipment. Our 
staff of experts in this field stand ready to 
serve you in working out your heat problems. 


HEAT REFLECTIVE CURTAINS 


These heat reflective curtains are just one of 
the many Fyrepel products being used all over 
the world in industry where heat is a major 
problem to effective operation. For complete 
details on this and other Fyrepe! products 
write, wire or phone today. Consult us now on 
your particular problem. 


FYREPEL PRODUCTS INC. 


NEWARK, O 
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EVERY 
oh} -jfejii 
PLIER 


PRODUCED@1S 
TAILORMADE 
FOR THE JOB 


OSBORN PLIERS 
REDUCE costly accidents, to 
the operator, to equipment, . 
dies and electrical hook ups. 
Osborn’s growth in the Safety 
Plier-Tong field (using K for- 
mula Aluminum Alloy) and 
development of the SAFETY LOCKOUT 
— protecting switch boxes — gate values, 
is due to engineering ‘know how'’ and 
research in YOUR particular problem 
or need. 


Write or call — an industry proved 
safety engineer will help you 
° . . “for Safety's Sake’. 





MANUFACTURING CORP. 


WARSAW, INDIANA 





... The Easiest One-Man 
Drum Moving Ever! 


MORSE Model 55-0 


DRUM CRADLE 
TRUCK 


Low-cost and versa- 

tile, this cradle truck 

carries 

manually . . 

penses. Has side 

opening for drums 

with side drain cocks. 

long wheelbase and retractible caster frame 
gives exceptional stability under load. For 
55 and 110 gal. drums. Circle this product 
for literature and prices. 


MORSE Model 150-R 
DRUM HAND TRUCK 


One man can pick up a 1,000 
Ib. load . . . and balance it 
with one finger. Model 150-R 
features rubber tired wheels 
with ball bearings for quiet, 
easy rolling. Permits pre- 
cise positioning of loaded 
drums For drums 24” 

to 45” high and with 
diameters from 15”. 
Sturdy steel con- 
struction. Circle this 

product for litera- 

ture and prices. 


Clip this ad to your letterhead 


MORSE 
MANUFACTURING CO., INC. 


76S West Manlius Street, East Syracuse, N.Y. 
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R. 8429, which is_ substantially 
similar. The House Committee re- 
port states, among other things: 

the complex of problems 
plaguing our urban and metropoli- 
tan areas spill across state lines 
and frequently are insoluble by the 
states or even groups of states. 
Many of these are truly national 
problems and leadership must be 
taken by the federal government if 
a proper solution is to be found.” 
In the testimony by mayors urging 
enactment of the bill, reference was 
made, among other things, to traf- 
fic congestion, highway location, 
and smog control. 

The House Committee on Gov- 
ernment Operations published a 
report prepared by the Advisory 
Commission on Intergovernmental 
Relations, which was set up under 
federal law. The report, “Govern- 
mental Structure, Organization and 
Planning in Metropolitan Areas,” 
urges federal financial assistance to 
metropolitan area planning agen- 
cies, provided such agencies meet 
federal standards which, according 
to the Advisory Commission, 
“might include,” among other re- 
quirements, land use plans cover- 
ing “thoroughfare plans, mass 
transportation plans... ” 

Through the Secretary of Health, 
Education and Welfare, the Ad- 
ministration issued an ultimatum 
to the automobile industry. The 
Cabinet Officer demanded that the 
industry provide blowby control 
devices, to deal with auto exhaust, 
as standard equipment beginning 
with the 1964 models or face legis- 
lation mandating such equipment. 
The Under Secretary of Health 
told the American Municipal Con- 


“Had too much ‘get up and go’ — kept 
running down the stairs at quitting time.” 
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WALL ASH TRAY 
BUTT SNUFFERS 
PREVENTS FIRES 


MODEL 
#10 Deluxe 


New, smart modern, mirror-like chrome plated 
steel wall ash troy with SAFETY CIGARETTE 
holder. Designed to harmonize with modern taste 
ond selected ploces 


Cuts maintenance upkeep becouse butts are re- 
moved with a screen clipped beneath the tray 
without need of removing tray from the wall. Tray 
may be filled with sand or oil absorbents 
(ground clay). Size 8” long, 6%,” high, 5%” 
wide 


SEND TRIAL ORDER 


Model # Each Six Dozen 


#10 Deluxe $4.95 $4.75 $4.55 
F.O.B. shipping point 


Also available in colors to biend 
with modern systems of painting 
and decorating. Send for literature. 
Dept. SN-10. 








SAFETY FLOOR PRODUCTS 
3038 WEST 84th PLACE 
CHICAGO $2, ILLINOIS 

















BEWARE ¥ SLIPPERY FLOORS.“% 


Dries and cleans floors—Absorbs water, oil and 
grease—Eliminates scrubbing. Prevents slipping 
accidents. 

Dri-Rite quality absorbents have been proven 
in use by large and small industrial plants for 
many years. 





Exclusive Territorial 
Distributorships Available 


The DRI-RITE COMPANY 
100 W. Chicago Ave. Chicago 10, Ill 
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Now/ SAW SAFELY 
——"_AND SEE! 


Eliminate All Saw 
Hazards With Brett-Guard 
the new visual sofety tool 


For all circular sows 
NEW! A versatile combination visual circu 
d and saw fixture—uniting the 
precision-designed tools for 
nt guiding with the maximum in 
safe guarding—has recently been in 
d and marketed by the Brett-Guard 
to prevent saw injuries. This See 
aw Guard made of 2 in. thick 
transparent plast protects users of table 
saws during all operations. The unique 
safety device may be locked in a variety of 
perating positions to prevent physica! con 
tact with the blade and eliminate fiying 
hips. Simple to set up economical 
for both large and small jobs so safe 
that it’s being used in vocational schools for 
the biind made of transparent PLEXi 
GLAS that lets you see what you saw 
fully adjustable for all those impossible-to 
guard cuts fitting all circular table-type 
rip’’ saws for 6” to 22” biades pro. 
tects operators where no other saw guard 
will function! 
SHOP TESTED APPROVED BY SAFETY ENG! 
NEERS AND GOVERNMENT AGENCIES NATION 
WIDE 
* FREE 30 DAY TRIAL! Send blade 


diameter and make of power saws. 


* 16MM NEW SAW SAFETY-EDUCATION 
DEMONSTRATION SOUND FILM! 
Available free loan 


WRITE TODAY FOR DETAILS 
PATENTED MADE EXCLUSIVELY BY 


BRETT-GUARD CORP. 


ENGLEWOOD N. Jj 








For the latest in 
16mm sound 
INDUSTRIAL SAFETY FILMS 


visit 


Booth 
195 


For a complete list 
of 16mm sound 
Industrial Safety Films 
write or telephone 


International Film Bureau Inc. 
332 S. Michigan Ave. 
Chicago 4, Ill. HA 7-4546 
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gress that “we are very much in 
earnest about controlling air pol- 
lution,” and that his department 
was considering a bill to strengthen 
federal efforts toward that end. 
“Approximately 90 percent of our 
urban population,” he said, “lives 
in localities having air pollution 
problems.” He also announced that 
the U.S. Public Health Service “is 
completely tooled up to begin an 
extensive series of experiments on 
the health effects of automobile 
exhausts.” 

In addressing the first World 
Traffic Engineering Conference, the 
Secretary of Commerce laid heavy 
stress on safety. He (1) told of 
studies of the feasibility of elec- 
tronic control of highway traffic in 
which “accidents could be virtually 
eliminated” (2) stressed the safety 
advantages of billboard control 
along highways (3) urged greater 
uniformity in highway signs (and 
promised to make “a strong effort 
to obtain more uniformity in traffic 
signs, signals, and markings 
throughout the country”) and (4) 
emphasized the need for greater re- 
search. 

The Federal Highway Adminis- 
trator disclosed that “over 26 per 
cent of the Interstate [Highway| 
System is now open to traffic,” with 
10,800 of the 41,000 miles being 
open. Another 4,800 miles are also 
under construction. 

September 1, 1961 was the ef- 
fective date of an order of the Fed- 
eral Communications Commission 
assigning three radio frequencies 
to be exclusively available for om- 
nidirectional usage to control traf- 
fic signals. The maximum allow- 
able power for this purpose was 
raised from 30 to 100 watts. 


In recommending a federal sub- 
sidy for railroad passenger service, 
the Interstate Commerce Commis- 
sion said in part: “A nation that is 
serious about propelling a man to 
the moon should be able to solve 
the mundane problem of moving 
its citizens dependably and com- 
fortably some 50 miles or less from 
home to work without multiplying 
ribbons of concrete and asphalt 
that would strangle the central cit- 
ies they are supposed to serve.” 

Commercial transportation. Both 
houses of Congress passed, and 
sent to the President, H. R. 8033, 
a bill to reorganize the Interstate 
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STOP PUNCH PRESS ACCIDENTS 
ON HAND-FED OPERATIONS! 


With Martin 
Safety Press Feeding Tools 


——F 


MAGNETIC Press Feeders 


que 


VACUUM Press Feeders 


a 


Aluminum PLIERS AND TONGS 


canoe 


Aluminum SAFETY TWEEZERS 


A Complete Range of Types 
and Sizes For Every Job! 


WRITE FOR 24-PAGE CATALOG 
Of Safety and Production Tools 


W. |. MARTIN AND COMPANY 


3060 W. Armitage Avenue 
CHICAGO 47, ILL. 
Telephone Dickens 2-6676 


For SPR, 


= 


CHIC MAID HAT MFG. CO., Inc. 


630 HIGH STREET 
BUFFALO 11, N.Y. 
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SAFETY CANS 
AND 


OILY WASTE CANS 


1 Ps 
et 
% F 


Diener Safety Cans are U.L. Ap- 
proved * Air tight plus spring oper- 
ated self-sealing cap * Available in 
8 sizes * Red enamel finish. 





Diener Oily Waste Cans are 
U.L. Approved * Simple to operate 
* Maintaining long-lasting life with 
perfect fire protection * Available 
in both hand and foot operated 
models. 


DIENER INDUSTRIES INC. 
400 North Monticello Avenue 
CHICAGO 24, ILLINOIS 














re - ; 
GET YOURS FREE 
Here is a moving chart we've just released 
which shows in graphic form what five minutes 


of waste (of any kind) per day, per employee 
can cost your organization in a year's time. 


This Chart is yours FREE by filling out and 
returning to us the coupon below or writing 
to us on your company letterhead. 


KELLY-READ & CO., INC. 


508 St. Paul Street, Dept. S-1 
Rochester 5, New York 


Please send a FREE copy of your Waste Time Chort 
to: 


Nome 





Cc 








Zone. State 
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Commerce Commission, permitting 
ICC to delegate authority to em- 
ployee boards to review cases con- 
cerning safety, among other mat- 
ters. Appeal from such employee 
boards lies to the commission it- 
self. The bill was opposed by the 
American Trucking Associations, 
but was approved by the Associa- 
tion of American Railroads and 
by the ICC itself. 

The ICC issued proposed reg- 
ulations covering motor carrier 
transportation of certain explosives 
or radioactive poisons. These reg- 
ulations would require that written 
instructions be provided to drivers, 
which they shall keep in their pos- 
session and observe, covering (1) 
the route to be followed, which 
shall avoid congested thorough- 
fares, places where crowds are as- 
sembled, street car tracks, tunnels, 
viaducts, and dangerous crossings 
(2) designated stopping points in- 
cluding rest and meals (3) pro- 
cedures to assure that vehicles are 
attended while drivers are at meals 
or resting and (4) procedures for 
delivery without leaving vehicle 
unattended. 

Aviation Safety. The Senate ap- 
proved S. 1703, to extend the time 
for making grants under the Fed- 
eral Airport Act. During the de- 
bate, considerable attention was 
paid to safety. 

The House passed H. Res 420, 
authorizing its Committee on In- 
terstate and Foreign Commerce to 
investigate and study “the prob- 
lems involved in, and measures to 
minimize or eliminate, aircraft 
noise nuisances and hazards to per- 
sons and property on the ground.” 
Among the specific directions as 
to the study’s content was the au- 
thority to the committee to “give 
attention to... (2) research and 
development in aircraft and aircraft 
engine design,” and to “(7) the 
extent of authority vested in fed- 
eral and local regulatory agencies 
and airport operators to prescribe 
safety regulations applicable to any 
airport operation or development, 
including authority to impose con- 
trols on the operation of aircraft 
...” On the floor the bill was de- 
scribed as dealing with “airport 
noises and safety devices.” The 
Committee on House Administra- 
tion approved H. Res. 439, to pro- 
vide $150,000 for this study. The 
Senate Aviation Subcommittee Chair- 
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avoid strained hearing 
™ BW 
QUIET environment 
for relaxed phoning in 


BURGESS-MANNING 
ACOUSTI-BOOTHS 


HUSH outside sounds 
The No. 45 has highest sound quiet- 
ing efficiency. No rushing to distant 
shop office for important phone calls. 
Available for wall mounting or free 
standing on steel legs. 


Write jor ACOUST! +- BOOTH catalog 
f. ARCHITECTURAL PRODUCTS DIVISION 
BURGESS-MANNING COMPANY 


753 East Park Ave. + Libertyville, Illinois 





WINTER LINERS 


20 Styles to Fit any 
Safety Helmet 


AN 


Manufacturing for Wholesalers 
and Safety Distributors 





Let us quote on your liner 
requirements — we'll save 
you money. 











GANN CORP. 


Winter Liners for Safety Helmets 
1300-04 Light St. 
Baltimore 30, Maryland 
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COTTERMAN 


WELDED STEEL SAFETY LADDERS } 


For Filing Rooms—Stock Rooms—vVaults 


SAFE 
. 


STRONG 
* 


EASY TO MOVE 
e 


EASY TO CLIMB 
« 


NON-SKID STEPS 


Frame work made from heavy gauge 1” 
diameter round steel furniture tubing, with 
all joints electrically welded. Mounted on 
Swivel Brake Casters which allow the ladder 
to be rolled freely when no one is on it. 
When you step on the ladder the rubber 
cushioned legs rest on the floor and prevent 
rolling. 

Made in 13 heights—from 12’ 1 Step to 
117” 13 Step, and in 4 width—18”, 20’, 
26" and 32”, with and without hand and 
platform rails. 





We also manufacture the 
COTTERMAN TRUCK -N - LADDER 
A Truck and Ladder combined in a single unit. 


Write for Folder N 56-N for mplete in- 
formation and prices on both th items. 


Manufactured by 


I. D. COTTERMAN 


123 W. Spring Ave. Naperville, Ill. 


PAULSON 
FACE SHIELD 


FOR FULL face protection, this Paulson 
7-11-F is ideal. Use for grinding, buffing, 
chipping, polishing, machine shop operation 
Plastic interchangeable headgear with spark 
deflector and sweatband. Face Protector 
made of quality optical acetate, easily re- 
placeable. Free of distortion. May be worn 
over prescription glasses. 


Choice of Black or White Headgear. 
Clear, Light Amber or Light Green 
Face Protector. 


Write for Catalog and 
Special School Prices. 


PAULSON MFG. 


Fallbrook 
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man, however, refused to schedule 
hearings on airport noise problems 
because of what he said was the 
absence of anything that “promises 
any solution” to the problem. 


The House approved H.R. 7934 
which would authorize the military 
departments to make emergency 
payments, not to exceed $2,000, 
to persons injured or whose prop- 
erty is damaged as a result of air- 
craft or missile accidents. 


Air traffic increased significantly 
in 1960 according to the Federal 
Aviation Agency. The number of 
passengers boarding domestic trunk 
and local service flights in the 48 
contiguous states rose from 49,- 
357,870 in 1959 to 50,584,135 in 
1960. Mail and cargo also in- 
creased. In international opera- 
tions, the number of persons board- 
ing U. S. air carriers at overseas 
points rose 10 per cent, to an un- 
precedented high of 2,802,207. 
Mail tons increased 16 per cent 
and cargo tons rose 5 per cent. 


Marine Safety. The Congress 
passed S. 2187, and the President 
signed it into law as P.L. 87-167, 
to implement the 1954 Interna- 
tional Convention for the Preven- 
tion of the Pollution of the Sea by 
Oil. 

Under a Department of Com- 
merce reorganization of the Mari- 
time Administration, its Office of 
Ship Operations will provide safe- 
ty engineering services to all com- 
ponent parts of that agency. 


Public Safety. The House passed 
H.J. Res. 358, as amended, au- 
thorizing the President to issue an- 
nually a proclamation designating 
the third week in March as Na- 
tional Poison Prevention Week, in 
order (as the Committee’s report 
stated) to encourage the American 
people to learn the dangers of ac- 
cidental poisoning and to take pre- 
ventive measures to avoid the 822,- 
000 accidental poisonings that take 
place annually. The Senate Minor- 
ity Leader, Sen. Dirksen, intro- 
duced S.J. Res. 131 for the same 


purpose. 

The Food and Drug Adminis- 
tration issued definitions and pro- 
cedural and interpretive regulations 
under the Federal Hazardous Sub- 
stances Labelling Act, including 
testing procedures, exemptions, 
and labelling requirements. 








MANUFACTURERS 
REPRESENTATIVE 
NEEDED 


“HEAD TO TOE 
PROTECTION’’ 


Complete line of aprons, hand- 
pads, sleeves, shop coats, cover- 
alls, shoe covers, lint free cloth- 
ing, disposable paper flame re- 
tardant clothing, etc. 


Send resume to 
P.O. Box 367 
Springfield, Ohio 











EMPLOYEE MOTIVATION KIT 


Includes: 


*® SUCCESSFUL SUPERVISION 
MOTIVATION 
LINE-STAFF RELATIONS 
CASE STUDIES 


© MULTI-COLOR DISPLAYS 
INJURY PREVENTION 
WASTE REDUCTION 
QUALITY WORK 


* 50 PAGE PLANNING GUIDE 


This valuable kit is yours without obligo- 
tion. Simply fill out the coupon and mail 
it today. 
ELLIOTT SERVICE COMPANY, INC. 
Mount Vernon, New York 











ELLIOTT SERVICE COMPANY, INC. 
Dept. N.S. 4, Mount Vernon, N.Y. 


Please. provide me with the Elliott 
“Employee Motivation Kit.” 


Name aii 





Title. 





Firm 
Addr 
City Zone___ State__ 
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NEWS ITEMS 


New Member 
Sales Staff 


Edward B. Robb has joined the 
sales staff of Hy-Test Safety Shoes, 
division of International Shoe Com- 
pany. Robb, who formerly w 3 asso- 
ciated with U.S. Safety Service Com- 
pany, will cover the state of New 
York, operating out of Syracuse. A 
native New Yorker, Robb has been 
established in the area for years and 
is well acquainted with many mem- 
bers of the industrial safety profes- 
sion, according to Norman C. Whit- 
sett, general manager of Hy-Test. His 
knowledge of safety and safety shoes 
has been gained through experience in 
his work and through direct family 
ties with the shoe business in New 
York. 


New Midwest 
Representative 
for Jomac 


John A. Gwin has joined Jomac 
Inc. as sales representative for the 
company’s Midwest territory com- 
prising Chicago, Northern Illinois, and 
Wisconsin. He will work from Jomac’s 
Chicago sales office at 4832 North 
Lincoln Ave. 

Jomac Inc., with its home office in 
Philadelphia, Pa., and plants in Phila- 
de!phia, Warsaw, Ind., Mt. Sterling, 
Ky., and Montreal, Canada, manufac- 
tures terrycloth work gloves and baker 
pads, North PVC protective clothing 
and coated gloves, seamless dampen- 
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The Greatest Advancement 
in Welding Gloves 
Since Welding Began 


* * * 


The New Bestos Fire-Resistant Fabric Welding Gloves 
Chemically Treated, 18 oz., 100% Cotton with Rub- 
berized Gauntlet. Will last up to three times longer 
than the regular untreated gloves. 
— Used wherever Flash flame or Sparks are present — 
INTRODUCTORY OFFER: $7.65 per Dozen. For more information write: 


BESTOS GLOVE COMPANY 


4226 WEST HIGHLAND AVENUE 


r 


' 





° MILWAUKEE 8, WISCONSIN 





¢ Aprons 


e Bibs 

e Capes 
¢ Chaps 
* Coats 
¢ Gloves 


e Overalls 


¢ Pants 


| ° Sleeves 


| ¢ Spats 


“Aljay’s Saf-T” Clothing 

Assures Best Body Protection 

Made of Finest Chrome Tanned 

Leather for Heat Resistance. 

@ High Quality @ Full Size 

@ Soft & Pliable @ Riveted 

@ Pearl or Brown Leather 

@ Packed in Poly Bags 

% Asbestos Curtains 

% Flameresistant Duck Curtains 

% Write For New Lower Price 
Lists 

% Catalogue Sheets, Leaflets 


ALJAY MFG. CO., INC. 


1516 Callowhill St. 
Philadelphia 30, Pa. 
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ing roll covers and rubber-covered 
rollers for the graphic arts industry, 
and rubber rolls for industrial applica- 
tions. 

A native of Chicago with wide 
knowledge of the Lake Michigan in- 
dustrial area, Gwin was an adminis- 
trative assistant in the office of the 
County Clerk, Cook County, for five 
years previous to joining Jomac. From 
1953 to 1956 he was an associate edi- 
tor at the headquarters of the National 
Safety Council in Chicago. 


SALESMAN 


Young, rapidly growing safety equip- 
ment manufacturer wants energetic 
salesman with proven sales ability. 
This man, after intensive training pe- 
riod, will work with a group of our 
established distributors and will be 
completely responsible for sales in his 
territory. Submit complete resume. 
Salary range must be stated. Replies 
held strictly confidential. Box 480 
National Safety News. 











FIBER GLASS 


Reinforced Plastic Ladders 


Utilizing sandwich construction 
balsa core laminated with fiber 
glass reinforced plastic. Alumi 
num, plastic coated aluminum, 
or wood rungs are plastic welded 
to rails, resulting in tough yet 


smooth splinter-free finish re- 


sistant to chemicals, heot and 


water absarption Yellow side 
Flat aluminum 
Avail 


single sec 


roils for sgfety 
steps used fn step ladder 
able in extension, 


tional and step ladders 





NON-CONDUCTOR 


* DURABLE 





PUTNAM Rolling Ladder Co., Inc. 


32 Howard St., New York, N.Y. 
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Advance Glove Mfg. Co. 
Emergency eye wash 
Alan Wood Stee! Co. 
Abrasive floor plate 
Aldon Co 
Wheel chocks 
Aljay Co 
Protective clothing 
Ameray Corp 
Handle with care! 
American Abrasive Co 
Slip resistant flooring 
American Biltrite Rubber 
Safety soles 
American Chain & Cable Co., 
Chain slings 
Wire rope slings 
Electric hoists 
America Film Producers 
Safety films 
American LaFrance Corp. 
Fire protection systems 
American Optical Co 
Safety glasses 
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Ampco Metal, Inc 
Safety tools 
Ansul Chemical Co 
Fire extinguishers 
Apex Safety Products 
Safety hats 
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Protective clothing 
Atlas Safety Equipment Co. 
Skygenie 
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instrument Co 
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Ballymore Co 
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Bausch & Lomb Optical Co. 


Beacon Falis Footwear 
Safety shoes 
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Safety belts 
Bell Glass & Mirror Co 
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Emergency shower 
Bestos Glove Co 
Industrial gloves 
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Safety shoes 
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Linemen protection 

Chemical Corp 


Hand cleaner 
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Safety glasses 
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Safety hats 

Clark, David Co. ...... 
Ear protection 

Columbus McKinnon Chain Corp. 
Sling chains 
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Coppus Engineering Corp. .. : 201 


Portable ventilator exhousters 
Corlett-Turner Co. 

Silent stock tubes 
Cotterman, |. D. 

Safety ladders 


Dameron Enterprises, Inc. 
Hand cleaner & dispenser 

Davis Emergency Equipment Co. 
Emergency equipment 

Defense Appore! ... 
Protective clothing 
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Safety cans 

Detex Watchclock Corp. 
Watchmen equipment 
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Eye protection 
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Scovill Mfg. Co. 


Snap fasteners (work clothing) 


Scott Aviation Corp. ey ; 
Portable breathing equipment 
Searjeant Metal Products 
Machine guards 
Seiberling Latex Products Co. 
Industrial gloves 
Selistrom Mfg. Co. 
Head & eye protection 
Seron Mfg. Co 
Eyeglass holder 
Servus Rubber Co 
Rubber footwear 
Setiow, M. & Son, Inc. 
Work cloths 
Silicone Paper Co 
Lens cleaner 
Abrasive floor covering 
Silver, Fred, Inc 
Safety mirrors 
Singer Glove 
Industrial gloves 


140 

241 
10 

131 


197 


165 


73 
152 
230 

95 
186 

32 
125 

83 
147 

92 
109 
161 

59 
188 

52 
177 


117,118 


212 


214 


Page 
No. 
203 
269 
50 
193 
253 
221 
242-243 
229 
250 
155 
105 


270 


Reader 
Card No. 


Speakman Co. ; , 34 
Emergency ‘hower 
Snyder, M. L. & Son , 213 
Fire extinguishers 
Speedi-Dri Division of Minerals 
& Chemicals Philipp Corp. 
Oil and grease absorbent 
Standard Industral Products Co. 
unking stations 
Standard Satety Equipment Co. 
Protective clothing 
Standard Signs, Inc. 
Safety Signs 
Stimsonite Div. 
Warning lights 
Stonehouse Signs, Inc. 
Safety Signs 
Surety Rubber Co. 
Protective clothing 
Surgical Mechanical Research Inc. 
Ear stoppers 
Switzer Bros. Inc. 
Industrial paints 


Taylor, $. G. Chain Co. 
Sling chains 

Tect, Inc. ; 
Industrial cleaner 

Thermo-Chem Corp. 
Aluminated clothing 

Titmus Optical Co., Inc. 
Safety Glasses 

Tingley Rubber Co. 
Safety Boots 

Tokheim Corp. 
Hand pumps 


U-C Lite Mfg. Co. 
Emergency lights 
Union Wire Rope Corp. 
Wire rope slings 
U.S. Borax & Chemical Corp. 
Weed killer 
U.S. Rubber Co. 
Protective clothing 
U.S. Safety Service Co. 
Eye protection 


Wagner Sign Service, Inc. 
Safety signs 
Woamsutta-Pacific 
Industria: Fabrics 
Fire retardant fabric 
Watchemoket Optical Co. 
Eye protecticn 
Wear-Proof Mat Co. 
Rubber matting 
West Chemical Products, Inc. 
Slip-resistant floor finish 
West Side Iron Works, Inc. 
Safety barrier 
Wheeler Protective Apparel 
Protective clothing 
Wiesman Mfg. Co. 
Power press guards 
Wilder Mfg. Co., Inc 
Soldering iron holder 
Wilkins Co., Inc. 
Lens cleaning station 
Williams Jewelry & Mfg. Co. 
Safety incentives 
Willson Products Div 
Eye protection 
Wilson Rubber Co. 
Industrial gloves 


Workon, Inc. 


Zenith Radio Corp. 
Diagnostic aucliometers 
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90 


262 


206 
259 
254 
154 
197 
163 
156 
249 


9) 


169 
214 
15 
104 
122 
264 
264 
250 
128 
141-142 
97 


202 





advertising sales representatives 


advertising staff 
425 N. Michigan Ave 
Chicago 11, IIl., WHitehall 4-4800 


Macintyre-Simpson & Woods 

75 E. Wacker Drive, CEntral 6-1715 
Macintyre-Simpson & Woods 

101 Park Ave., LExington 2-0020 


Chicago: 


New York: 
advertising manager: 


Douglas Sturgeon Duncan A. Scott & Co. 


85 Post St., GArfield 1-7950 


San Francisco: 


Duncan A. Scott & Co. 
1901 W. 8th St., HUbbard 3-6211 


advertising production manager: 
John Tribble 


Los Angeles: 
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Don’t handle with care. 


Safety suits get rough and tumble 
treatment. They’re brushed, scraped, 
flexed. They’re handled hard by 
men who do a tough, two-fisted job. 

Suits made of material Alumi- 
nated by Thermo-Chem take all the 
rugged treatment you give, and can 
still reflect twenty times more heat 
than unimpregnated material. Alu- 
mination just won’t crack, peel off, 
or discolor. It adds strength. It’s as 


abrasion-proof as the material it’s 
applied to. (Which can be fabrics, 
textiles, leather, rubber, foam, 
paper, plastic—anything flexible.) 

Next time, make sure the mate- 
rial’s Aluminated by Thermo-Chem 


when you buy suits, gloves, welding 
blankets or shields. 

They'll work just as hard as the 
men who wear them. 

Write Thermo-Chem Corpora- 
tion, 5 Noeland Ave., Penndel, Pa. 


THERMNMOSICHE™M 


CIRCLE 120 ON READER CARD 











NEWS FROM AO 


New Safety Glasses. AO offers a full line: Zy! (above), 
combination and newest all-metal frame with metal 
bar bridge and clip-on plastic saddle bridge that is 
easily adjustable to fit all faces, especially for safety 
Rx, eliminating decentering of lenses. Available 
with or without side shields. 


New Flexible Mask Welding Goggles. Mounts welding 
plate in stationary holder. Opaque mask of molded 
plastic, fits snugly but comfortably against face to 
block out light. 


New Chemical Vapor Suit. Maximum vapor and acid 
protection, one-piece construction in polyvinyl chlo- 
ride coated nylon. Hood fits over safety cap. All 
seams se inside and outside. Requires self- 
contained breathing apparatus, can be fitted with 
air hoses. 


New Welding Helmet Cap Combinations. Choice of 10 
shell models, fiber glass or vulcanized, lift and 
stationary glass holders. Four positioning stops. 
Secured to regular Dura-Guard safety cap with 
simple, dielectric attachment clips. 


New Dura-Guard Safety Hats & Caps. All-new safety 
hats and caps designed for universal use. Shells 

re molded plastic, without holes 
or metz Dura-Guard hats and caps meet or 
exceed all standard specifications, may be used 
wherever dielectric protection is required. 


New Paint Spray Respirator. Compact and light in 
weight, this Bureau of Mines approved unit is one 
of 17 filter combinations possible with an AO R-5000 
series respirator. 
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